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Preface 


This eighth edition of Microbiological Applications 
differs from the previous edition in that it has acquired 
four new exercises and dropped three experiments. It 
retains essentially the same format throughout, how- 
‘ever. In response to requests for more emphasis on lab- 
‘oratory safety, three new features have been incorpo- 
rated into the text. In addition, several experiments 
have been altered to improve simplicity and reliability. 

"The three exercises that were dropped pertain to fla- 
gellar staining, bacterial conjugation, and nitrification in 
soil. All of these exercises were either difficult to per- 
form, unreliable, or of minimal pedagogical value. 

‘To provide greater safety awareness in the labora- 
tory, the following three features were added: (1) an 
introductory laboratory protocol, (2) many cautionary 
boxes dispersed throughout the text, and (3) a new ex- 
ercise pertaining to aseptic technique. 

‘The three-page laboratory protocol, which fol- 
lows this preface, replaces the former introduction. It 
provides terminology, safety measures, an introduc- 
tion to aseptic technique, and other rules that apply to 
laboratory safety. 

‘To alert students to potential hazards in performing 
certain experiments, caution boxes have been incorpo- 
rated wherever they are needed. Although most of these 
‘cautionary statements existed in previous editions, they 
were not emphasized as much as they are in this edition, 

Exercise 8 (Aseptic Technique) has been struc- 
tured to provide further emphasis on culture tube han- 
dling. In previous editions it was assumed that students 
would leam these important skills as experiments were 
performed. With the risk of being redundant, six pages 
have been devoted to the proper handling of culture 
tubes when making inoculation transfers. 


Although most experiments remain unchanged, 
there are a few that have been considerably altered, 
Exercise 27 (Isolation of Anaerobic Phototrophic 
Bacteria), in particular, is completely new. By using 
the Winogradsky column for isolating and identifying 
the phototrophic sulfur bacteria, it has been possible 
to greatly enrich the scope of this experiment. Another 
exercise that has been altered somewhat is Exercise 
48, which pertains to oxidation and fermentation tests 
that are used for identifying unknown bacteria, 

‘The section that has undergone the greatest reor- 
‘ganization is Part 10 (Microbiology of Soil). In the 
previous edition it consisted of five exercises, In this 
edition it has been expanded to seven exercises. A 
‘more complete presentation of the nitrogen cycle is of- 
fered in Exercise 58, and two new exercises (Exercises 
61 and 62) are included that pertain to the isolation of 
denitrifiers. 

In addition to the above changes there has been 
considerable upgrading of graphics throughout the 
book. Approximately thirty-five illustrations have been 
replaced. Several critical color photographs pertaining 
to molds and physiological tests were also replaced to 
bring about more faithful color representation. 

Tam greatly indebted to my editors, Jean Fomango 
‘and Jim Smith, who made the necessary contacts for 
critical reviews. As a result of their efforts the following 
individuals have provided me with excellent sugges- 
tions for improvement of this manual: Barbara Collins 
at California Lutheran University, Thousand Oaks, CA; 
Alfred Brown of Aubum University, Auburn, AL; 
Lester A. Scharlin at El Camino College, Torrance, CA; 
and Hershell Hanks at Collin County Community 
College, Plano, TX. 
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Welcome to the exciting field of microbiology! The 
intent of this laboratory manual is to provide you with 
basic skills and tools that will enable you to explore a 
vast microbial world. Its scope is incredibly broad in 
that it includes a multitude of viruses, bacteria, proto- 
тоапз, yeasts, and molds. Both beneficial and harmful 
‘ones will be studied. Although an in-depth study of 
any single one of these groups could constitute a full 
course by itself, we will be able to barely get ac- 
quainted with them. 

‘To embark on this study it will be necessary for 
you to learn how to handle cultures in such a way that 
ihey are not contaminated or inadvertently dispersed 
throughout the classroom. This involves learning 
aseptic techniques and practicing preventive safety 
measures. The procedures outlined here address these 
two aspects. It is of paramount importance that you 
know all the regulations that are laid down here as 
Laboratory Protocol. 


Scheduling During the first week of this course 
your instructor will provide you with a schedule of 
laboratory exercises arranged in the order of their per- 
formance, Before attending laboratory each day, 
check the schedule to see what experiment or experi- 
ments will be performed and prepare yourself so that 
you understand what will be done. 

Each laboratory session will begin with a short 
discussion to brief you on the availability of materials 
and procedures. Since the preliminary instructions 
start promptly at the beginning of the period, it is ex- 
tremely important that you are not late to class. 


Personal Items When you first enter the lab, place 
all personal items such as jackets, bags, and books in 
some out of the way place for storage. Don't stack 
them on your desktop. Desk space is minimal and 
must be reserved for essential equipment and your 
laboratory manual. The storage place may be a 
drawer, locker, coatrack, or perimeter counter. Your 
instructor will indicate where they should be placed. 


Attire Alab coat or apron must be worn at all times 
in the laboratory. It will protect your clothing from ac- 
cidental contamination and stains in the lab. When 
leaving the laboratory, remove the coat or apron. In 


Laboratory Protocol 


addition, long hair must be secured in a ponytail to 
prevent injury from Bunsen burners and contamina- 
tion of culture material, 


TERMINOLOGY 

‘Various terms such as sterilization, disinfection, ger- 
micides, sepsis, and aseptic techniques will be used 
here, To be sure that you understand exactly what they 
‘mean, the following definitions are provided. 

Sterilization is а process in which all living mi- 
croorganisms, including viruses, are destroyed. The 
organisms may be killed with steam, dry heat, or in- 
cineration. If we say an article is sterile, we understand 
that it is completely free of all living microorganisms. 
Generally speaking, when we refer to sterilization as it 
pertains here to laboratory safety, we think, primarily, 
in terms of steam sterilization with the autoclave, The 
ultimate method of sterilization is to burn up the in- 
fectious agents or incinerate them. All biological 
‘wastes must ultimately be incinerated for disposal. 

Disinfection is a process in which vegetative, 
monsporing microorganisms are destroyed. Agents 
that cause disinfection are called disinfectants or 
germicides. Such agents are used only on inanimate 
objects because they are toxic to human and animal 
tissues, 

‘Sepsis is defined as the growth (multiplication) of 
microorganisms in tissues of the body. The term asep- 
sis refers to any procedure that prevents the entrance 
of infectious agents into sterile tissues, thus prevent- 
ing infection, Aseptic techniques refer to those prac- 
tices that are used by microbiologists to exclude all 
organisms from contaminating media or contacting 
living tissues. Antiseptics are chemical agents (often 
dilute disinfectants) that can be safely applied exter- 
nally to human tissues to destroy or inhibit vegetative 
bacteria 


ASEPTIC TECHNIQUES 
When you start handling bacterial cultures as in 
Exercises 9 and 10, you will lear the specifics of 
aseptic techniques. Some of the basic things you will 
do are as follows: 
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Hand Washing Before you start working in the lab, 
wash your hands with a liquid detergent and dry them 
with paper toweling. At the end of the period, before 
leaving the laboratory, wash them again. 


Tabletop Disinfection. The first chore of the day 
will be to sponge down your desktop with a disinfec- 
tant, This process removes any dust that may be pre- 
sent and minimizes the chances of bacterial contami- 
nation of cultures that you are about to handle, 

Your instructor will indicate where the bottles of 
disinfectant and sponges are located, At the end of the 
period before leaving the laboratory, perform the same 
procedure to protect students that may occupy your desk 
in the next class. 


Bunsen Burner Usage When using a Bunsen burner 
to flame loops, needles, and test tubes, follow the pro- 
cedures outlined in Exercise 8. Inoculating loops and 
needles should be heated until they are red-hot, Before 
they are introduced into cultures, they must be allowed 
to cool down sufficiently to prevent killing organisms 
that are to be transferred, 

If your burner has а pilot on it and you plan to use 
the burner only intermittently, use it. If your burner 
lacks a pilot, turn off the burner when it is not being 
used. Excessive unnecessary use of Bunsen burners in 
а small laboratory can actually raise the temperature 
of the room. More important is the fact that unat- 
tended burner flames are a constant hazard to Вай, 
clothing, and skin. 

The proper handling of test tubes, while transfer- 
ring bacteria from one tube to another, requires a cer- 
tain amount of skill. Test-tube caps must never be 
placed down on the desktop while you are making in- 
‘culations. Techniques that enable you to make trans- 
fers properly must be mastered. Exercise 8 pertains to 
these skills 


Pipetting Transferring solutions or cultures by 
pipette must always be performed with a mechanical 
suction device. Under no circumstances is pipetting 
by mouth allowed in this laboratory. 


Disposal of Cultures and Broken Glass The fol- 
loving rules apply to culture and broken glass disposal: 
1. Petri dishes must be placed in a plastic bag to be 
autoclaved. 
2. Unneeded test-tube cultures must be placed in a 
wire basket to be autoclaved. 
3. Used pipettes must be placed in а plastic bag for 
autoclaving. 
4, Broken glass should be swept up into a dustpan 
and placed in a container reserved for broken 


glass. Don’t try to pick up the glass fragments 
‘with your fingers. 

5. Contaminated material must never be placed in a 
wastebasket. 


ACCIDENTAL SPILLS 

All accidental spills, whether chemical or biological, 
must be reported immediately to your instructor. 
Although the majority of microorganisms used in 
this laboratory are nonpathogens, some pathogens 
will be encountered. It is for this reason that we must 
treat all accidental biological spills as if pathogens 
were involved. 

‘Chemical spills are just as important to report be- 
cause some agents used in this laboratory may be car- 
cinogenic; others are poisonous; and some can cause 
dermal damage such as blistering and depigmentation. 


Decontamination Procedure Once your instructor 
is notified of an accidental spill, the following steps 
will take place: 

1. Any clothing that is contaminated should be 
placed in an autoclavable plastic bag and auto- 
claved. 

2. Paper towels, soaked in a suitable germicide, such 
as 5% bleach, are placed over the spill. 

з. Additional germicide should be poured around 
the edges of the spill to prevent further 
aerosolization. 

4. After approximately 20 minutes, the paper tow- 
els should be scraped up off the floor with an 
autoclavable squeegee into an autoclavable 
dust pan. 

5. The contents of the dust pan are transferred to an 
autoclavable plastic bag, which may itself be 
placed in a stainless steel bucket or pan for trans- 
port to an autoclave. 

6. All materials, including the squeegee and dust- 
рап, are autoclaved. 


ADDITIONAL IMPORTANT 
REGULATIONS 
Here are a few additional laboratory rules: 


1. Don't remove cultures, reagents, or other materi- 
als from the laboratory unless you have been 
granted specific permission. 

2. Don't smoke or eat food in the laboratory. 

3. Make ita habit to keep your hands away from your 
‘mouth, Obviously, labels are never moistened 
with the tongue; use tap water or self-adhesive la- 
bels instead. 
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4. Always clean up after yourself. Gram-stained 
slides that have no further use to you should be 
‘washed and dried and returned to a slide box. 
Coverslips should be cleaned, dried, and returned. 
‘Staining trays should be rinsed out and returned to 
their storage place. 

5. Return all bulk reagent bottles to places of storage. 

6. Return inoculating loops and needles to your stor- 
age container. Be sure that they are not upside 
down. 
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Laboratory Protocol 


If you have borrowed something from someone, 
return it. 

Do not leave any items on your desk at the end of 
the period. 

Do not disturb another class at any time, Wait un- 
til the class is dismissed. 

‘Treat all instruments, especially microscopes, 
with extreme care. If you don't understand how a 
piece of equipment functions, ask your instructor. 
Work cooperatively with other students in group- 
assigned experiments, but do your own analyses 
of experimental results. 
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Microscopy 


Although there are many kinds of microscopes available to the mi- 
crobiologist today, only four types will be described here for our 
use: the brightfield, darkfield, phase-contrast, and fluorescence 
microscopes. If you have had extensive exposure to microscopy in 
previous courses, this unit may not be of great value to you; how- 
ever, if the study of microorganisms is a new field of study for you, 
there is a great deal of information that you need to acquire about 
the proper use of these instruments. 

Microscopes in a college laboratory represent a considerable 
investment and require special care to prevent damage to the 
lenses and mechanicals. The fact that a laboratory microscope 
may be used by several different individuals during the day and 
moved around from one place to another results in a much greater 
chance for damage and wear to occur than if the instrument were. 
used by only one individual. 

‘The complexity of some of the more expensive microscopes 
also requires that certain adjustments be made periodically. 
Knowing how to make these adjustments to get the equipment to 
perform properly is very important. An attempt is made in the five 
exercises of this unit to provide the necessary assistance in getting. 
the most out of the equipment. 

Microscopy should be as fascinating to the beginner as it is to 
the professional of long standing; however, only with intelligent un- 
derstanding can the beginner approach the achievement that oc- 
cours with years of experience. 
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A microscope that allows light rays to pass directly 
through to the eye without being deflected by an in 
tervening opaque plate in the condenser is called a 
brightfetd microscope. This is the conventional ype 
of instrument encountered by students in beginning 
courses in biology; it is also the first type to be used 
in this laboratory 

“All brightfield microscopes have certain things in 
common, yet they differ somewhat in mechanical op- 
eration. An attempt will be made in this exercise to 
Point out the similarities and differences of various 
Iakes so that you will know how to use the instru- 
теш that is available to you, Before attending the first 
laboratory session in which the microscope will be 
used, read over this exercise and answer ай the ques- 
tions оп the Laboratory Report. Your instructor may 
require thatthe Laboratory Report be handed in prior 
to doing any laboratory work. 


CARE OF THE INSTRUMENT 
Microscopes represent considerable investment and 
сап be damaged rather easily if certain precautions are 
not observed. The following suggestions cover most 
hazards. 


Transport When carrying your microscope from 
‘one part of the room to another, use both hands when 
holding the instrument, аз illustrated in figure 1.1. If 
itis carried with only one hand and allowed to dangle 
at your side, there is always the danger of collision 
‘with furniture or some other object. And, incidentally, 
under no circumstances should one attempt to carry 
nwo microscopes at one time. 


Clutter Keep your workstation uncluttered while 
doing microscopy. Keep unnecessary books, lunches, 
and other unneeded objects away from your work 
area. A clear work area promotes efficiency and re- 
sults in fewer accidents. 


Electric Cord Microscopes have been known to 
tumble off of tabletops when students have entangled 
a foot in a dangling electric cord. Don't let the light 
cord on your microscope dangle in such a way as to 
hazard foot entanglement. 
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Brightfield Microscopy 


Lens Care At the beginning of each laboratory pe- 
riod check the lenses to make sure they are clean. At 
the end of each lab session be sure to wipe any im- 
‘mersion ой off the immersion lens if it has been used. 
Mere specifics about lens care are provided on page 5. 


Dust Protection In most laboratories dustcovers 
are used to protect the instruments during storage. If 
‘one is available, place it over the microscope at the 
‘end of the period. 


COMPONENTS 

Before we discuss the procedures for using a micro- 
‘scope, let's identify the principal parts of the instru- 
ment as illustrated in figure 1.2. 


Framework АШ microscopes have a basic frame 
structure, which includes the arm and base. To this 
framework all other parts are attached. On many of 
the older microscopes the base is not rigidly attached 
to the arm as is the case in figure 1.2; instead, a pivot 
point is present that enables one to tilt the arm back- 
ward to adjust the eyepoint height. 


‘Stage The horizontal platform that supports the mi- 
croscope slide is called the stage. Note that it has a 
clamping device, the mechanical stage, which is 
used for holding and moving the slide around on the 
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Figure L1 The microscope should bo held firmly with 
both hands while carrying it. 
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Brightfield Microscopy * Exercise 1 


stage, Note, also, the location of the mechanical 
stage control in figure 1.2. 


ıt Source Inthe base of most microscopes is po- 
sitioned some kind of light source, Ideally, the lamp 
should have a voltage control to vary the intensity of 
light. The microscope in figure 1.2 has a knurled wheel 
on the right side of its base to regulate the voltage sup- 
plied to the light bulb. The microscope base in figure 
1.4 has a knob (the left one) that controls voltage. 





Most microscopes have some provision for reduc- 
ing light intensity with a neutral density filter. Such a 
filter is often needed to reduce the intensity of light be- 
low the lower limit allowed by the voltage control. On 
microscopes such as the Olympus CH-2, one can simply 
place a neutral density filter over the light source in the 
base. On some microscopes a filter is built into the base. 


Lens Systems АШ microscopes have three lens sys- 
tems: the oculars, the objectives, and the condenser. 





Diopter Adjustment Ring 


'ONJOFF Switch 








Ocular (Eyepieces) 


Lock Screw 


Mechanical Stage 


Course Adjustment Knob 
Fine Adjustment Knot 


Mechanical Stage Солто 


Voltage Regulator 








Figure 1.2 The compound microscope 


Courtesy ofthe Olympus Corporation, Lake Success, N.Y. 
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Exercise * Brightfield Microscopy 


Figure 1.3 illustrates the light path through these three 
systems. 

The ocular, or eyepiece, is a complex piece, lo- 
cated at the top of the instrument, that consists of two 
or more internal lenses and usually has a magnification 
of 10X. Although the microscope in figure 1.2 has two 
oculars (binocular), a microscope often has only one. 

Three or more objectives are usually present. 
Мое that they are attached to a rotatable nosepiece, 
which makes it possible to move them into position 
over a slide. Objectives on most laboratory micro- 
scopes have magnifications of 10%, 45X, and 100x, 
designated as low power, high-dry, and oil immer- 
sion, respectively. Some microscopes will have а 
fourth objective for rapid scanning of microscopic 
fields that is only 4X. 

The third lens system is the condenser, which is 
located under the stage. Itcollects and directs the light 
from the lamp to the slide being studied. The con- 
denser can be moved up and down by a knob under 
the stage. A diaphragm within the condenser regu- 
lates the amount of light that reaches the slide. 
Microscopes that lack a voltage control on the light 
source rely entirely on the diaphragm for controlling 
light intensity. On the Olympus microscope in figure 
12 the diaphragm is controlled by turning a knurled 
ring. On some microscopes a diaphragm lever is pres- 
ent. Figure 1.3 illustrates the location of the condenser 
and diaphragm. 


Focusing Knobs The concentrically arranged 
coarse adjustment and fine adjustment knobs on 
the side of the microscope are used for bringing ob- 
jects into focus when studying an abject on а slide. On 
some microscopes these knobs are not positioned con- 
centrically as shown here, 


Ocular Adjustments On binocular microscopes 
опе must be able to change the distance between the 
oculars and to make diopter changes for eye differ- 
епсез. On most microscopes the interocular distance 
is changed by simply pulling apart or pushing to- 
gether the oculars. 

То make diopter adjustments, one focuses first 
with the right eye only. Without touching the focusing 
knobs, diopter adjustments are then made on the left 
eye by turning the knurled diopter adjustment ring 
(figure 1.2) on the left ocular until a sharp image is 
seen. One should now be able to see sharp images 
with both eyes. 


RESOLUTION 


‘The resolution limit, or resolving power, of a micro- 
scope lens system is a function of its numerical aper- 
ture, the wavelength of light, and the design of the 
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Figure 12 The light pathway of a microscope. 


condenser. The optimum resolution of the best micro- 
scopes with oil immersion lenses is around 0.2 jum. 
‘This means that two small objects that are 02 yum 
apart will be seen as separate entities; objects closer 
than that will be seen as a single object. 

‘To get the maximum amount of resolution from a 
lens system, the following factors must be taken into 
consideration: 


* A blue filter should be in place over the light 
‘source because the short wavelength of blue light 
provides maximum resolution. 

* The condenser should be kept at its highest posi- 
tion where it allows а maximum amount of light 
to enter the objective. 

* The diaphragm should not be stopped down too 
much. Although stopping down improves con- 
trast, it reduces the numerical aperture, 

* Immersion oil should be used between the slide 
and the 100X objective. 


Of significance is the fact that, as magnification is in- 
creased, the resolution must also increase. Simply 
creasing magnification by using а 20X ocular won't 
increase the resolution, 
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LENS CARE ter, Whenever the ocular is removed from the micro- 


Keeping the lenses of your microscope clean is a con- 
stant concern. Unless all lenses are kept free of dust, 
oil, and other contaminants, they are unable to 
achieve the degree of resolution that is intended. 
Consider the following suggestions for cleaning the. 
various lens components 


Cleaning Tissues Only lint-free, optically safe tis- 
sues should be used to clean lenses. Tissues free of 
abrasive grit fall in this category. Booklets of lens 
tissue are most widely used for this purpose. 
‘Although several types of boxed tissues are also 
safe, use only the type of tissue that is recommended 
by your instructor. 


Solvents Various liquids can be used for cleaning 
microscope lenses. Green soap with warm water 
works very well. Xylene is universally acceptable. 
Alcohol and acetone are also recommended, but often 
with some reservations. Acetone is a powerful solvent 
that could possibly dissolve the lens mounting cement 
in some objective lenses if it were used too liberally. 
‘When it is used it should be used sparingly. Your in- 
structor will inform you as to what solvents can be 
used on the lenses of your microscope. 


Oculars The best way to determine if your eyepiece 
is clean is to rotate it between the thumb and forefin- 
ger as you look through the microscope. A rotating 
pattern will be evidence of dirt, 

1f cleaning the top lens of the ocular with lens 
tissue fails to remove the debris, one should try 
cleaning the lower lens with lens tissue and blowing 
off any excess lint with an air syringe or gas cannis- 


scope, и is imperative that a piece of lens tissue be 
placed over the open end of the microscope as illus- 
trated in figure 1.5. 


Objectives Objective lenses often become soiled 
by materials from slides or fingers. A piece of lens tis- 
sue moistened with green soap and water, or one of 
the acceptable solvents mentioned above, will usually 
remove whatever is on the lens. Sometimes a cotton 
‘swab with a solvent will work better than lens tissue. 
‘At any time that the image on the slide is unclear or 
cloudy, assume at once that the objective you are us- 
ing is soled. 


Condenser Dust often accumulates on the top sur- 
face of the condenser; thus, wiping it off occasionally 
‘with lens tissue is desirable. 


PROCEDURES 


If your microscope has three objectives you have three. 
magnification options: (1) low-power, ог 100X total 
‘magnification, (2) high-dry magnification, which is 
450% total with a 45X objective, and (3) 1000X total 
‘magnification with a 100 oil immersion objective 
Note that the total magnification seen through an ob- 
jective is calculated by simply multiplying the power 
of the ocular by the power of the objective. 

‘Whether you use the low-power objective or the oil 
immersion objective will depend on how much magni- 
fication is necessary. Generally speaking, however, itis 
best to start with the low-power objective and progress 
to the higher magnifications as your study progresses. 
Consider the following suggestions for setting up your 
microscope and making microscopic observations. 








On this microscope, the lot knob controls 
voltage. The other knob is used for moving a neutral don- 
sity filter into position. 





TETER 





Figure 15 When oculars are removed for cleaning, 
‘cover the ocular opening with lens tissue. A blast from an 
air syringe or gas cannistor removes dust and lint. 
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Viewing Setup If your microscope has a rotatable 
head, such as the ones being used by the two students 
in figure 1.6, there are two ways that you can use the 
instrument, Note that the student on the left has the 
апп of the microscope near him, and the other student 
has the arm away from her. With this type of micro- 
scope, the student on the right has the advantage in 
thatthe stage is easier to observe. Note, also that when 
focusing the instrument she is able to rest her arm on 
the table. The manufacturer of this type of microscope 
intended that the instrument be used in the way 
demonstrated by the young lady. If the microscope 
head is not rotatable, it will be necessary to use the 
other position. 


Low-Power Examination The main reason for 
starting with the low-power objective is to enable you 
to explore the slide to look for the object you are plan- 
ning to study. Once you have found what you are 
ooking for, you can proceed to higher magnifica- 
tions. Use the following steps when exploring a slide 
‘with the low-power objective: 


1. Position the slide on the stage with the material to 
be studied on the upper surface of the slide. 
Figure 1.7 illustrates how the slide must be held 
in place by the mechanical stage retainer lever. 

2. Turn on the light source, using a minimum amount 
of voltage. If necessary, reposition the slide so 
that the stained material on the slide is in the ex- 
‘act center of the light source. 

3. Check the condenser to see that it has been raised 
to its highest point. 

4. If the low-power objective is not directly over the 
center of the stage, rotate it into position. Be sure 
that as you rotate the objective into position it 
clicks into its locked position. 

5, Turn the coarse adjustment knob to lower the ob- 
jective until it stops. A built-in stop will prevent 
the objective from touching the slide. 


6, While looking down through the ocular (or ocu- 
lars), bring the object into focus by turning the 
fine adjustment focusing knob. Don't readjust the 
coarse adjustment knob. If you are using a binoc- 
ular microscope it will also be necessary to adjust 
the interocular distance and diopter adjustment to 
‘match your eyes. 

7. Manipulate the diaphragm lever to reduce or in- 
crease the light intensity to produce the clear- 
est, sharpest image. Note that as you close 
down the diaphragm to reduce the light inten- 
sity, the contrast improves and the depth of 
field increases. Stopping down the diaphragm 
when using the low-power objective does not 
decrease resolution. 

8. Once an image is visible, move the slide about to 
search out what you are looking for. The slide is 
moved by turning the knobs that move the me- 
chanical stage. 

9. Check the cleanliness of the ocular, using the pro- 
cedure outlined earlier. 

10. Once you have identified the structures to be 
studied and wish to increase the magnification, 
you may proceed to either high-dry or oil immer- 
sion magnification. However, before changing 
objectives, be sure to center the object you wish 
10 observe, 





High-Dry Examination To proceed from low- 
power to high-dry magnification, all that is necessary 
is to rotate the high-dry objective into position and 
open up the diaphragm somewhat. It may be neces- 
sary to make a minor adjustment with the fine adjust- 
ment knob to sharpen up the image, but he coarse ad- 
ичтеп knob should not be touched. 

If a microscope is of good quality, only minor 
focusing adjustments are needed when changing 
from low power to high-dry because all the objec- 
tives will be parfocalized. Nonparfocalized micro- 

















Figure 12 The microscope position on the right has 
the advantage of stage accessibility- 


Figure 1.7 The side must be properly positioned as the 
retainer lever is moved to the right. 
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scopes do require considerable refocusing when 
changing objectives. 


High-dry objectives should be used only on slides that 
have cover glasses; without them, images are usually 
"unclear. When increasing the lighting, be sure to open 
up the diaphragm first instead of increasing the volt- 
age on your lamp; reason: lamp life is greatly ex- 
tended when used at low voltage. If the field is not 
bright enough after opening the diaphragm, feel free 
to increase the voltage. A final point: Keep the con- 
denser at its highest point. 


Oil Immersion Techniques The oil immersion lens 
derives its name from the fact that a special mineral oil 
is interposed between the lens and the microscope 
slide. The ой is used because it has the same refractive 
index as glass, which prevents the loss of light due to 
the bending of light rays as they pass through air. The 
use of oil in this way enhances the resolving power of 
the microscope, Figure 1.8 reveals this phenomenon, 




















Figure 1.8 Immersion oll, having the same refractive in- 
dox as glass, prevents light loss due to diffraction. 


With parfocalized objectives one can go to oil 
immersion from either low power or high-dry. On 
some microscopes, however, going from low power 
to high power and then to oil immersion is better. 
Once the microscope has been brought into focus at 
опе magnification, the oil immersion lens can be го- 
tated into position without fear of striking the slide. 

Before rotating the oil immersion lens into posi- 
tion, however, a drop of immersion oil must be placed 
оп the slide. An oil immersion lens should never be 
used without oil. Incidentally, if the oil appears 
cloudy it should be discarded. 

When using the oil immersion lens it is best to 
open the diaphragm as much as possible. Stopping 


Brightfield Microscopy * Exercise 1 
down the diaphragm tends to limit the resolving power 
of the optics, In addition, the condenser must be kept 
atits highest point, If different colored filters are avail- 
able for the lamp housing, it is best to use blue or 
greenish filters to enhance the resolving power. 

Since the oil immersion lens will be used exten- 
sively in all bacteriological studies, it is of paramount 
importance that you learn how to use this lens prop- 
erly. Using this lens takes a litle practice due to the 
difficulties usually encountered in manipulating the 
lighting. A final comment of importance: At the end of 
the laboratory period remove all immersion oil from 
the lens tip with lens tissue 


PUTTING Ir AWAY 

When you take a microscope from the cabinet at the 
beginning of the period, you expect it to be clean and 
in proper working condition, The next person to use 
the instrument after you have used it will expect the 
same consideration, A few moments of care at the end 
of the period will ensure these conditions. Check over 
this list of items at the end of each period before you 
return the microscope to the cabinet. 


1, Remove the slide from the stage. 

2. Ifimmersion oil has been used, wipe it off the lens 
and stage with lens tissue, (Do not wipe oil off 
slides you wish to keep. Simply put them into a 
slide Бох and let the oil drain off.) 

3. Rotate the low-power objective into position. 

4. Ifthe microscope has been inclined, return it to an 
erect position. 

5. IH the microscope has a built-in movable lamp, 
raise the lamp to its highest position. 

6. If the microscope has a long attached electric 
cord, wrap it around the base. 

7. Adjust the mechanical stage so that it does not 
project too far on either side. 

8, Replace the dustcover. 

9. If the microscope has a separate transformer, re- 
tum it to its designated place. 

10. Return the microscope to its correct place in the 
cabinet. 





LABORATORY REPORT 

Before the microscope is to be used in the laboratory, 
answer all the questions on Laboratory Report 1,2 that 
pertain to brightfield microscopy. Preparation on your 
part prior to going to the laboratory will greatly facil- 
itate your understanding. Your instructor may wish to 
collect this report at the beginning of the period on the 
first day that the microscope is to be used in class. 
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Darkfield Microscopy 


Delicate transparent living organisms can be more 
easily observed with darkfield microscopy than with 
conventional brightfield microscopy. This method is 
particularly useful when one is attempting to identify 
spirochaetes in the exudate from a syphilitic lesion, 
Figure 2.1 illustrates the appearance of these organ- 
isms under such illumination. This effect may be pro- 
duced by placing a darkfield stop below the regular 
condenser or by replacing the condenser with a spe- 
cially constructed one. 

‘Another application of darkfield microscopy is in 
the fluorescence microscope (Exercise 4). Although 
fluorescence may be seen without a dark field, it is 
greatly enhanced with this application, 

To achieve the darkfield effect it is necessary to 
alter the light rays that approach the objective in such 
а way that only oblique rays strike the objects being 
viewed. The obliquity of the rays must be so extreme 
that if no objects are in the field, the background is 
completely light-free, Objects in the field become 
brightly illuminated, however, by the rays that are re- 
flected up through the lens system of the microscope. 

‘Although there are several different methods for 
producing a dark field, only two devices will be de- 
scribed here: the star diaphragm and the cardioid con- 
denser. The availability of equipment will determine 
the method to be used in this laboratory. 


Figure 2.1 Transparent living microorganisms, such as 
the syphilis spirochaete, can be seen much more easily 
when observed In a dark field. 
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THE STAR DIAPHRAGM 


One of the simplest ways to produce the darkfield 
effect is to insert a star diaphragm into the filter slot 
of the condenser housing as shown in figure 2.2. 
This device has an opaque disk in the center that 
blocks the central rays of light. Figure 2.3 reveals 
the effect of this stop on the light rays passing 
through the condenser. If such a device is not avail- 
able, one can be made by cutting round disks of 
opaque paper of different sizes that are cemented to 
transparent celluloid disks that will fit into the slot. 
If the microscope normally has а diffusion disk in 
this slot, itis best to replace it with rigid clear cel- 
luloid or glass. 

An interesting modification of this technique is to 
use colored celluloid stops instead of opaque paper. 
Backgrounds of blue, red, or any color can be pro- 
duced in this way. 

In setting up this type of darkfield illumination it 
is necessary to keep these points in mind: 


1. Limit this technique to the study of large organ- 
isms that can be seen easily with low-power mag- 
nification. Good resolution with higher powered 
objectives is difficult with this method. 

2. Keep the diaphragm wide open and use as much 
light as possible, If the microscope has a voltage 


‘Figure 22 The insertion of a star diaphragm into the fil- 
ter slot of the condenser wil produce a dark field suitable 
{or low magnifications. 
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regulator, you will find that the higher voltages 
will produce better results. 

3, Ве sure to center the stop as precisely as possible. 

4, Move the condenser up and down to produce the 
best effects. 


THE CARDIOID CONDENSER 

The difficulty that results from using the star di- 
aphragm or opaque paper disks with high-dry and oil 
immersion objectives is that the oblique rays are not 
as carefully metered as is necessary for the higher 
‘magnifications, Special condensers such as the car- 
dioid or paraboloid types must be used. Since the car- 
dioid type is the most frequently used type, its use will 
be described here. 

Figure 2.4 illustrates the light path through such a 
condenser. Note that the light rays entering the lower 
element of the condenser are reflected first off a con- 
чех mirrored surface and then off a second concave 
surface to produce the desired oblique rays of light. 
Once the condenser has been installed in the micro- 
scope, the following steps should be followed to pro- 
duce ideal illumination. 

Materials: 
slides and cover glasses of excellent quality 
(slides of 1.15-1.25 mm thickness and 
No. 1 cover glasses) 


1. Adjust the upper surface of the condenser to a 
height just below stage level 

2. Place а clear glass slide in position over the 
condenser. 

3, Focus the 10X objective on the top of the con- 
denser until a bright ring comes into focus. 

4. Center the bright ring so that it is concentric with 
the field edge by adjusting the centering screws 
оп the darkfield condenser. If the condenser has a 


light source built into it, it will also be necessary 
to center it as well to achieve even illumination. 
5. Remove the clear glass slide, 
6. If a funnel stop is available for the oil immersion 
objective, remove this object and insert this unit. 
(This stop serves to reduce the numerical aperture 
of the oil immersion objective to a value that is 
less than the condenser.) 
7. Place a drop of immersion ой on the upper surface 
of the condenser and place the slide on top of the 
ой. The following preconditions in slide usage 
must be adhered to: 
= Slides and cover glasses should be optically 
perfect. Scratches and imperfections will cause 
annoying difiractions of light rays. 

+ Slides and cover glasses must be free of dirt or 
grease of any kind. 

+ Acover glass should always be used. 

8. If the oil immersion lens is to be used, place а 
drop of oil on the cover glass. 

9. If the field does not appear dark and lacks con- 
trast, return to the 10X objective and check the 
ring concentricity and light source centration. If 
contrast is still lacking after these adjustments, 
the specimen is probably too thick, 

10. If sharp focus is difficult to achieve under oil im- 
mersion, try using a thinner cover glass and 
‘adding more oil to the top of the cover glass and 
bottom of the slide. 


LABORATORY REPORT 


This exercise may be used in conjunction with Part 2 
when studying the various types of organisms. After 
reading over this exercise and doing any special as- 
signments made by your instructor, answer the ques- 
tions on the last portion of Laboratory Report 1,2 that 
pertain to darkfield microscopy. 

















Light Sp 

















Taun 22 The star diaphragm alows опу peripheral 
light rays to pass up through the condenser. This method 
requires maximum illumination. 
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Figure 24 А cardiold condenser provides greater 
light concentration for oblique illumination than the 
star diaphragm. 
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Phase-Contrast Microscopy 


The difficulty that one encounters in trying to exam- 
ine cellular organelles is that most protoplasmic ma- 
terial is completely transparent and defies differentia- 
tion. It is for this reason that stained slides are usually 
used in brightfield cytological studies. Since the stain- 
ing of slides results in cellular death, it is obvious that 
when we study stained microorganisms on a slide, we 
are observing artifacts rather than living cells. 

А microscope that is able to differentiate trans- 
parent protoplasmic structures without staining and 
killing them is the phase-contrast microscope. The 
first phase-contrast microscope was developed in 
1933 by Frederick Zernike and was originally referred 
to as the Zernike microscope. It is the instrument of 
choice for studying living protozoans and other types 
of transparent cells. Figure 3.1 illustrates the differ- 
ences between brightfield and phase-contrast images. 
Note the greater degree of differentiation that can be 
seen inside cells when they are observed with phase- 
contrast optics. In this exercise we will study the prin- 
ciples that govern this type of microscope; we will 
also see how different manufacturers have met the de- 
sign challenges of these principles. 
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IMAGE CONTRAST 


Objects in a microscopic field may be categorized as 
being either amplitude or phase objects. Amplitude 
objects (illustration 1, figure 3.2) show up as dark ob- 
jects under the microscope because the amplitude (in- 
tensity) of light rays is reduced as the rays pass 
through the objects. Phase objects (illustration 2, fig- 
ure 3.2), on the other hand, are completely transparent 
since light rays pass through them unchanged with re- 
spect to amplitude. As some of the light rays pass 
through phase objects, however, they are retarded by 
‘wavelength 

‘This retardation, known as phase shift, occurs with 
no amplitude diminution; thus, the objects appear 
transparent rather than opaque. Since most biological 
specimens are phase objects, lacking in contrast, it be- 
comes necessary to apply dyes of various kinds to cells 
that are to be studied with a brightfield microscope. To 
understand how Zernike took advantage of the K wave- 
length phase shift in developing his microscope we 
must understand the difference between direct and dif- 
fracted light rays. 








Figure 3.1 


Comparison of brightfeld and phase-contrast Images 
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Two TYPES or LIGHT Rays diaphragms and various materials that could be used. 

to retard or advance the direct light rays. Figure 3.3 
lustrates the optical system of a typical modern phase- 
contrast microscope. It differs from a conventional 
brightfield microscope by having (1) a different type 
of diaphragm and (2) a phase plate. 





Light rays passing through a transparent object emerge 
as cither direct or diffracted rays. Those rays that pass 
Straight through unaffected by the medium are called 
direct rays. They are unaltered in amplitude and 
phase. The balance of the rays that are bent by their veros pl at ig ака 
slowing through the medium (due to density differ- Vie petere ane 
Eur do eee nity differ lows only a hollow cone of light rays to pass up 
ences) emerge from the object as diffracted rays. is through the condenser to the object on the lide The 
3, figure 3.2, illustrates these two types of light rays, BASE plate is a special optical disk located at the rear 
important characteristic of these light rays is viene ће обе thas а разе ring on it 
Aa ipit ight rays is that advances or retards the direct light rays K wave- 
that if the direct and diffracted rays of an objectcanbe par ad 
brought into exact phase, or coincidence, with each "EK, iq figure 3.3 that the dir 
ei the resultant amplitude of the converged raysis g, Now Пешо 3.3 that the direct rays converge on 
the sum of the two waves. This increase inampliude е Phase ng to be advanced or retarded И wave- 
wil produce increased brightness ofthe object inthe ЕШ These mys emerge as solid lines from the ab, 
field. On the other hand, if two rays of equal ampli- ра the lide This ring on the phase plate is coated 
tude are in reverse phase (wavelength off), their am” — "rip ‘The diffracted rays, оп the other hand, which 
іабс cancel each other to produce а dark object. ЗН. The diffracted rays, on the other and, whic 
This phenomenon is called interference. ustration4, Бачо ready on the ai e pry Бу hm 
el Tt аана phase object on the slide, completely miss the phase 
igur ring and are not affected by the phase plate. It should 
be clear, then, that depending on the type of phase- 
Тик ZERNDER- MICHOSGOPE, contrast microscope, the convergence of diffracted 
In constructing his first phase-contrast microscope, and direct rays on the image plane will result in either 
Zemike experimented with various configurations of a brighter image (amplitude summation) or a darker 
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Figure 8.2 The utilization of ight rays in phase-contrast microscopy 
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image (amplitude interference ог reverse phase). The times as bright or dark as seen through a brightfield 


former is referred to as bright phase microscopy; the 
latter as dark phase microscopy. The apparent bright- 
ness or darkness, incidentally, is proportional to the 
square of the amplitude; thus, the image will be four 


microscope. 

It should be added here, parenthetically, that the 
phase plates of some microscopes have coatings to 
change the phase of the diffracted rays. In any event 
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Figure 22 The optical system of a phase-contrast microscope 
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the end result will be the same: to achieve coincidence 
or interference of direct and diffracted rays. 


MICROSCOPE ADJUSTMENTS 


If the annular stop under the condenser of а phase- 
contrast microscope can be moved out of position, 
this instrument can also be used for brightfield stud- 
ies, Although a phase-contrast objective has a phase 
ring attached to the top surface of one of its lenses, the 
presence of that ring does not seem to impair the res- 
‘lution of the objective when it is used in the bright- 
field mode, It is for this reason that manufacturers 
have designed phase-contrast microscopes in such а 
‘way that they can be quickly converted to brightfield 
operation. 

То make a microscope function efficiently in both 
phase-contrast and brightfield situations one must 
‘master the following procedures: 


* lining up the annular ring and phase rings so that 
they are perfectly concentric, 

* adjusting the light source so that maximum illu- 
mination is achieved for both phase-contrast and 
brighifield usage, and 

* being able to shift back and forth easily from 
phase-contrast to brightfield modes, The follow- 
ing suggestions should be helpful in coping with 
these problems. 


‘Alignment of Annulus and Phase Ring 
Unless the annular ring below the condenser is 
aligned perfectly with the phase ring in the objective, 
good phase-contrast imagery cannot be achieved 
Figure 34 illustrates the difference between non- 
alignment and alignment, If a microscope has only 
опе phase-contrast objective, there will be only one 
annular stop that has to be aligned. If a microscope 
has two or more phase objectives, there must be a 
substage unit with separate annular stops for each 
phase objective, and alignment procedure must be 
performed separately for each objective and its annu- 
lar stop. 

Since the objective cannot be moved once it is 
locked in position, ай adjustments are made to the an- 
nular stop. On some microscopes the adjustment may 
be made with tools, as illustrated in figure 3.5. On 
other microscopes, such as the Zeiss in figure 3.6 
"which has five phase-contrast objectives, the annular 
Tings are moved into position with special knobs on 
the substage unit. Since the method of adjustment 
varies from one brand of microscope to another, one 
has to follow the instructions provided by the manu- 
facture. Once the adjustments have been made, they 
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Figure 34 The Image on tho right Illustrates the ap- 
pearance of tho rings when perfect alignment of phase 
ring and annulus diaphragm has been achio 






Figure 3.5 Alignment of the annulus diaphragm and 
phase ring is accomplished with a pair of Allen-type 
Screwdrivers on this American Optical microscope. 


Figure 8.6 Alignment of the annulus and phase ring on 
this Zeiss microscope is achieved by adjusting tho two 
knobs as shown. 
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Figure .7 Иво ocular of a phase-contrast microscope 
is replaced with a centering telescope, the orientation of 
the phase ring and annular ring can be viewed. 


Figure $5. Some microscopes have an aperture view- 
Ing unit that can be used instead of a centering telescope 
for observing the orientation of the phase ring and annu- 
lar ring. 








Figure 1.9 The annular stop on this American Optical 
microscope has tho annular stop located on a slideway. 
When pushed in, tho annular stop is in position. 
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are rigidly set and needn't be changed unless someone 
inadvertently disturbs them. 

‘To observe ring alignment, one can replace the 
eyepiece with a centering telescope as shown in fig- 
ure 3.7. With this unit in place, the two rings can be 
brought into sharp focus by rotating the focusing ring 
оп the telescope. Refocusing is necessary for each ob- 
jective and its matching annular stop. Some manufac- 
turers, such as American Optical, provide an aperture 
viewing unit (figure 3.8), which enables one to ob- 
serve the rings without using a centering telescope. 
Zeiss microscopes have a unit called the Optovar, 
‘which is located in a position similar to the American 
Optical unit that serves the same purpose. 


Light Source Adjustment 


For both brightfield and phase-contrast modes it is 
essential that optimum lighting be achieved. This is 
no great problem for a simple setup such as the 
‘American Optical instrument shown in figure 3.9. 
For multiple phase objective microscopes, however, 
(Such as the Zeiss in figure 3.6) there are many more 
adjustments that need to be made. A few suggestions 
that highlight some of the problems and solutions 
follow: 


1. Since blue light provides better images for both 
phase-contrast and brightfield modes, make cer- 
tain that a blue filter is placed in the filter holder 
that is positioned in the light path. If the micro- 
scope has no filter holder, placing the filter over 
the light source on the base will help. 

2. Brightness of field under phase-contrast is con- 
trolled by adjusting the voltage or the iris di- 
phragm on the base. Considerably more light is 
required for phase-contrast than for brightfield 
since so much light is blocked out by the annu- 
lar stop. 

3. The evenness of illumination on some micro- 
scopes, such as the Zeiss seen on these pages, 
сап be adjusted by removing the lamp housing 
from the microscope and focusing the light spot 
опа piece of translucent white paper. For the de- 
tailed steps in this procedure, one should consult 
the instruction manual that comes with the mi- 
сгозсоре. Light source adjustments of this na- 
ture are not necessary for the simpler types of 
microscopes. 

4. Since each phase-contrast objective must be used 
‘with a matching annular stop, make certain that 
the proper annular stop is being used with the ob- 
jective that is over the microscope slide. If image 
quality is lacking, check first to see if the match- 
ing annular stop is in position. 
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WORKING PROCEDURES 


Once the light source is correct and the phase ele- 
‘ments are centered you are finally ready to examine 
slide preparations. Keep in mind that from now on 
most of the adjustments described earlier should 
not be altered; however, if misalignment has oc- 
curred due to mishandling, it will be necessary to 
refer back to alignment procedures. The following 
guidelines should be adhered to in all phase-con- 
trast studies: 


* Use only optically perfect slides and cover 
glasses (no bubbles or striae in the glass). 

* Be sure that slides and cover glasses are com- 
pletely free of grease or chemicals. 

* Use wet mount slides instead of hanging drop 
preparations, The latter leave much to be desired. 
Culture broths containing bacteria or protozoan 
suspensions are ideal for wet mounts 

* In general, limit observations to living cells. In 
most instances stained slides are not satisfactory. 


The first time you use phase-contrast optics to ex- 
amine a wet mount, follow these suggestions: 


1. Place the wet mount slide on the stage and bring 
the material into focus, using brighifield optics at 
low-power magnification, 
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2. Once the image is in focus, switch to phase op- 
tics at the same magnification, Remember, itis 
necessary to place in position the matching an- 
nular stop. 

3, Adjust the light intensity, first with the base di- 
‘phragm and then with the voltage regulator. In 
‘most instances you will need to increase the 
‘amount of light for phase-contrast. 

4. Switch to higher magnifications, much in the 
‘same way you do for brightfield optics, except 
that you have to rotate a matching annular stop 
into position, 

5. If an ой immersion phase objective is used, add 
immersion oil to the top of the condenser as well 
as to the top of the cover glass. 

6. Don’t be disturbed by the “halo effect" that you 
‘observe with phase optics. Halos are normal. 


LABORATORY REPORT 

This exercise may be used in conjunction with Part 2 
in studying various types of organisms. Organelles in 
protozoans and algae will show up more distinctly 
than with brightficld optics. After reading this exer- 
cise and doing any special assignments made by your 
instructor, answer the questions on combined 
Laboratory Report 3-5 that pertain to this exercise. 
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Fluorescence Microscopy 


The fluorescence microscope is a unique instrument 
that is indispensible in certain diagnostic and research 
endeavors. Differential dyes and immunofluores- 
cence techniques have made laboratory diagnosis of 
many diseases much simpler with this type of micro- 
scope than with the other types described in Exercises 
1,2, and 3. Ifyou are going to prepare and study any 
differential fluorescence slides that are described in 
certain exercises in this manual, you should have a ba- 
sic understanding of the microscope's structure, its 
capabilities, and its limitations, In addition, it is im- 
portant that one be aware of the potential of experi- 
encing eye injury if one of these instruments is not 
used in a safe manner. 

‘A fluorescence microscope differs from an ordi- 
nary brightfield microscope in several respects. First 
of all, it utilizes a powerful mercury vapor arc lamp 
for its light source. Secondly, а darkfield condenser is 
usually used in place of the conventional Abbé bright- 
field condenser. The third difference is that it employs 
three sets of filters to alter the light that passes up 
through the instrument to the eye. Some general prin- 
ciples related to its operation will follow an explana- 
tion of the principle of fluorescence. 


THE PRINCIPLE OF FLUORESCENCE 


t was pointed out in the last exercise that light exists 
as a form of energy propagated in wave form. An in- 
teresting characteristic of such an electromagnetic 
wave is that it can influence the electrons of mole- 
cules that it encounters, causing significant interac- 
tion, Those electrons within a molecule that are not 
held too securely may be set in motion by the oscilla- 
tions of the light beam. Not only are these electrons 
interrupted from their normal pathways, but they are 
also forced to oscillate in resonance with the passing 
light wave. This excitation, caused by such oscilla- 
tion, requires energy that is supplied by the light 
beam. When we say that a molecule absorbs light, this 
is essentially what is taking place. 

Whenever a physical body absorbs energy, as in 
the case of the activated molecule, the energy doesn't 
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just disappear; it must reappear again in some other 
form. This new manifestation of the energy may be in 
the form of a chemical reaction, heat, or light. If light 
is emitted by the energized molecules, the phenome- 
non is referred to as photoluminescence. In photolu- 
‘minescence there is always a certain time lapse be- 
tween the absorption and emission of light. If the time 
lag is greater than 1/10,000 of a second it is generally 
called phosphorescence. On the other hand, if the 
time lapse is less than 1/10,000 of a second, it is 
known as fluorescence. 

Thus, we see that fluorescence is initiated when a 
molecule absorbs energy from a passing wave of light. 
‘The excited molecule, after a brief period of time, will 
return to its fundamental energy state after emitting 
fluorescent light, It is significant that the wavelength 
of fluorescence is always longer than the exciting 
light, This follows Stokes’ law, which applies to liq- 
uids but not to gases. This phenomenon is due to the 
fact that energy loss occurs in the process so that the 
‘emitting light has to be of a longer wavelength. This 
energy loss, incidentally, occurs as a result of the mo- 
bilization of the comparatively heavy atomic nuclei of 
the molecules rather than the displacement of the 
lighter electrons. 

“Microbiological material that is to be studied with 
a fluorescence microscope must be coated with special 
‘compounds that possess this quality of fluorescence. 
‘Such compounds are called fluorochromes. Auramine 
О, acridine orange, and fluorescein are well-known 
fluorochromes. Whether a compound will fluoresce 
will depend on its molecular structure, the tempera- 
ture, and the pH of the medium. The proper prepara- 
tion and use of fluorescent materials for microbiologi- 
cal work must take all these factors into consideration. 


MICROSCOPE COMPONENTS 
Figure 42 illustrates, diagrammatically, the light 
pathway of a fluorescence microscope. The essential 
‘components are the light source, heat filter, exciter fil- 
ter, condenser, and barrier filter. The characteristics 
and functions of each item follow. 
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Light Source The first essential component of a 
fluorescence microscope is its bright mercury vapor 
arc lamp. Such a bulb is preferred over an incandes- 
cent one because it produces an ample supply of 
shorter wavelengths of light (ultraviolet, violet, and 
blue) that are needed for good fluorescence. To pro- 
duce the arc in one of these lamps, voltages as high as 
18,000 volts are required; thus, a power supply trans- 
former is always used. 

The wavelengths produced by these lamps in- 
clude the ultraviolet range of 200-400 nm, the visible 
range of 400-780 nm, and the long infrared rays that 
are above 780 nm. 

Mercury vapor arc lamps are expensive and po- 
tentially dangerous. Certain precautions must be 
taken, not only to promote long bulb life, but to pro- 
tect the user as well. One of the hazards of these 
bulbs is that they are pressurized and can explode. 
‘Another hazard exists in direct exposure of the eyes 
to harmful rays. Knowledge of these hazards is es- 
sential to safe operation. If one follows certain pre- 
cautionary measures, there is little need for anxiety. 
However, one should not attempt to use one of these 
instruments without a complete understanding of its 
operation. 


Heat Filter The infrared rays generated by the 
mercury vapor arc lamp produce a considerable 
amount of heat. These rays serve no useful purpose 
in fluorescence and place considerable stress on 
the filters within the system. To remove these rays, 
а heat-absorbing filter is the first element in front 
of the condensers. Ultraviolet rays, as well as most 
of the visible spectrum, pass through this filter 
unimpeded. 


Exciter Filter After the light has been cooled down 
by the heat filter it passes through the exciter filter, 
which absorbs all the wavelengths except the short 
ones needed to excite the fluorochrome on the slide. 
‘These filters are very dark and are designed to let 
through only the green, blue, violet, or ultraviolet 
rays. If the exciter filter is intended for visible light 
(blue, green, or violet) transmission, it wll also allow 
ultraviolet transmittance 


Condenser To achieve the best contrast of a fluo- 
rescent object in the microscopic field, a darkfield 
condenser is used. It must be kept in mind that weak 
fluorescence of an object ina brightfield would be dif- 
ficult to see. The dark background produced by the 
darkfield condenser, thus, provides the desired con- 
trast. Another bonus of this type of condenser is that 
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Figure 4.1 An early model American Optical fluores- 
сепсе iluminator (Fluorolumo) that could be adapted to 
an ordinary darkfiold microscope. 


the majority of the ultraviolet light rays are deflected 
by the condenser, protecting the observer's eyes. To 
achieve this, the numerical aperture ofthe objective is 
always 0.05 less than that of the condenser, 


Barrier Filter This filter is situated between the ob- 
jective and the eyepiece to remove all remnants of the 
exciting light so that only the fluorescence is seen. 
When ultraviolet excitation is employed with its very 
dark, almost black-appearing exciter filters, фе corre- 
sponding barrier filters appear almost colorless. On 
the other hand, when blue exciter filters are used, the 
matching barrier filters have a yellow to deep orange 
color. In both instances, the significant fact is that the 
barrier filer should cut off precisely the shorter ех- 
citer wavelengths without affecting the longer fluo- 
rescence wavelengths. 


USE OF THE MICROSCOPE 

As in the case of most sophisticated equipment of this 
type, it is best to consult the manufacturer's instruc- 
tion manual before using it. Although different makes 
of fluorescence microscopes are essentially alike in 
principle, they may differ considerably in the fine 
points of operation. Since it is not possible to be ex- 
plicit about the operation of all makes, all that will be 
attempted here is to generalize. 


Some Precautions To protect yourself and others it 
is well to outline the hazards first. Keep the following 
points in mind: 
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Figure 4.2 The light pathway of a fluorescence microscope 
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1. Remember that the pressurized mercury arc lamp 
is literally a potential bomb. Design of the equip- 
ment is such, however, that with good judgment, 
по injury should result. When these lamps arc 
cold they are relatively safe, but when hot, the in- 
side pressure increases to eight atmospheres, ог 
112 pounds per square inch. 

‘The point to keep in mind is this—never at- 
tempt to inspect the lamp while it is hot. Let it 
cool completely before opening up the lamp 
housing. Usually, 15 to 20 minutes cooling time 
is sufficient 

2. Never expose your eyes to the direct rays of the 
mercury arc lamp. Equipment design is such that 
the bulb is always shielded against the scattering 
of its rays. Remember that the unfiltered light 
from one of these lamps is rich in both ultraviolet 
and infrared rays both of which are damaging to 
the eyes. Severe retinal burns can result from ex- 
posure to the mercury arc rays. 

3. Ве sure that the barrier filter is always in place 
when looking down through the microscope 
Removal of the barrier filter or exciter filter or 
both filters while looking through the microscope 
could cause eye injury Itis possible to make mis- 
takes of this nature if one is not completely famil- 
jar with the instrument. Remember, the function 
of the barrier filter is to prevent traces of ultravi- 
olet light from reaching the eyes without blocking 
wavelengths of fluorescence. 


Warm-up Period The lamps in fluorescence mi- 
croscopes require a warm-up period. When they are 
first turned on the illumination is very low, but it in- 
creases to maximum in about 2 minutes, Optimum il- 
lumination occurs when the equipment has been op- 
erating for 30 minutes or more, Most manufacturers 
recommend leaving the instruments turned on for an 
hour or more when using them. It is not considered 
good economy to tum the instrument on and off sev- 
eral times within a 2- or 3-hour period. 


Keeping a Log The life expectancy of a mercury 
arc lamp is around 400 hours. A log should be kept of 
the number of hours that the instrument is used so that 
inspection can be made of the bulb at approximately 
200 hours. A card or piece of paper should be kept 
‘conveniently near the instrument so that the individ- 
ual using the instrument is reminded to record the 
time that the instrument is turned on and off. 


Filter Selection The most frequently used filter 
combination is the bluish Schott BGI2 (AO #702) ex- 
citer and the yellowish Schott ОСІ barrier filters. 
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Figure 42 Spectral transmissions of BG12 and 061 
fiors 


Figure 4.3 shows the wavelength transmission of each 
of these filters. Note that the exciter filter gives peak 
emission of light in the 400 nm area of the spectrum. 
‘These rays are violet. It allows practically no green or 
yellow wavelengths through. The shortest wave- 
lengths that this barrier filter lets through are green to 
greenish-yellow. 

If a darker background is desired than is being 
achieved with the above filters, one may add a pale 
blue Schott BG38 to the system. It may be placed on 
either side of the heat filter, depending on the type of 
equipment being used. If it is placed between the 
lamp and heat filter, it will also function as another 
heat filter. 


Examination When looking for material on the 
slide, it is best to use low- or high-power objectives. 
If the illuminator is a separate unit, as in figure 4.1, it 
may be desirable to move the illuminator out of posi- 
tion and use incandescent lighting for this phase of the 
work. Once the desirable field has been located, the 
‘mercury vapor arc illuminator can be moved into po- 
sition, One problem with fluorescence microscopes is 
that most darkfield condensers do not illuminate well 
through the low-power objectives (exception: the 
Reichert-Toric setup used on some American Optical 
instruments), 

Keep in mind that there is no diaphragm control 
оп darkfield condensers. Some instruments are sup- 
plied with neutral density filters to reduce light inten- 
sity. The best system of illumination control, how- 
ever, is achieved with objectives that have a built-in 
itis control. These objectives have a knurled ring that 
сап be rotated to control the contrast. 
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For optimum results it is essential that ой be used 
between the condenser and the slide. And, of course, 
if the oil immersion lens is used, the oil must also be 
interposed between the slide and the objective. It is 
also important that special low-fluorescing immer- 
sion oil be used. Ordinary immersion oil should be 
avoided. 

‘Although the ocular of a fluorescence microscope 
is usually 10%, one should not hesitate to try other 
size ocularsif they are available. With bright-field mi- 
croscopes it is generally accepted that nothing is 
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Fluorescence Microscopy * Exercise 4 
‘gained by going beyond 1000x magnification. In a 
fluorescence microscope, however, the image is 
formed in a manner quite different from its brightfield 
counterpart, obviating the need for following the 
1000 rule. The only loss by using the higher magni- 
fication is some brightness. 


LABORATORY REPORT 


Complete all the answers to the questions on 
Laboratory Report 3-5 that pertain to this exercise 














Feld Diaphragm Lever 








Figure 44 


‘An American Optical fluorescence microscope 
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With an ocular micrometer properly installed in the 
eyepiece of your microscope, it is a simple matter to 
‘measure the size of microorganisms that are seen in 
the microscopic field. An ocular micrometer con- 
sists of a circular disk of glass that has graduations 
engraved on its upper surface. These graduations ap- 
pear as shown in illustration B, figure 5.4. On some 
microscopes one has to disassemble the ocular so that 
the disk can be placed on a shelf in the ocular tube be- 
tween the two lenses. On most microscopes, how- 
ever, the ocular micrometer is simply inserted into 
the bottom of the ocular, as shown in figure 5.1 

Before one can use the micrometer it is necessary to 
calibrate it for each of the objectives by using a stage 
micrometer. 

The principal purpose of this exercise is to show 
you how to calibrate an ocular micrometer for the 
various objectives on your microscope. Proceed as 
follows 


CALIBRATION PROCEDURE 


‘The distance between the lines of an ocular microm- 
eter is an arbitrary value that has meaning only if the 
‘ocular micrometer is calibrated for the objective that 
is being used. A stage micrometer (figure 5.2), also 
known as an objective micrometer, has lines scribed 
on it that are exactly 001 mm (10 pm) apart. 
Ilustration C, figure 5.4 reveals the appearance of 
these graduations, 

То calibrate the ocular micrometer for a given 
objective, it is necessary to superimpose the two 
scales and determine how many of the ocular grad- 
uations coincide with one graduation on the scale of 
the stage micrometer. Illustration A in figure 5.4 
shows how the two scales appear when they are 
properly aligned in the microscopic field. In this 
case, seven ocular divisions match up with one 
stage micrometer division of 0.01 mm to give an oc- 
ular value of 0.01/7, or 0.00143 mm. Since there are 
1000 micrometers in 1 millimeter, these divisions 
are 1.43 wm apart. 

With this information known, the stage microme- 
ter is replaced with a slide of organisms to be mea- 
sured, Illustration D, figure 5.4, shows how a field of 
microorganisms might appear with the ocular mi- 
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Microscopic Measurements 







Figure 5.1 Ocular micrometer with retaining ring is in- 
sorted into base of eyepiece. 


Figure 52 Stage micrometer is positioned by centering 
‘small glass disk over the light source. 


Figure 53 After calibration Is completed, stage mi- 
crometer is replaced with slide for measurements. 
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Figure 5:4 Calibration of ocular micrometer 
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Exercise 5 + Microscopic Measurements 


crometer in the eyepiece. To determine the size of an 
organism, then, it is a simple matter to count the grad- 
uations and multiply this number by the known dis- 
tance between the graduations. When calibrating the 
objectives of a microscope, proceed as follows, 
‘Materials: 

ocular micrometer or eyepiece that contains a 

‘micrometer disk 
stage micrometer 


1. Heyepieces are available that contain ocular mi- 
crometers, replace the eyepiece in your micro- 
scope with one of them. If it is necessary to in- 
sert an ocular micrometer in your eyepiece, find 
ош from your instructor whether it is to be in- 
serted below the bottom lens or placed between 
the two lenses within the eyepiece. In either case, 
great care must be taken to avoid dropping the 
eyepiece or reassembling the lenses incorrectly. 
Only with your instructor's prior approval shall 
eyepieces be disassembled. Be sure that the grad- 
uations are on the upper surface of the glass disk. 

2. Place the stage micrometer on the stage and cen- 
ter it exactly over the light source. 

3. With the low-power (10%) objective in position, 
bring the graduations of the stage micrometer 
into focus, using the coarse adjustment knob. 
Reduce the lighting Note: If the microscope has 
ап automatic stop, do not use it as you normally 
would for regular microscope slides. The stage 
micrometer slide is too thick to allow it to func- 
tion properly, 

4. Rotate the eyepiece until the graduations of the 
ocular micrometer lie parallel to the lines of the 
stage micrometer. 

5. 1 е low-power objective is the objective to be 
calibrated, proceed to step 8. 

6. If the high-dry objective is to be calibrated, 
swing it into position and proceed to step 8. 

7. Ifthe oil immersion lensis to be calibrated, place 
a drop of immersion oil on the stage micrometer, 
swing the ой immersion lens into position, and 
bring the lines into focus; then, proceed to the 
next step. 
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3. Move the stage micrometer laterally until the 
lines at one end coincide. Then look for another 
line on the ocular micrometer that coincides ел- 
‘actly with one on the stage micrometer. 
‘Occasionally one stage micrometer division will 
include an even number of ocular divisions, as 
shown in illustration A. In most instances, how- 
ever, several stage graduations will be involved. 
In this case, divide the number of stage microme- 
ter divisions by the number of ocular divisions 
that coincide. The figure you get will be that part 
of a stage micrometer division that is seen in an 
ocular division. This value must then be multi- 
plied by 0.01 mm to get the amount of each ocu- 
Jar division, 


Example: 3 divisions of the stage micrometer line 
up with 20 divisions of the ocular micro-meter. 


3 
ax 
3 x 001 


0.0015 mm 

5um 

9. Replace the stage micrometer with slides of or- 
ganisms to be measured. 


Each ocular division 






MEASURING ASSIGNMENTS 
Organisms such as protozoans, algae, fungi, and bac- 
teria in the next few exercises may need to be mea- 
sured. If your instructor requires that measurements 
be made, you will be referred to this exercise. 

Later on you will be working with unknowns. In 
some cases measurements of the unknown organisms 
will be pertinent to identification, 

If trial measurements are to be made at this time, 
your instructor will make appropriate assignments. 
Important: Remove the ocular micrometer from 
your microscope at the end of the laboratory period. 


LABORATORY REPORT 


Answer the questions on combined Laboratory 
Report 3-5 that pertain to this exercise. 
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Survey of Microorganisms 


Too often, in our serious concern with the direct applications of mi- 
crobiology to human welfare, we neglect the large number of inter- 
esting free-living microorganisms that abound in the water, soil, 
and air. It is these free-spirited forms that we will study in the four 
exercises of this unit. To observe these organisms we will examine 
samples of pond water and Petri plates with special media that 
have been exposed to the alr and various items in our environment. 
The principal organisms that we will encounter are protozoans, al- 
gae, molds, yeasts, cyanobacteria, and bacteria. 

‘The phylogenetic tree on this page illustrates where these or- 
ganisms fit in the evolutionary scheme of organisms. The organ- 
isms that you are likely to encounter are underlined on the diagram. 
A few comments about each domain are presented here. 

Domain Archaea Since the principal habitats of these organisms 
are extreme environments such as volcanic waters, hot springs, or 
waters of high salt conditions, you will not encounter any of these or- 
ganisms in this study. These ancient organisms that exist in such 
hostile environments have often been referred to as "extremophiles." 
Domain Eukarya The protozoans, algae, and fungi fall in this do- 
‘main. All members of this domain have distinct nuclei with nuclear 
membranes and mitochondria. Some eukaryotes, such as the al- 
ae, have chloroplasts, which puts them in the plant kingdom. The 
eukaryotes appear to be more сі е Archaea than 
fo e Вай. i 

Domain Bacteria Members of this domain are also called 
“prokaryotes.” They are smaller than eukaryotes, lack distinct nu- 
clei (no nuclear membrane), and are enclosed in a rigid cell wall with 
a distinct cell membrane. In this study you will encounter various 
species of cyanobacteria and bacteria. 
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In this exercise a study will be made of protozoans, 
algae, and cyanobacteria that are found in pond wa- 
ter, Bottles that contain water and bottom debris 
from various ponds will be available for study. 
Illustrations and text provided in this exercise will 
be used to assist you in an attempt to identify the 
various types that are encountered. Unpigmented, 
moving microorganisms will probably be proto- 
zoans. Greenish or golden-brown organisms are 
usually algae. Organisms that appear blue-green 
will be cyanobacteria. Supplementary books on the 
laboratory bookshelf will also be available for as- 
sistance in identifying organisms that are not de- 
scribed in the short text of this exercise. If you en- 
counter invertebrates and are curious as to their 
identification, you may refer to Exercise 7; how- 
ever, keep in mind that our prime concern here is 
only with protozoans, algae, and cyanobacteria, 

"The purpose of this exercise is, simply, to provide 
you with an opportunity to become familiar with the 
differences between the three groups by comparing 
their characteristics, The extent to which you will be 
held accountable for the names of various organisms 
‘will be determined by your instructor. The amount of 
time available for this laboratory exercise will deter- 
mine the depth of scope to be pursued. 

To study the microorganisms of pond water, it 
will be necessary to make wet mount slides. The 
procedure for making such slides is relatively sim- 
ple. All that is necessary is to place a drop of sus- 
pended organisms on a microscope slide and cover 
it with a cover glass. If several different cultures are 
available, the number of the bottle should be 
recorded on the slide with a china marking pencil. 
As you prepare and study your slides, observe the 
following guidelines: 


Materials: 
bottles of pond-water samples. 
microscope slides and cover glasses 
mibber-bulbed pipettes and forceps 


1. Clean the slide and cover glass with soap and wa- 
ter, rinse thoroughly, and dry. Do not attempt to 
study a slide that lacks a cover glass. 
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2. When using a pipette, insert it into the bottom of 
the bottle to get a maximum number of organ- 
isms. Very few organisms will be found swim- 
ming around in middepth of the bottle. 

3. To remove filamentous algae from a specimen 
bottle, use forceps. Avoid putting too much mate- 
rial on the slides. 

4. Explore the slide first with the low-power objec- 
tive, Reduce the lighting with the iris diaphragm. 
Keep the condenser at its highest point, 

5. When you find an organism of interest, swing the 
high-dry objective into position and adjust the 
lighting to get optimum contrast. If your micro- 
scope has phase-contrast elements, use them. 

6. Refer to Figures 6.1 through 6.6 and the text on 
these pages to identify the various organisms that 
you encounter. 

7. Record your observations on the Laboratory 
Reports. 


THE PROTISTS 


Single-celled eukaryons that lack tissue specialization 
are called protists. Protozoologists group all protists 
in Kingdom Protista. Those protists that are animal- 
like are put in Subkingdom Protozoa and the protists 
that are plantlike fall into Subkingdom Algae. This 
system of classification includes all colonial species 
аз well as the single-celled types. 


SUBKINGDOM PROTOZOA 


Externally, protozoan cells are covered with a cell 
membrane, or pellicle; cell walls are absent; and dis- 
tinct nuclei with nuclear membranes are present. 
Specialized organelles, such as contractile vacuoles, 
cytostomes, mitochondria, ribosomes, flagella, and 
cilia, may also be present. 

All protozoa produce cysts, which are resistant dor- 
mant stages that enable them to survive drought, heat, 
and freezing. They reproduce asexually by cell division 
and exhibit various degrees of sexual reproduction. 

The Subkingdom Protozoa is divided into 
three phyla: Sarcomastigophora, Ciliophora, and 
Apicomplexa. Type of locomotion plays an impor- 
tant role in classification here. A brief description 
of each phylum follows: 
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Phylum Sarcomastigophora Although there are seven divisions of algae, 


Members of this phylum have been subdivided into 
two subphyla: Sarcodina and Mastigophora. 
Sarcodina (Amoebae) Members of this subphylum 
move about by the formation of flowing protoplasmic 
projections called pseudopodia. The formation of 
pseudopodia is commonly referred to as amoeboid 
‘movement, Illustrations 5 through 8 in figure 6.1 are 
representative amoebae. 

Mastigophora (Zooflagellares) "These protozoans 
possess whiplike structures called flagella. There is 
considerable diversity among the members of this 
group. Only a few representatives (illustrations 1 
through 4) are seen in figure 6.1 


Phylum Ciliophora 
These microorganisms are undoubtedly the most ad- 
vanced and structurally complex of all protozoans, 
Evidence seems to indicate that they have evolved 
from the zooflagellates. Movement and food-geting 
is accomplished with short hairlike structures called 
cilia. Mlustrations 9 through 24 are typical ciliates. 
Phylum Apicomplexa 

This phylum has only one class, the Sporozoa. 
Members of this phylum lack locomotor organelles 
and ай are internal parasites. As indicated by their 
class name, their life cycles include spore-forming 
stages. Plasmodium, the malarial parasite, is a signif- 
icant pathogenic sporozoan of humans. 


SUBKINGDOM ALGAE 
‘The Subkingdom Algae includes all the photosyn- 
thetic eukaryotic organisms in Kingdom Protista. 
Being true protists, they differ from the plants 
(Plantae) in that tissue differentiation is lacking. 

The algae may be unicellular, as those shown in the 
top row of figure 62; colonial, like the four in the lower 
right-hand comer of figure 6.2; or filamentous, as those 
in figure 6.3. The undifferentiated algal structure is of- 
ten referred to as a thallus. It lacks the stem, root, and 
leaf structures that result from tissue specialization, 

‘These microorganisms are universally present 
‘where ample moisture, favorable temperature, and suf- 
ficient sunlight exist. Although a great majority of them 
live submerged in water, some grow on soil. Others 
grow on the bark of trees or on the surfaces of rocks. 

Algae have distinct, visible nuclei and chloro- 
plasts. Chloroplasts are organelles that contain 
chlorophyll a and other pigments. Photosynthesis 
takes place within these bodies. The size, shape, dis- 
tribution, and number of chloroplasts vary consider- 
ably from species to species. In some instances a sin- 
gle chloroplast may occupy most of the cell space. 
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only five will be listed here. Since two groups, the 
cryptomonads and red algae, are not usually en- 
countered in freshwater ponds, they have not been 
included here. 


Division 1 Euglenophycophyta. 
(Euglenoids) 


Hlustrations 1 through 6 in figure 6.2 are typical eu- 
glencids, representing four different genera within 
this relatively small group. АП of them are lagellated 
and appear to be intermediate between the algae and 
protozoa. Protozoanlike characteristics seen in the eu- 
glenoids are (1) the absence of a cell wall, (2) the pres- 
ence of a gullet, (3) the ability to ingest food but not 
through the gullet, (4) the ability to assimilate organic 
substances, and (5) the absence of chloroplasts in 
some species. In view of these facts, it becomes read- 
ily apparent why many zoologists often group the eu- 
glenoids with the zooflagellates 

‘The absence of a cell wall makes these protists 
very flexible in movement. Instead of а cell wall they 
possess a semirigid outer pellicle, which gives the or- 
ganism a definite form. Photosynthetic types contain 
chlorophylls a and b, and they always have a red 
stigma (eyespot), which is light sensitive. Their char- 
acteristic food-storage compound is a lipopolysac- 
charide, paramylum. The photosynthetic eugle- 
noids can be bleached experimentally by various 
means in the laboratory. The colorless forms that de- 
velop, however, cannot be induced to revert back to 
phototrophy. 


Division 2 Chlorophycophyta 
(Green Algae) 

The majority of algae observed in ponds belong to this 
group. They are grass-green in color, resembling the 
euglenoids in having chlorophylls a and b. They dif- 
fer from euglenoids in that they sythesize starch in- 
stead of paramylum for food storage. 

‘The diversity of this group is too great to explore. 
its subdivisions in this preliminary study; however, 
the small flagellated Chlamydomonas (illustration 8, 
figure 6.2) appears to be the archetype of the entire 
group and has been extensively studied. Many colo- 
nial forms, such as Pandorina, Eudorina, Gonium, 
and Volvox (illustrations 14, 15, 19, and 20, figure 
6.2), consist of organisms similar to Chlamydomonas. 
It is the general consensus that from this flagellated 
form all the filamentous algae have evolved. 

Except for Vaucheria and Tribonema, ай of the fil- 
amentous forms in figure 6.3 are Chlorophycophyta, 
All of the nonfilamentous, nonflagellated algae in fig- 
ше 64 also are green algae. 
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Figure 62 Flagellated algae 





| menson: Merebiologieal TW Survey ot 


n 


ne 
‘Aoplicatios Lab Manual, Microorpanisms Cyanobacteria Companies, 2001 
ght Elton 

Exercise 6 + Protozoa, Algae, and Cyanobacteria 


А unique group of green algae is the desmids (il- 
lustrations 16 through 20, figure 6.4). With the excep- 
tions of a few species, the cells of desmids consist of 
two similar halves, or semicells. The two halves usu- 
ally are separated by a constriction, the isthmus, 


Division 3 Chrysophycophyta 
(Golden Brown Algae) 

"This large diversified division consists of over 6,000 
species. They differ from the euglenoids and green al- 
ае in that (1) food storage is in the form of oils and 
Teucosin, a polysaccharide; (2) chlorophylls a and € 
эге present; and (3) fucoxanthin, a brownish pig- 
ment, is present. It is the combination of fucoxanthin, 
other yellow pigments, and the chlorophylls that 
causes most ofthese algae to appear golden brown. 

Representatives of this division are seen in fig- 
ures 62, 63, and 6.5. In figure 62, Chrysococcus, 
Synura, and Dinobyron are typical flagellated chryso- 
phycophytes. Vaucheria and Tribonema are the only 
filamentous chrysophycophytes shown in figure 6.3 

АП of the organisms in figure 6.5 are chrysophy- 
cophytes and fall into a special category of algae 
called the diatoms. The diatoms are unique in that 
they have hard cell walls of pectin, cellulose, or sili 
con oxide that are constructed in two halves. The two 
halves fit together like lid and box. 

Skeletons of dead diatoms accumulate on the 
ocean bottom to form diatonite, or “diatomaceous 
earth,” which is commercially available as an excel- 
Jent polishing compound. Itis postulated by some that 
much of our petroleum reserves may have been far- 
mulated by the accumulation of oil from dead diatoms 
over millions of years. 


Division 4 Phaeophycophyta. 
(Brown Algae) 

With the exception of three freshwater species, all al- 
gal protists of this division exist in salt water (ma- 
rine); thus, it is unlikely that you will encounter any 
phacophycophytes in this laboratory experience. 
"These algae have essentially the same pigments seen 
in the chrysophycophytes, but they appear brown be- 
cause of ihe masking effect of the greater amount of 
fucoxanthin. Food storage in the brown algae is in the 
form of laminarin, a polysaccharide, and mannitol, 
а sugar alcohol, АП species of brown algae are multi- 
cellular and sessile. Most seaweeds are brown algae. 


Division 5 Pyrrophycophyta 
(Fire Algae) 

‘The principal members of this division are the di- 
noflagellates. Since the majority of these protists are 
marine, only two freshwater forms are shown in fig- 
ure 62: Peridinium and Ceratium (illustrations 17 and 
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18). Most of these protists possess cellulose walls of 
interlocking armor plates, as in Cerarium. Two fla- 
gella are present: one is directed backward when 
swimming and the other moves within a transverse 
groove. Many marine dinoflagellates are biolumines- 
cent. Some species of marine Gymnodinium, when 
present in large numbers, produce the red tides that 
cause water discoloration and unpleasant odors along 
ош coastal shores 

‘These algae have chlorophylls a and c and sev- 
eral xanthophylls. Foods are variously stored in the 
form of starch, fats, and oils. 





THE PROKARYOTES 


As indicated on the first page of this unit, the prokary- 
otes differ from the protists in that they are consider- 
ably smaller, lack distinct nuclei with nuclear mem- 
branes, and are enclosed in rigid cell walls. Since all 
members of this group are bacteria, the three-domain 
system of classification puts them in Domain 
Bacteria. 


Division Cyanobacteria 


Division Cyanobacteria in Domain Bacteria includes 
a large number of microorganisms that were at one 
time referred to as the blue-green algae. All these 
prokaryotes are photosynthetic, utilizing chlorophyll 
а for photosynthesis. They differ from the green sul- 
fur and green nonsulfur photosynthetic bacteria in that 
the latter use bacteriochlorophyll instead of chloro- 
phyl a for photosynthesis. 

Over 1,000 species of cyanobacteria have been 
reported, They are present in almost all moist envi- 
ronments from the tropics to the poles, including both 
freshwater and marine. Figure 6.6 illustrates only а 
random few that are frequently seen, 

"The designation of these bacteria as “blue-green” 
is somewhat misleading in that many cyanobacteria 
are actually black, purple, red, and various shades of 
green instead of blue-green. These different colors are 
produced by the varying proportions ofthe numerous 
Pigments present. These pigments are chlorophyll а, 
carotene, xanthophylls, blue c-phycocyanin, and 
red c-phycoerythrin. The last two pigments are 
unique to the cyanobacteria and red algae. 

Cellular structure is considerably different from 
the eukaryotic algae. Although cells lack visible nu- 
clei, nuclear material is present in the form of DNA 
granules in a colorless area in the center of the сей. 

Unlike the algae, the pigments of the cyanobacte- 
ria are not contained in chloroplast; instead, they are 
located in granules (phycobilisomes) that are at- 
tached to membranes (thylakoids) that permeate the 
cytoplasm. 
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Figure 6.4 Nonflamentous and nonflagellated algae 
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Figure 8.9 Cyanobacteria 
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Microscopic Invertebrates 


While looking for protozoa, algae, and cyanobacteria 
їп pond water, one invariably encounters large, trans- 
parent, complex microorganisms that, to the inexperi- 
enced, appear to be protozoans. In most instances 
these moving "monsters" are rotifers (illustrations 13 
through 17, figure 7.1); in some cases they are соре- 
pods, daphnia, or any one of the other forms illus- 
trated in figure 7.1. 

АШ of the organisms illustrated in figure 7.1 are 
multicellular with organ systems. If organ systems are 
present, then the organisms cannot be protists, be- 
cause organs indicate the presence of tissue differen- 
tiation, Collectively, these microscopic forms are des- 
ignated as “invertebrates.” It is to prevent you from 
misinterpreting some of these invertebrates as proto- 
zoans that they are described here. 

In using figure 7.1 to identify what you consider 
might be an invertebrate, keep in mind that there are 
considerable size differences. A few invertebrates, 
such as Dugesia and Hydra, are macroscopic in adult 
form but microscopic when immature, Be sure to 
judge size differences by reading the scale beside 
each organism. The following phyla are listed ac- 
cording to the degree of complexity, Ње simplest 

" 


PHYLUM COELENTERATA 
(lustration 1) 


“Members ofthis phylum are almost exclusively ma- 
rine. The only common freshwater form shown in 
figure 7.1 is Hydra. In addition, there are a few less- 
common freshwater genera similar to the marine 
hydroids. 

‘The hydras are quite common in ponds and lakes. 
‘They are usually attached to rocks, twigs, or other 
substrata, Around the mouth at the free end are five 
tentacles of variable length, depending on the 
species. Smaller organisms, such as Daphnia, are 
grasped by the tentacles and conveyed to the mouth. 
‘These animals have a digestive cavity that makes up 
the bulk of the interior. Since no anus is present, undi- 
gested remains of food are expelled through the 
mouth, 
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PHYLUM PLATYHELMINTHES 
(llustrations 2, 3, 4, 5) 


‘The invertebrates of this phylum are commonly re- 
ferred to as flatworms. The phylum contains two 
parasitic classes and one class of free-living organ- 
isms, the Turbellaria. It is the organisms in this 
class that are encountered in fresh water. The four 
‘genera of this class shown in figure 7.1 are Dugesia, 
Planaria, Macrostomum, and Provortex. The char- 
acteristics common to all these organisms are dorso- 
ventral flatness, a ciliated epidermis, a ventral 
‘mouth, and eyespots on the dorsal surface near the 
anterior end. As in the coclenterates, undigested 
food must be ejected through the mouth since no 
anus is present. Reproduction may be asexual by fis- 
sion ог fragmentation; generally, however, repro- 
duction is sexual, each organism having both male 
and female reproductive organs. Species identifica- 
tion of the turbellarians is exceedingly difficult and 
is based to a great extent on the details of the repro- 
ductive system, 


PHYLUM NEMATODA 
(llustration 6) 


‘The members of this phylum are the roundworms. 
‘They are commonly referred to as nemas or nema- 
todes. They are characteristically round in cross sec- 
tion, have an external cuticle without cilia lack eyes, 
and have a tubular digestive system complete with 
‘mouth, intestine, and anus. The males are generally 
much smaller than the females and have a hooked 
posterior end. The number of named species is only 
a fraction of the total nematodes in existence. 
‘Species identification of these invertebrates requires 
very detailed study of many minute anatomical fea- 
tures, which requires complete knowledge of 
anatomy. 


PHYLUM ASCHELMINTHES 


This phylum includes classes Gastrotricha and 
Rotifera. Most of the members of this phylum are 
‘microscopic. Their proximity to the nematodes in 
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classification is due to the type of body cavity 
pseudocoel) that is present in both phyla. 

‘The gastrotrichs (illustrations 7, 8, 9, 10) range 
from 10 to 540 jum in size. They are very similar to 
the ciliated protozoans in size and habits. The typical 
gastrotrichis elongate, flexible, forked at the posterior 
end, and covered with bristles. The digestive system 
consists of an anterior mouth surrounded by bristles, 
a pharynx, intestine, and posterior anus. Species iden- 
tification is based partially on the shape of the head, 
tail structure and size, and distribution of spines 
Overall length is also an important identification char- 
acteristic. They feed primarily on unicellular algae. 

‘The rotifers (illustrations 13, 14, 15, 16, and 17) 
are most easily differentiated by the wheellike 
arrangement of cilia at the anterior end and the pres- 
ence of a chewing pharynx within the body. They are 
considerably diversified in food habits: some feed on 
algae and protozoa, others on juices of plant cells, and 
some are parasitic. They play an important role in 
keeping waters clean. They also serve as food for 
small worms and crustaceans, being an important link 
in the food chain of fresh waters. 


PHYLUM ANNELIDA 
(lustration 18) 


This phylum includes three classes: Oligochaeta, 
Polychaeta, and Hirudinea. Since polychaetes are pri- 
marily marine and the leeches (Hirudinea) are mostly 
macroscopic and parasitic, only the oligochaete is 
represented in figure 7.1. Some oligochaetes are ma- 
rine, but the majority are found in fresh water and soil 
These worms are characterized by body segmenta- 
tion, bristles (setae) on each segment, an anterior 
mouth, and a roundish protrusion—the prostomium— 
anterior to the mouth. Although most oligochaetes 
breathe through the skin, some aquatic forms possess 
sills at the posterior end or along the sides of the seg- 
ments. Most oligochaetes feed on vegetation; some 
feed on the muck of the bottoms of polluted waters, 
aiding in purifying such places. 


PHYLUM TARDIGRADA 
(llustrations 11 and 12) 


These invertebrates are of uncertain taxonomic posi- 
tion. They appear to be closely related to both the 
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Annelida and Arthropoda. They are commonly re- 
ferred to as the water bears. They are generally no 
more than 1 mm long, with a head, four trunk seg- 
ments, and four pairs of legs. The ends of the legs may 
have claws, fingers, or disklike structures. The ante- 
rior end has a retractable snout with teeth. Eyes are of- 
ten present. Sexes are separate, and females are 
oviparous. They are primarily herbivorous. Loco- 
motion is by crawling, not swimming. During desi 
cation of their habitat they contract to form barrel- 
shaped runs and are able to survive years of dryness, 
even in extremes of heat and cold. Widespread distri 
bution is due to dispersal ofthe tuns by the wind. 








PHYLUM ARTHROPODA, 
(llustrations 19, 20, 21, 22, 23) 


This phylum contains most of the known Animalia, 
almost million species. Representatives of three 
groups of the Class Crustacea are shown in figure 
7.1: Cladocera, Ostracoda, and Copepoda. The char- 
acteristics these three have in common are jointed ap- 
pendages, an exoskeleton, and gills. 

‘The cladocera are represented by Daphnia and 
Latonopsis in figure 7.1. They are commonly known 
as water fleas. All cladocera have a distinct head. 
The body is covered by a bivalvelike carapace, There 
is often a distinct cervical notch between the head 
and body. A compound eye may be present; when 
present, it is movable. They have many appendages: 
antennules, antennae, mouth parts, and four to six 
pairs of legs 

‘The astracods are bivalved crustaceans that are 
distinguished from minute clams by the absence of 
lines of growth on the shell. Their bodies are not dis- 
tinctly segmented. They have seven pairs of ap- 
pendages. The end of the body terminates with a pair 
of caudal furca. 

‘The copepods represented here are Cyclops and 
Canthocamptus. They lack the shell-like covering of 
the ostracods and cladocera; instead, they exhibit dis- 
tinct body segmentation. They may have three simple 
eyes or а single median eye. Eggs are often seen at- 
tached to the abdomen on females. 


LABORATORY REPORT 
There is no Laboratory Report for this exercise. 
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Aseptic Technique 


Exercises 9 and 10 of this survey involve the use of 
sterile media in culture tubes and Petri plates. The 
proper handling of these materials requires special 
skills that you must master. It is the purpose of this ex- 
ercise to provide you with procedures that will be- 
come routine as you progress through this course. It's 
all about aseptic technique, 

The procedures put forth in the section of this man- 
ual entitled Laboratory Protocol outline some of the 
specifics to be observed to ensure that you understand 
what is required in maintaining an аверс environment 
when handling cultures of microorganisms. In this ex- 
ercise you will have an opportunity to actually work 
with cultures and different kinds of media to develop 
those skills that are required to maintain asepsis. 

“Aseptic transfer of a culture from one culture ves- 
sel to another is successful only if no contaminating 
microorganisms are introduced in the process. A 
transfer may involve the transport of organisms from 
an isolated colony on а plate of solid medium to a 
broth tube, or inoculating various media (solid or liq- 
uid) from a broth culture for various types of tests. 
‘The general procedure is as follows: 

Work Area Disinfection. The work area is first 
treated with a disinfectant to kill any microorganisms 
that may Бе present. This step destroys vegetative 
cells and viruses; endospores, however, are not de- 
stroyed in this brief application of disinfectant, 
Loops and Needles. The transport of organisms 
will be performed with an inoculating loop or needle. 
То sterilize the loop or needle prior to picking up the 
organisms, heat must be applied with a Bunsen burner 
flame, rendering them glowing red-hot. 

Culture Tube Flaming. Before inserting the cooled 
loop or needle into a tube of culture, the tube cap is re- 
moved and the mouth of the culture tube flamed. 
Once the organisms have been removed from the 
tube, the tube mouth must be flamed again before ге- 
turning the cap to the tube, 

Liquid Medium Inoculation. If a tube of liquid 
medium is to be inoculated, the tube mouth must be 
flamed before inserting the loop into the tube, To dis- 
perse the organisms on the loop, the loop should be 
twisted back and forth in the medium. 

Tan inoculating needle is used for stabbing а solid 
medium, the needle is inserted deep into the medium. 
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Final Flaming. Once the inoculation is completed, 
the loop or needle is removed from the tube, flamed as 
before, and returned to a receptacle. These tools 
should never be placed on the tabletop. The inoculated 
tube is also flamed before placing the cap on the tube. 


Petri Plate Inoculation, To inoculate a Petri plate, 
‘no heat is applied to the plate and a loop is used for the 
transfer, When streaking the surface of the medium, 
the cover should be held diagonally over the plate bot- 
tom to prevent air contamination of the medium. 


Final Disinfection, When all work is finished, the 
work area is treated with disinfectant to ensure that 
any microorganisms deposited during any of the pro- 
cedures are eliminated, 

То gain some practice in aseptic transfer of bacte- 
rial cultures, thee simple transfers will be performed 
here in this exercise: (1) broth culture to broth, 
(2) agar slant culture to agar slant, and (3) agar plate 
to agar slant. Proceed as follows: 


TRANSFER FROM BROTH CULTURE 
то ANOTHER BROTH 

Do a broth tube to broth tube inoculation, using the 
following technique. Figure 8.1 illustrates the proce- 
dure for removing organisms from a culture, and fig- 
ше 8.2 shows how to inoculate a tube of sterile broth, 
Materials: 

broth culture of Escherichia coli 

tubes of sterile nutrient broth 

inoculating loop 

Bunsen burner 

disinfectant for desktop and sponge 

china marking pencil 

1. Prepare your desktop by swabbing down its sur- 
face with a disinfectant. Use a sponge. 

2. With а china marking pencil, label a tube of ster- 
ile nutrient broth with your initials and Æ coli. 

3. Sterilize your inoculating loop by holding it over 
the flame of a Bunsen burner ший it becomes 
bright red. The entire wire must be heated. See il- 
lustration 1, figure 8.1. 

4. Using your free hand, gently shake the tube to dis- 
perse the culture (illustration 2, figure 8.1). 
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5. Grasp the tube cap with the litte finger of your 
hand holding the inoculating loop and remove it 
from the tube. Flame the mouth of the tube as 
shown in illustration 3, figure 8.1. 

6. Insert the inoculating loop into the culture (illus- 
tration 4, figure 8.1). 

7. Remove the loop containing the culture, flame the. 
mouth of the tube again (illustration 5, figure 8.1), 
and recap the tube (illustration 6). Place the cul- 
ture tube back on the test-tube rack. 

8. Grasp a tube of sterile nutrient broth with your 
free hand, carefully remove the cap with your lit- 
tle finger, and flame the mouth of this tube (illus- 
tration 1, figure 8.2). 

9. Without flaming the loop, insert it into the ster- 
ile broth, inoculating it (illustration 2, figure 
82). To disperse the organisms into the 
medium, move the loop back and forth in the 
tube. 
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10. Remove the loop from the tube and fame the 
mouth (illustration 3, figure 8.2). Replace the cap 
on the tube (illustration 4, figure 8.2). 
11. Sterilize the loop by flaming it (illustration 5, fig- 
ше 8.2). Return the loop to йз container. 
12. Incubate the culture you just inoculated at 37* C 
for 24-48 hours. 
TRANSFER OF BACTERIA FROM 
SLANT TO SLANT 
To inoculate a sterile nutrient agar slant from an agar 
slant culture, use the following procedure, Figure 84 
illustrates the entire process. 
Materials: 
араг slant culture of E. coli 
sterile nutrient agar slant 
inoculating loop. 
Bunsen burner 
china marking pencil 
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Organisms In cuture aro dis- 
persed by shaking tube. 


Tubo enclosure is removed and 
mouth of tubo Is flamed. 











‘Alooptul of organisms is removed 
from tube, 





Loop В removed from cultura. 
and tuba mouth is атой, tube. 


Tube enclosure is returned to 











Figure 4.1 Procedure for removing organisms from a broth culture with inoculating loop. 
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1. If you have not already done so, prepare your 
desktop by swabbing down its surface with a dis- 
infectant. 

2. With a china marking pencil label a tube of nutri- 
ent agar slant with your initials and E. сой. 

3. Sterilize your inoculating loop by holding it over the 
flame of a Bunsen burner until it becomes bright 

red (illustration 1, figure 8.4). The entire wire must 

е heated. Allow the loop to cool completely. 

Using your free hand, pick up the slant culture of 

E. coli and remove the cap using the litle finger 

of the hand that is holding the loop (illustration 2, 

figure 84). 

5. Flame the mouth of the tube and insert the cooled 
loop into the tube. Pick up some of the culture on 
the loop (illustration 3, figure 8.4) and remove the 
loop from the tube. 
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Flame the mouth of the tube (illustrations 4 and 5, 
figure 8.4) and replace the cap, being careful not 
to burn your hand, Return tube to rack. 

Pick up а sterile nutrient agar slant with your free 
hand, remove the cap with your little finger as be- 
fore, and flame the mouth of the tube (illustration. 
6, figure 84). 

Without flaming the loop containing the culture, 
insert the loop into the tube and gently inoculate 
the surface of the slant by moving the loop back 
and forth over the agar surface, while moving 
up the surface of the slant (illustration 7, figure 
84). This should involve a type of serpentine 
motion. 

Remove the loop, flame the mouth of the tube, 
and recap the tube (illustration 8, figure 8.4). 
Replace the tube in the rack. 





Cap is removed trom sterile broth 
and tube mouth is flamed. 








Unheated loop is inserted into 
tubo of sterio broth. 
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Figure Ez Procedure for inoculating a nutrient broth 





| menson: мишәре Г surveyor mo Oe Mean 
‘Aoplicatios Lab Manual, Microorpanisms Campanian, 2001 
gh Elton 

Exercise + Aseptic Technique 


10. Flame the loop, heating the entire wire to red-hot 
(illustration 9, figure 8.4), allow to cool, and place 
the loop in its container. 

11. Incubate the inoculated agar slant at 30° C for 
24-48 hours. 


WORKING WITH AGAR PLATES 
(Inoculating a slant from a Petri plate) 


The transfer of organisms from colonies on agar plates. 
to slants or broth tubes is very similar to the procedures 
used in the last two transfers (broth to broth and slant 
to slant). The following rules should be observed, 

Loops vs. Needles In some cases a loop is used. In 
other situations а needle is preferred. When а large in- 
oculum is needed in the transfer, a loop will be used. 
Needles are preferred, however, when making transfers 
in pure culture isolations and making stab cultures. In 


pure culture isolations, a needle is inserted into the cen- 
ter of a colony for the transfer. This technique is used, 
primarily, when working with mixed cultures. 


Plate Handling Media in plates must always be 
protected against contamination, To prevent exposure 
to air contamination, covers should always be left 
closed. When organisms are removed from a plate 
culture, the cover should be only partially opened as 
shown in illustration 2, figure 8.3. 


Flaming Procedures Inoculating loops or needles 
must be flamed in the same manner that you used when 
working with previous tubes. One difference when 
working with plates is that plates are never flamed! 


Plate Labeling Petri plates with media in them are 
always labeled on the bottom. Inoculated plates are 
preferably stored upside down. 
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"With free hand, raisa tho id of the Petri plate just enough to 
access a colony to pick up a looptul of organisms, 
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ñe slant, streak ts surface. 
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Flame the mouth of tho tubo 
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Flame the inoculating loop 
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5 





Figure 8.3 Procedure for inoculating a nutrient agar slant from an agar plate 
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inoculating loop ls heated until 
i'i red-hot. 





Cap is removed from slant cul- 
ture and tube mouth ls healed, 





Organism is picked up from 
slant with inoculating loop. 





ting ор is not flamed. 


Mouth of tuba is flamed, Inocula- 


b 


Slant culture is e-capped and 
Fatruned to tast tubo rack. 


S 


Tube of sterio agar slant is un- 
capped and mouth is flamed. 








Slant surface is streaked wth un- 
flamed loop in serpentine manner. 








(S. 


Tube mouth В lamed, recap- 
рей and incubated. 





Loop is flamed red-hot and re- 
turned to receptacle. 











Figure 14 Procedure for inoculating a nutrient agar slant from a slant culture 
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‘To transfer organisms from a Petri plate to an agar 
slant, use the following procedure: 
Materials: 

nutrient agar plate with bacterial colonies 

sterile nutrient agar slant 

inoculating loop 

china marking pencil 


1. Ifyouhave not done so, swab your work area with 
disinfectant. Allow area to dry. 

2. Label a sterile nutrient agar slant with your name 
and organism to be transferred 

3. Flame an inoculating loop until it is red-hot (il 
lustration 1, figure 8.3) Allow the loop to cool. 

4 As shown in illustration 2, figure 8.3, raise the lid 
‘of a Petri plate sufficiently to access a colony with 
your sterile loop. 

Do not gouge into the agar with your loop as 
you pick up organisms, and do not completely re- 
move the lid exposing the surface to the ай. Close 
the lid once you have picked up the organisms. 


Aseptic Technique * Exercise 8 


5. With your free hand, pick up the sterile nutrient 
agar slant tube, Remove the cap by grasping the 
cap with the little finger of the hand that is hold- 
ing the loop. 

6. Flame the mouth of the tube and insert the loop 
into the tube to inoculate the surface of the 
slant, using a serpentine motion (illustration 3, 
figure 8.3). Avoid disrupting the agar surface 
with the loop. 

7. Remove the loop from the tube and flame the 
mouth of the tube, Replace the cap on the tube (il 
lustration 4, figure 83), 

8. Flame the loop (illustration 5, figure 83) and 
place it in its container. 

9. Incubate the nutrient agar slant at 37° C for 24-48 
hours, 


SECOND PERIOD 


Examine all three tubes and record your results on 
Laboratory Report 8,9. 


45 





| menson: microbiological TW Survey ot 


3 Tie Bacteria nm 
‘AoplcaticsLab Manu, Microorpanisms Campanian, 201 
gb Elton 





9 


Ог all the microorganisms studied so far, the bacteria 
are the most widely distributed, the simplest in mor- 
phology, the smallest in size, the most difficult to clas- 
sify, and the hardest to identify. It is even difficult to 
provide a descriptive definition of what a bacterial or- 
anism is because of considerable diversity in the 
group. About the only generalization that can be made 
forthe entire group is that they are prokaryotic and are 
seldom photosynthetic. The few that are photosyn- 
thetic utilize a pigment that is chemically different 
from chlorophyll a. It is called bacteriochlorophyll 
Probably the simplest definition that one can con- 
struct from these facts is: Bacteria are prokaryons 
without chlorophyll а. 

Although the bacteria are generally smaller than 
the cyanobacteria, some cyanobacteria аге in the size 
range of bacteria. Most bacteria are only 0.5 to 2.0 mi- 
crometers in diameter. 

Figure 9.1 illustrates most of the shapes of bacte- 
ria that one would encounter. Note that they can be 
grouped into three types: rod, spherical, and helical or 
curved. Rod-shaped bacteria may vary considerably 
in length; have square, round, or pointed ends; and be 
‘motile or nonmotile. The spherical, ог coccus-shaped, 
bacteria may occur singly, in pairs, in tetrads, in 
chains, and in irregular masses. The helical and 
curved bacteria exist as slender spirochaetes, spiril- 
Jum, and bent rods (vibrios). 

In this exercise an attempt will be made to demon- 
strate the ubiquitousness of these organisms. No at- 
tempt will be made to study detailed bacteria 
anatomy or physiology. Many exercises related to 
staining, microscopy, and physiology in subsequent 
laboratory periods vill provide a clear understanding. 
of these microorganisms, 

Our concern here relates primarily to the wide- 
spread distribution of bacteria in our environment. 
Being thoroughly aware of their existence all around 
us is of prime importance if we are to develop those 
laboratory skills that we recognize as aseptic tech- 
nique. The awareness that bacteria are everywhere 
тїшї be constantly in our minds when handling bac- 
terial cultures. In the next laboratory period you will 
be handling tube cultures of bacteria, much in the 
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Figure 9.1 Bacterial morphology 


same manner that you did in Exercise 8 (Aseptic 
Technique). A continuing constant effort will always 
be made to develop the proper routine. Remember: 
without pure cultures the study of bacteriology be- 
comes a hopeless endeavor. 

During this laboratory period you will be pro- 
vided with three kinds of sterile bacteriological me- 
dia that you will expose to the environment in vari- 
‘ous ways, To ensure that these exposures caver as 
wide a spectrum as possible, specific assignments 
will be made for each student. In some instances a 
moistened swab will be used to remove bacteria from 
some object; in other instances a Petri plate of 
medium will be exposed to the air or a cough. You 
willbe issued а number that will enable you to deter- 
mine your specific assignment from the chart on the 
next page. 





| menson: мше TW Survey ot 


3 Tie Bacteria 
Арсыз Lab Manual, Microorpanisms 
ght Elton 

Materials: 

per student: 


1 tube of nutrient broth 


1 Petri plate of trypticase soy agar (TSA) 
1 sterile cotton swab 
china marking pencil. 


per two or more students: 


1 


1 Petri plate of blood agar 


Scrub down your desktop with a disinfectant in 
the same manner you used in Exercise 8 (Aseptic 
Technique) 

Expose your TSA plate according to your assign- 
ment in the table below. Label the bottom of your 
plate with your initials, your assignment number, 
and the dale. 

Moisten a sterile swab by immersing it into а tube 
of nutrient broth and expressing most of the broth 
ош of it by pressing the swab against the inside 
wall of the tube. 

Rub the moistened swab over a part of your body 
such as a finger or ear, or some object such as a 
doorknob or telephone mouthpiece, and return the 
swab to the tube of broth. It may be necessary to 
break off the stick end of the swab so that you can 
replace the cap on the tube. 

Label the tube with your initials and the source of 
the bacteria, 


Oe Metri 
amoris 0 


‘The Bacteria * Exercise 9 

6. Expose the blood agar plate by coughing onto it 
Label the bottom of the plate with the initials of 
the individuals that cough onto it. Be sure to date 
the plate also. 

7. Incubate the plates and tube at 37° C for 48 hours. 


EVALUATION 
‘After 48 hours incubation, examine the tube of nutri- 
ent broth and two plates. Shake the tube vigorously 
without wetting the cap. Is it cloudy or clear? 
Compare it with an uncontaminated tube of broth. 
What is the significance of cloudiness? Do you see 
any colonies growing on the blood agar plate? Are the 
colonies all the same size and color? If not, what does 
this indicate? Group together a set of TSA plates rep- 
resenting all nine types of exposure, Record your re- 
sults on the Laboratory Report. 

Your instructor will indicate whether these tubes 
and plates are to be used for making slides in Exercise 
13 (Simple Staining). If the plates and tubes are to be 
saved, containers will be provided for their storage in 
the refrigerator. Place the plates and tubes in the des- 
ignated containers. 


LABORATORY REPORT 


Record your results on the last portion of Laboratory 
Report 8,9. 





























1. To the air in laboratory for 30 minutes 1,10, 19,28 
2. то the а in room other than laboratory for 30 minutos 2,11,20,29 
э. To the air outside of building for 30 minutos 312,21,30 
4. Вон dust onto exposed тейит 41822,1 
5. Moet ps pressed against medium 5, 14,23, 92 
6. Fingertips pressed lightly on medium 6, 15,24,38 
T. Several coins pressed temporary on medium 7, 16,25, 98 
8. Har is combed over exposed medium (10 strokes) 8, 17,28,35 
о. Optional: Алу method not isted above 9, 18,27,38 
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‘The fungi comprise a large group of eukaryotic non- 
photosynthetic organisms that include such diverse 
forms as slime molds, water molds, mushrooms, puff- 
balls, bracket fungi, yeasts, and molds. Fungi belong 
to Kingdom Myceteae. The study of fungi is called 
mycology. 

Myceteae consist of three divisions: 
Gymnomycota (slime molds), Mastigomycota (water 
molds and others), and Amastigomycota (yeasts, 
molds, bracket fungi, and others) It is the last division 
that we will study inthis exercise. 

Fungi may be saprophytic or parasitic and unicel- 
lular or filamentous. Some organisms, such as the 
slime molds (Exercise 25), are borderline between 
fungi and protozoa in that amoeboid characteristics 
are present and fungi like spores are produced. 

‘The distinguishing characteristics of the group 
аз a whole are that they (1) are eukaryotic, (2) are 
nonphotosynthetic, (3) lack tissue differentiation, 
(4) have cell walls of chitin or other polysaccha- 
Tides, and (5) propagate by spores (sexual and/or 
asexual). 

In this study we will examine prepared stained 
slides and slides made from living cultures of yeasts 
and molds. Molds that are normally present in the air 
will be cultured and studied macroscopically and mi- 
croscopically. In addition, an attempt will be made to 
identify the various types that are cultured. 

Before attempting to identify the various molds, 
familiarize yourself with the basic differences be- 
tween molds and yeasts. Note in figure 10.1 that 


The Fungi: 
Yeasts and Molds 


yeasts are essentially unicellular and molds are 
multicellular, 


MOLD AND YEAST DIFFERENCES 
Species within the Amastigomycota may have cot- 
tony (moldlike) appearance or moist (yeasty) charac- 
teristics that set them арап. As pronounced as these 
differences are, we do not classify the various fungi in 
this group on the basis of their being mold or yeast. 
‘The reason that this type of division doesn't work is 
that some species exist as molds under certain condi- 
tions and as yeasts under other conditions. Such 
species are said to be dimorphic, or biphasic. 

‘The principal differences between molds and 
yeasts are as follows: 


Molds 


Hyphae Molds have microscopic filaments called Ay- 
phae (hypha, singular). As shown in figure 10.1, if the 
filament has crosswalls it is referred to as having sep- 
tate hyphae. If no crosswalls are present, the coeno- 
суйе filament is said to be nonseptate, or aseptate. 
‘Actually, most of the fungi that are classified as being 
‘septate are incompletely septate since the septae have 
central openings that allow the streaming of cytoplasm 
from one compartment to the next. A mass of inter- 
meshed hyphae, as seen macroscopically, is a mycelium. 


Asexual Spores Two kinds of asexual spores are 
‘seen in molds: sporangiospores and conidia. Spor- 
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angiospores are spores that form within a sac called a 
sporangium. The sporangia are attached to stalks 
Called sporangiaphores See illustration 1, figure 102. 

"Conidia are asexual spores that form on special- 
ized hyphae called conidiophores. If the conidia are 
small they are called microconidia; large multicellu- 
lar conidia are known as macroconidia The following 
four types of conidia are shown in figure 10.2: 

+ Phialospores: Conidia of this type are produced 
һу vase-shaped cells called phialides. Note in fig- 
ше 10:2 that Penicillium and Glocadium produce 
this pe. 

+ Blastoconidia: Conia of this type are produced 
һу budding from cells of preexisting conidia, as in 
Cladosporium, which typically has lemon-shaped 

+ Arthrospores: This type of conidia forms by sep- 
aration from preexisting hyphal cells. Example 
Oospora. 

+ Chlamydospores: These spores are large, thick- 
walled, round, or irregular structures formed 
Within or om the ends of а hypha. Common to 
most fungi, they generally form on old cultures. 
Example: Candia albicans. 





Sexual Spores Three kinds of sexual spores are 
seen in molds: zygospores, ascospores, and ba- 
sidiospores. Figure 10.3 illustrates the three types. 


‘The Fungi: Yeasts and Molds * Exercise 10 
Zygospores are formed by the union of nuclear 
‘material from the hyphae of two different strains. 
Ascospores, on the other hand, are sexual spores pro- 
duced in enclosures, which may be oval sacs or elon- 
gated tubes. Basidiospores are sexually produced on 
club-shaped bodies called basidia. А basidium is con- 
sidered by some to be a modified type of ascus. 


Yeasts 

Hyphae Unlike molds, yeasts do not have true hy- 
phae. Instead they form multicellular structures called 
pseudohyphae. See figure 10.1 


Asexual Spores The only asexual spore produced 
bby yeasts is called a blastospore, or bud. These 
spores form as an outpouching of a cell by a budding 
process. It is easily differentiated from the parent cell 
by its small size. It may separate from the original cell 
ог remain attached. If successive buds remain at- 
tached in the budding process, the result is the forma- 
tion of a pseudohypha, 


SUBDIVISIONS OF THE 
AMASTIGOMYCOTA 


Division Amastigomycota consists of four subdivi- 
sions: Zygomycotina, Ascomycotina, Basidiomycotina, 
and Deuteromycotina. They are separated on the basis 
of the type of sexual reproductive spores as follows 





SYNCEPHALASTRUMR 


1. SPORANGIOSPORES. 
(wanin Sporenia) 


тїлрозроншм SPORA 


3.BLASTOCOMDA а. ARTHROSPORES 
Фото byBudding) tay Saparation) 











E TRE 


саноо ALBICANS 


э. cHLAWvDOSPORES 
Large, ovdi 





Priston 


PENICILLIUM  GLIOCADUM. 


2. PHALOSPORES. 
Сонда on Pales 


MICROSPORUM 


FUSARUM ALTERNARIA 


\CROCONIDIA 
манета Cons) 














Figure 102 Types of asexual spores seen in fungi 
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Exercise 10 + The Fungi: Yeasts and Molds 


Zygomycotina 
These fungi have nonseptate hyphae and produce zy- 
gospores. They also produce sporangiospores. 
Rhizopus, Mucor, and Syncephalastrum are represen- 
tative genera of this subdivision. 
Ascomycotina 
Since all the fungi in this subdivision produce as- 
ospores, they are grouped into one class, the 
Ascomycetes. They are commonly referred to as the 
“ascomycetes” and are also called "sac fungi.” All of 
them have septate hyphae and most of them have 
chitinous walls 

Fungi inthis group that produce a single ascus are 
called ascomycetes yeasts, Other ascomycetes pro- 
duce numerous asci in complex flask-shaped fruiting 
bodies called perithecia or pseudothecia, in cup- 
shaped structures, or in hollow spherical bodies, as in 
powdery mildews, Eupenicillium or Talaromyces (the 
sexual stages for Penicillium), 
Basidiomycotina 
АШ fungi in this subdivision belong to one class, the 
Basidiomycetes. Puffballs, mushrooms, smuts, rust, and 


shelf fungi on tree branches are also basidiomycetes. 
‘The sexual spores of this class are basidiospores. 
Deuteromycotina 

‘This fourth division of the Amastigomycota is an artifi- 
cial group that was created to place any fungus that has 
not been shown to have some means of sexual repro- 
duction. Often, species that are relegated to this division 
remain here for only a short period of time: as soon as 
the right conditions have been provided for sexual 
spores to form, they are reclassified into one of the first 
three subdivisions. Sometimes, however, the asexual 
and sexual stages of a fungus are discovered and named 
separately by different mycologists, with the result that 
asingle species acquires two different names. Although 
generally there is а switch over to the sexual-stage 
name, not all mycologists conform to this practice. 


Members of this group are commonly referred to 
as the fungi imperfecti ог deuteromycetes, It is а large 
group, containing over 15,000 species. 


LABORATORY PROCEDURES 
Several options are provided here for the study of 
‘molds and yeasts. The procedures to be followed will 
be outlined by your instructor. 


‘Yeast Study 

‘The organism Saccharomyces cerevisiae, which is 
used in bread making and alcohol fermentation, will 
be used for this study. Either prepared slides or living 
organisms may be used. 


Materials: 
prepared slides of Saccharomyces cerevisiae 
broth cultures of Saccharomyces cerevisiae 
‘methylene blue stain 
microscope slides and cover glasses 


Prepared Slides If prepared slides are used, they 
may be examined under high-dry ог oil immersion. 
Опе should look for typical blastospores and as- 
cospores, Space is provided on the Laboratory Report 
for drawing the organisms. 


Living Material If broth cultures of Saccharomyces 
cerevisiae are available they should be examined on а 
‘wet mount slide with phase-contrast or brightfield op- 
tics. Two or three loopfuls of the organisms should be 
placed on the slide with a drop of methylene blue stain 
Oil immersion will reveal the greatest amount of de- 
tail. Look for the nucleus and vacuole. The nucleus is 
the smaller body. Draw a few cells on the Laboratory 
Report. 


Mold Study 
Examine а Petri plate of Sabouraud’s agar that has 
been exposed to the ай for about an hour and incu- 
bated at room temperature for 3-5 days, This medium 
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Figure 102 Types of sexual spores seen in the Amastigomycota. 
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Exercise 10 + The Fungi: Yeasts and Molds 


has a low pH, which makes it selective for molds. A 
good plate will have many different-colored colonies. 
Note the characteristic “cottony” nature of the colonies. 
Also, look at the bottom of the plate and observe how 
the colonies differ in color here, The identification of 
‘molds is based on surface color, backside color, hyphal 
structure, and types of spores. 

Figure 10.4 reveals how some of the more com- 
mon molds appear when grown on Sabouraud's agar. 
Keep in mind when using figure 10.4 that the appear- 
ance of a mold colony can change appreciably as it 
gets older. The photographs in figure 10.4 are of 
colonies that are 10 to 21 days old. 

Conclusive identification cannot be made unless 
a microscope slide is made to determine the type of 
hyphae and spores that are present, Figure 10.5 re- 
veals, diagrammatically, the microscopic differences 
that one looks for when identifying mold genera. 


‘Two Options In making slides from mold colonies, 
опе can make either wet mounts directly from the 
colonies by the procedure outlined here or make cul- 
tured slides as outlined in Exercise 26. The following 
steps should be used for making stained slides directly 
from the colonies. Your instructor will indicate the 
‘number of identifications that are to be made. 
Materials: 

mold cultures on Sabouraud’s agar 

microscope slides and cover glasses 

lactophenol cotton blue stain 

sharp-pointed scalpels or dissecting needles 


1. Place the uncovered plate on the stage of your mi- 
croscope and examine the edge of a colored 
colony with the low-power objective. Look for 
hyphal structure and spore arrangement. Ignore 
the white colonies since they generally lack 
spores and are difficult to identify 





CAUTION 
Avoid leaving the cover off the mold culture plates 
ог disturbing the colonies very much. Dispersal of 
mold spores to the air must be kept to a minimum. 











2. Consult figures 104 and 10.5 to make a preliminary 
identification based on colony characteristics and 
low-power magnification of hyphae and spores. 

3, Make a wet mount slide by transferring a small 
‘amount of the culture with a sharp scalpel or dis- 
secting needle to a drop of lactophenol cotton 
blue stain on a slide. Cover with a cover glass and 
examine under low-power and high-dry objec- 
tives, Refer again to figure 10.5 to confirm any 
conclusions drawn from your previous examina- 
tion of the edge of the colony. 

4. Repeat the above procedure for each different 
colony. 


LABORATORY REPORT 


Afier recording your results on the Laboratory 
Report, answer all the questions. 





1. Ponieilium—bluish-green; brush arrangement of 
 hialospores. 

2. Asporgilue—bluish-green with sulturyollow areas 
‘on the surface. Aspergilus niger is black. 

3. Vertcillum-pinkish-brown, elliptical microconidia. 

4. Tichoderma—groen, resemble Penicillum macro- 
scopieally. 

5. Gliocadium—dark green; conidia (phialospores) 
bome on phialides, similar to Penicillium; grows 

Penicillium. 


fastor than 
6. Cladosporium (Hormodendrum}—ight green to gray- 
ish surface; gray to black back surface; blastoconidia. 


7. Pleospora—tan to green surface with brown to black 
back ascospores shown are produced № sacs 
bome within brown, flask-shaped fruiting bodies 
called pseudothecia. 


11. Bipolarie—black surface with grayish periphery: 
‘macraconidia shown. 





Figure 105 Legend 


12. Pullularia—black, shiny, leathery surface; thick- 
walled; budding spores. 

13. Diplesporium—butt-colored wooly surface; reverse 

side has red center surrounded by brown. 

14. Oospora  (Geotrichum)—buff-colored surface; 
hyphae break up into thin-walled rectangular 
arthrospores. 

16. Fusarlum— variants of yellow, orange, red, and pur- 
ple colonies; sickle-shaped macroconidia. 

16. Tichothocium—white to pink surface; two-colled 
conidia. 

17. Mucor—a zygomycete; sporangia with a slimy tex- 
ure; spores with dark pigment. 

18. Rhizopus—a zygomycete; spores with dark pigment. 

19. Syncephalastrum—a zygomycete; sporangiophores 
bear rod-shaped sporangioles, each containing a 
том of spherical spores. 

20. Nigrospora—conidia black, globose, one-celled, 
bome on а flattened, colorless vesicle at the end of 
а conidiophore. 

21. Montospora—dark gray center with light gray 
periphery; yellow-brown conidia. 
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Microscope Slide Techniques 
(Bacterial Morphology) 


‘The nine exercises in this unit include the procedures for ten slide 
techniques that one might employ in morphological studies of Бас- 
teria. A culture method in Exercise 18 also is included as a substi- 
tute for slide techniques when pathogens are encountered. 

These exercises are intended to serve two equally important 
functions: (1) to help you to develop the necessary skills in making 
slides and (2) to introduce you to the morphology of bacteria. 
Although the title of each exercise pertains to a specific technique, 
the organisms chosen for each method have been carefully se- 
lected so that you can learn to recognize certain morphological fea- 
tures. For example, in the exercise on simple staining (Exercise 13), 
the organisms selected exhibit metachromatic granules, рівотог- 
phism, and palisade arrangement of cells. In Exercise 15, (Gram 
Staining) you will observe the differences between cocci and bacilli, 
as well as learn how to execute the staining routine. 

‘The importance of the mastery of these techniques cannot be 
overemphasized. Although one is seldom able to make species 
identification on the basis of morphological characteristics alone, it 
is avery significant starting point. This fact will become increasingly 
clear with subsequent experiments. 

Although the steps in the various staining procedures may 
seem relatively simple, student success is often quite unpre- 
dictable. Unless your instructor suggests a variation in the proce- 
dure, try to follow the procedures exactly as stated, without impro- 
visation. Photomicrographs in color have been provided for many 
of the techniques; use them as a guide to evaluate the slides you 
have prepared. Once you have mastered a specific technique, feel 
free to experiment. 
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The simplest way to make a slide of bacteria is to pre- 
pare a wet mount, much in the same manner that was 
sed for studying protozoa and algae. Although this 
method will quickly produce a slide, finding the bac- 
teria on the slide may be difficult, especially for a be- 
inner The problem one encounters їз that bacteria are 
quite colorless and transparent. Unless the diaphragm 
is carefully adjusted, the beginner usually has consid- 
erable difficulty bringing the organisms into focus. 
Abeter way to observe bacteria for the first time is 
to prepare a slide by a process called negative, or back- 
ground, staining. This method consists of mixing the 
microorganisms în a small amount of nigrosine or india 
ink and spreading the mixture over the surface of a slide. 
incidentally, nigrosine is far superior to india nk) 
Since these two pigments are not really bacterial 
stains, they do not penetrate the microorganisms. 
Instead they obliterate the background, leaving the or- 
anisms transparent and visible їп a darkened field. 


Negative Staining 


Although this technique has limitations, it can be 
useful for determining cell morphology and size. Since 
по heat is applied to the slide, there is no shrinkage of 
the cells and, consequently, more accurate cell-size de- 
terminations result than with some other methods. This 
‘method is also useful for studying spirochaetes that 
don't stain readily with ordinary dyes. 
THREE METHODS 

Negative staining can be done by one of three differ- 
ent methods. Figure 11.1 illustrates the more com- 
monly used method in which the organisms are mixed 
їп a drop of nigrosine and spread over the slide with 
another slide. The goal is to produce a smear that is 
thick at one end and feather-thin at the other end. 
Somewhere between the too thick and too thin areas 
will be an ideal spot to study the organisms, 

Figure 112 illustrates a second method, in which or- 
ganisms are mixed in only а loopful of nigrosine instead 
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Figure 11.1 Negative staining technique, using a spreader slide 
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of a full drop. In this method the organisms are spread 
over a smaller area in the center of the slide with an inoc- 
‘lating needle. No spreader slide is used in this method. 

"The third procedure (Woeste-Demchick's method), 
which is not illustrated here, involves applying ink to а 
conventional smear with a black felt marking pen. Iis 
method is used, it should be done on a smear prepared 
in the manner described in the next exercise. Simply 
put, the technique involves applying a single coat of 
felt-pen ink over a smear. 

Note in the procedure below that slides may be 
made from organisms between your teeth or from spe- 
cific bacterial cultures. Your instructor will indicate 
which method or methods you should use and demon- 
strate some basic aseptic techniques. Various options 
are provided here to ensure success. 

Materials: 

microscope slides (with polished edges) 

nigrosine solution or india ink 

slant cultures of S. aureus and B. megaterium 

inoculating straight wire and loop 

sterile toothpicks 

Bunsen burner 

china marking pencil 

felt marking pen (see Instructor's Handbook) 


1. Swab down your tabletop with disinfectant in 
preparation for making slides. 


Negative Staining © Exercise 11 

2. Clean two or three microscope slides with Bon 
Ami to rid them of all dirt and grease. 

3. By referring to figure 11.1 or 11.2, place the 
proper amount of stain on the slide. 

4. Oral Organisms: Remove a small amount of ma- 
terial from between your teeth witha sterile straight 
toothpick or inoculating needle and mix it into the 
stain on the slide. Be sure to break up any clumps of 
organisms with the wire or toothpick. When using a 
wire, be sure o flame it first to make it sterile: 


CAUTION 
1E you use a toothpick, discard it into a beaker of 
disinfectant, 














5. From Cultures: With a sterile straight wire, 
transfer a very small amount of bacteria from the 
slant to the center of the stain on the slide. 

6. Spread the mixture over the slide according to the 
procedure used in figure 11.1 or 11.2. 

7. Allow the slide to air-dry and examine with an oil 
immersion objective. 


LABORATORY REPORT 
Draw a few representative types of organisms on 
Laboratory Report 11-14. If slide is of oral organ- 
isms, look for yeasts and hyphae as well as bacteria. 
Spirochaetes may also be present. 
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Figure 11.2 A second method for negative staining 
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While negative staining is a simple enough process to 
make bacteria more visible with a brightfield micro- 
scope, itis of itle help when one attempts to observe 
anatomical microstructures such as flagella, granules, 
and endospores. Only by applying specific bacterio- 
logical stains to organisms can such organelles be 
seen. However, success at bacterial staining depends 
first of all on the preparation of a suitable smear of the 
organisms. A properly prepared bacterial smear is one 
that withstands one or more washings during staining 
without loss of organisms, is not too thick, and does 
mot result in excessive distortion due to cell shrinkage. 
The procedure for making such a smear is illustrated 
in figure 12.1. 

‘The first step in preparing a bacteriological smear 
differs according to the source of the organisms. If the 
bacteria are growing in a liquid medium (broths, milk, 
saliva, urine, etc.), one starts by placing one or two 
loopfuls of the liquid medium directly on the slide. 

From solid media such as nutrient agar, blood 
agar, or some part of the body, one starts by placing 
опе or two loopfuls of water on the slide and then uses 
а straight inoculating wire to disperse the organisms 
in the water. Bacteria growing on solid media tend to 
cling to each other and must be dispersed sufficiently 
by dilution in water; unless this is done, the smear will 
be too thick. The most difficult concept for students to 
understand about making slides from solid media is 
that it takes only a very small amount of material to 
‘make a good smear. When your instructor demon- 
strates this step, pay very careful attention to the 
amount of material that is placed on the slide. 

The organisms to be used for your first slides may 
be from several different sources. Ifthe plates from 
Exercise 9 were saved, some slides may be made from 
them. If they were discarded, the first slides may be 
made for Exercise 13, which pertains to simple stain- 
ing. Your instructor will indicate which cultures to use. 


From LIQUID MEDIA 
(Broths, saliva, milk, ete) 


Ifyou are preparing a bacterial smear from liquid me- 
dia, follow this routine, which is depicted on the left 
side of figure 12.1. 


Smear Preparation 


Materials: 
microscope slides 
Bunsen burner 
wire loop 
china marking pencil 
slide holder (clothespin), optional 


1. Wash a slide with soap or Bon Ami and hot water, 
removing all dirt and grease. Handle the clean 
slide by its edges. 

2. Write the initials of the organism or organisms on 
the left-hand side of the slide with a china mark- 
ing pencil. 

3. To provide a target on which to place the or- 
ganisms, make a circle on the bottom side of 
the slide, centrally located, with a marking 
pencil. Later on, when you become more 
skilled, you may wish to omit the use of this. 
“target circle.” 

4, Shake the culture vigorously and transfer two 
loopfuls of organisms to the center of the slide 
over the target circle. Follow the routine for inoc- 
ulations shown in figure 12.2. Be sure to flame the 
loop after it has touched the slide. 








CAUTION 
Ве sure to cool the loop completely before insert- 
ing it into а medium. A loop that is too hot will 
spatter the medium and move bacteria into the air. 











5. Spread the organisms over the area of the target 
circle. 

6. Allow the slide to dry by normal evaporation of 
the water. Don't apply heat. 

7. After the smear has become completely dry, pass 
the slide over a Bunsen burner flame to heat-Kill 
the organisms and fix them to the slide, 


Note that in this step one has the option of using 
‘or not using а clothespin to hold the slide. Use the op- 
tion preferred by your instructor. 
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FROM LIQUID MEDIA FROM SOLID MEDIA 
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Figure 121 Procedure for making a bacterial smear 
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Exercise 12 * Smear Preparation 


From SOLID MEDIA 


When preparing a bacterial smear from solid media, 
such as nutrient agar or a part of the body, follow 
this routine, which is depicted on the right side of 
figure 12.1 
‘Materials: 

microscope slides 

inoculating needle and loop 

china marking pencil 

slide holder (clothespin), optional 

Bunsen burner. 


1. Wash a slide with soap or Bon Ami and hot water, 
removing all dirt and grease. Handle the clean 
slide by its edges. 

2. Write the initials of the organism or organisms on 
the left-hand side of the slide with a china mark- 
ing pencil. 

3, Mark a “target circle" on the bottom side of the 
slide with a china marking pencil. (See comments 
in step 3 on page 58.) 

4. Flame an inoculating loop, let it cool, and transfer 
two loopfuls of water to the center of the target 
circle. 
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5. Flame an inoculating needle then let it cool. Pick 
up a very small amount of the organisms, and mix 
it into the water on the slide, Disperse the mixture 
over the area of the target circle, Be certain that 
the organisms have been well emulsified in the 
liquid. Be sure to flame the inoculating needle be- 
fore placing it aside. 

6. “Allow the slide to dry by normal evaporation of 
the water. Don't apply heat. 

7. Once the smear is completely dry, pass the slide 
over the flame of a Bunsen burner to heat-kill the 
organisms and fix them to the slide. Use a 
clothespin to hold the slide if it is preferred by 
your instructor, Some workers prefer to hold the 
Slide with their fingers so that they can monitor 
the temperature of the slide (to prevent over- 
heating). 


LABORATORY REPORT 


Answer the questions on Laboratory Report 11-14 
that relate to this exercise. 
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Figure 122 Aseptic procedure for organism removal 
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‘The use of a single stain to color a bacterial organism 
is commonly referred to as simple staining. Some of 
the mast commonly used dyes for simple staining are 
methylene blue, basic fuchsin, and crystal violet. All 
of these dyes work well on bacteria because they have 
color-beafing ions (chromophores) that are positively 
charged (cationic). 

The fact that bacteria are slightly negatively 
charged produces a pronounced attraction between 
these cationic chromophores and the organism, Such 
dyes are classified as basic dyes. The basic dye meth- 
ylene blue (methylene* chloride”) willbe used in this 
exercise Those dyes that have anionic chromophores 
эге called acidic dyes. Eosin (sodium* eosinate™) is 
such a dye. The anionic chromophore, eosinate™ will 
not stain bacteria because of the electrostatic repelling 
forces that ae involved, 

The staining times for most simple stains are rel- 
atively short, usually from 30 seconds to 2 minutes, 
depending on the affinity of the dye, After a smear has 
been stained for the required time, it is washed off 
gently, blotted dry, and examined directly under oil 
immersion. Such a slide is useful in determining basic 
morphology and the presence or absence of certain 
kinds of granules. 

An avirulent strain of Corynebacterium diphtheriae 
will be used here for simple staining. In its pathogenic 
form, this organism is the cause of diphtheria, a very se- 
rious disease. One of the steps in identifying this 
pathogen is to do a simple stain of it to demonstrate the 
following unique characteristics: pleomorphism, meta- 
chromatic granules, and palisade arrangement of cells. 


Simple Staining 


Pleomorphism pertains to irregularity of form: 
ie, demonstrating several different shapes. While C. 
diphtheriae is basically rod-shaped, it also appears 
club-shaped, spermlike, or needle-shaped. Bergey 
Manual uses the terms "pleomorphic" and "irregular" 
interchangeably. 

Metachromatic granules are distinct reddish- 
purple granules within cells that show up when the or- 
‘ganisms are stained with methylene blue. These gran- 
ules are considered to be masses of volutin, a 
polymetaphosphate, 

Palisade arrangement pertains to parallel 
arrangement of rod-shaped cells. This characteristic, 
also called “picket fence" arrangement, is common to 
many corynebacteria. 





PROCEDURE 

Prepare a slide of С. diphtheriae, using the proce- 
dure outlined in figure 13.1. It will be necessary to 
refer back to Exercise 12 for the smear preparation 
procedure. 
Materials: 

slant culture of avirulent strain of 

Corynebacterium diphtheriae 

‘methylene blue (Loetfler's) 

wash bottle 

bibulous paper 

After examining the slide, compare it with the pho- 
tomicrograph in illustration 1, figure 15.3 (page 66). 
Record your observations on Laboratory Report 11-14. 





A bacterial smear is stained with 
‘methylene blue for one minute. 














Water drops are carefully blotted 
off slide with bibulous paper. 











Figure Vi Procedure for simple staining 
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Capsular Staining 


Some bacterial cells are surrounded by a pronounced 
gelatinous or slimy layer called a capsule, There is con- 
siderable evidence to support the view that all bacteria 
have some amount of slime material surrounding their 
sells. In most instances, however, the layer is not of suf- 
ficient magnitude to be readily discernible. Although. 
some capsules appear to be made of glycoprotein, oth- 
ers contain polypeptides. All appear to be water-soluble. 

Staining the bacterial capsule cannot be accom- 
plished by ordinary simple staining procedures. The 
problem with trying to stain capsules is that if you pre- 
pare a heat-fixed smear of the organism by ordinary 
‘methods, you will destroy the capsule; and, if you do 
not heat-fix the slide, the organism will slide off the 
slide during washing. In most of our bacteriological 
studies our principal concern is simply to demonstrate 
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the presence or absence of a pronounced capsule. This 
сап be easily achieved by combining negative and 
simple staining techniques, as in figure 14. 





of Klebsiella pneumoniae, using the procedure out- 
lined in figure 14.1. 
Materials: 

36-48 hour milk culture of Klebsiella 

pneumoniae 

india ink 

crystal violet 

Observation: Examine the slide under ой im- 
‘mersion and compare your slide with illustration 2, 
figure 15.3 on page 66, Record your results on 
Laboratory Report 11-14, 
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Figure 14.1 Procedure for demonstration of capsule presence 
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In 1884 the Danish bacteriologist Christian Gram de- 
veloped a staining technique that separates bacteria 
into two groups: those that are gram-positive and 
those that are gram-negative. The procedure is based 
оп the ability of microorganisms to retain the purple 
color of crystal violet during decolorization with al- 
cohol. Gram-negative bacteria are decolorized by the 
alcohol, losing the purple color of crystal violet 
Gram-positive bacteria are not decolorized and re- 
main purple. After decolorization, safranin, a red 
counterstain, is used to impart а pink color to the de- 
colorized gram-negative organisms. 

Figure 15.1 illustrates the effects of the various 
reagents on bacterial cells at each stage in the 
process. Note that crystal violet, the primary stain, 
Causes both gram-positive and gram-negative organ. 
isms to become purple after 20 seconds of staining. 
When Gram's iodine, the mordant, is applied to the 
cells for one minute, the color of gram-positive and 
gram-negative bacteria remains the same: purple 
‘The function of the mordant here is to combine with 
crystal violet to form a relatively insoluble com- 
pound in the gram-positive bacteria. When the de- 
colorizing agent, 95% ethanol, is added to the cells 
for 10-20 seconds, the gram-negative bacteria are 
leached colorless, but the gram-positive bacteria re- 
main purple. In the final step a counterstain, 
safranin, adds a pink color to the decolorized gram- 
negative bacteria without affecting the color of the 
purple gram-positive bacteria. 

Of all the staining techniques you will use in the 
identification of unknown bacteria, Gram staining is, 
undoubtedly, the most important (ool you will use 
Although this technique seems quite simple, perform- 
ing it with a high degree of reliability is a goal that re- 
quires some practice and experience, Here are two 
suggestions that can be helpful: first, don't make your 
smears too thick, and second, pay particular attention 
to the comments in step 4 on the next page that pertain 
to decolorization. 

When working with unknowns keep in mind that 
old cultures of gram-positive bacteria tend to decol- 
оге more rapidly than young ones, causing them to 
appear gram-negative instead of gram-positive. For 
reliable results one should use cultures that are ap- 
proximately 16 hours old, Another point to remem- 
beris that some species of Bacillus tend to be gram- 
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Gram Staining 
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Figure 11 Color changes that occur at each stop in 
‘the gram-staining process 


variable; ie. sometimes positive and sometimes 
negative. 

During this laboratory period you will be pro- 
vided an opportunity to stain several different kinds of 
bacteria to see if you can achieve the degree of suc- 
cess that is required. Remember, if you don't master 
this technique now, you will have difficulty with your 
unknowns later. 


STAINING PROCEDURE 


Materials: 
slides with heat-fixed smears 
gram-staining kit and wash bottle 
bibulous paper 
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1. Cover the smear with crystal violet and let stand 
for 20 seconds. 

2. Briefly wash off the stain, using a wash bottle of 
distilled water. Drain off excess water. 

3. Cover the smear with Gram’s iodine solution and 
let it stand for one minute. (Your instructor may 
prefer only 30 seconds for this step.) 

4. Pour off the Gram's iodine and flood the smear 
with 95% ethyl alcohol for 10 to 20 seconds. 
‘This step is critical. Thick smears will require 
‘more time than thin ones. Decolorization has oc- 
curred when the solvent flows colorlessly from 
the slide. 


T as aram staining 
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Gram Staining • Exercise 15 


5. Stop action of the alcohol by rinsing the slide with 
‘water from wash bottle for a few seconds. 

6. Cover the smear with safranin for 20 seconds. 
(Some technicians prefer more time here.) 

7. Wash gently for a few seconds, blot dry with 
bibulous paper, and air-dry. 

8. Examine the slide under oil immersion, 


ASSIGNMENTS 
‘The organisms that will be used here for Gram stain- 
ing represent a diversity of form and staining charac- 
teristics. Some of the rods and cocci are gram-positive; 
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Exercise 15 © Gram Staining 


others are gram-negative. One rod-shaped organism is 
a spore-former and another is acid-fast. The challenge 
here is to make gram-stained slides of various combi- 
nations that reveal their differences. 


Materials: 
broth cultures of Staphylococcus aureus, 
Pseudomonas aeruginosa, and Moraxella 
(Branhamella) catarrhalis 
nutrient agar slant cultures of Bacillus 
megaterium and Mycobacterium smegmatis 


Mixed Organisms 1 (Triple Smear Practice Slides) 
Prepare three slides with three smears on each slide. 
Оп the left portion of each slide make a smear of 
Staphylococcus aureus. On the right portion of each 
Slide make a smear of Pseudomonas aeruginosa, In 
the middle of the slide make a smear that is a mixture 
of both organisms, using two loopfuls of each organ- 
ism. Be sure to flame the loop sufficiently to avoid 
contaminating cultures. 

Gram stain one slide first, saving the other two for 
later. Examine the center smear. If done properly, you 
should see purple cocci and pink rods as shown in il- 
lustration 3, figure 15.3. 

Call your instructor over to evaluate your slide. If 
the slide is improperly stained, the instructor will be 
able to tell what went wrong by examining all three 


smears, He or she will inform you how to correct 
your technique when you stain the next triple smear 
reserve slide. 

Record your results on Laboratory Report 15-18 
by drawing a few cells in the appropriate circle. 


Mixed Organisms Ш Make a gram-stained slide of 
а mixture of Bacillus megaterium and Moraxella 
(Branhamella) catarrhalis. 

‘This mixture differs from the previous slide in 
that the rods (B. megaterium) will be purple and the 
cocci (М.В. catarrhalis) will be large pink diplococci, 
See illustration 4, figure 15.3, 

As you examine this slide look for clear areas on 
the rods, which represent endospores. Since en- 
dospores are refractile and impermeable to crystal vi- 
olet they will appear as transparent holes in the cells. 

Draw a few cells in the appropriate circle on your. 
Laboratory Report sheet. 





Acid-Fast Bacteria To see how acid-fast mycobac- 
teria react to Gram's stain, make a gram-stained slide 
of Mycobacterium smegmatis. If your staining tech- 
nique is correct, the organisms should appear gram- 


positive. 
Draw a few cells in the appropriate circle on your. 
Laboratory Report sheet. 
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4. GRAM STAIN 
B. mogaterum and M. B. catarrhalis 




















Figure 15.3 Photomicrographs of representative staining techniques (8000x) 
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Spore Staining: 
Two Methods 


Species of bacteria, belonging principally to the gen- 
era Bacillus and Clostridium, produce extremely 
heat-resistant structures called endospores. In addi- 
tion to being heat-resistant, they are very resistant to 
many chemicals that destroy non-spore-forming bac- 
teria. This resistance to heat and chemicals is due pri- 
marily to a thick, tough spore coat. 

It was observed in Exercise 15 that Gram staining 
will not stain endospores. Only if considerable heat is ap- 
plied to a suitable stain can the stain penetrate the spore 
coat. Once the stain has entered the spore, however, it is 
not easily removed with decolorizing agents or water. 

‘Several methods are available that employ heat to 
provide stain penetration. However, since the 
Schaeffer-Fulton and Dorner methods are the princi- 
pal ones used by most bacteriologists, both have been 
included in this exercise. Your instructor will indicate 
which procedure is preferred in this laboratory. 
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ScHAEFFER-FULTON METHOD 
‘This method, which is depicted in figure 16.1, utilizes 
malachite green to stain the endospore and safranin to 
stain the vegetative portion of the cell. Utilizing this 
technique, a properly stained spore-former will have a 
green endospore contained in a pink sporangium. 
Ilustration 5, figure 15.3 on page 66 reveals what 
such a slide looks like under oil immersion. 

After preparing a smear of Bacillus megaterium, 
follow the steps outlined in figure 16.1 to stain the 
spores. 

Materials: 
24-36 hour nutrient agar slant culture of 
Bacillus megaterium 
electric hot plate and small beaker (25 ml size) 
spore-staining kit consisting of a bottle each of 
556 malachite green and safranin 








‘Cover smear wih smal piece of paper toweling and 
‘tural ман malachite green. Steam over boling 
ale for 5 minutes. Add additonal stan 1 stain Бой oft 








Ater he side has cooled уйдегу, remove the 
paper toweling and rinse with water or 30 seconde. 














amine side undar of immersion. 








5 Blot dry with bibulous paper and 
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Exercise 18 + Spore Staining: Two Methods 
DORNER METHOD Materials: 


The Dorner method for staining endospores produces 
a red spore within a colorless sporangium. Nigrosine 
is used to provide a dark background for contrast. The 
six steps involved in this technique are shown in fig- 
ше 16.2, Although both the sporangium and en- 
dospore are stained during boiling in step 3, the spo- 
rangium is decolorized by the diffusion of safranin 
molecules into the nigrosine. 


Prepare a slide of Bacillus megaterium that utilizes 
the Dorner method, Follow the steps in figure 16.2. 


nigrosine 

electric hot plate and small beaker (25 ml size) 

small test tube (10 X 75 mm size) 

test-tube holder 

24-36 hour nutrient agar slant culture of 
Bacillus megaterium 


LABORATORY REPORT 
After examining the organisms under oil immersion, 
draw a few cells in the appropriate circles on 
Laboratory Report 15-18, 
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Figure 16.2 The Dorner spore stain method 
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Acid-Fast Staining: 
Ziehl-Neelsen Method 


Most bacteria in the genus Mycobacterium contain 
considerable amounts of waxlike lipoidal material, 
which affects their staining properties. Unlike most 
other bacteria, once they are properly stained with 
carbolfuchsin, they resist decolorization with acid- 
alcohol. Since they are not easily decolorized they are 
said to be acid-fast. This property sets them apart 
from many other bacteria. 

‘This stain is used primarily in the identification of 
the tuberculosis bacillus, Mycobacterium tuberculo- 
sis, and the leprosy organism, Mycobacterium leprae. 
After decolorization, methylene blue is added to the 
organisms to counterstain any material that is not 
acid-fast; thus, a properly stained slide of a mixture of 
acid-fast organisms, tissue cells, and non-acid-fast 
bacteria will reveal red acid-fast rods with bluish tis- 
sue cells and bacteria. An example of acid-fast stain- 
ing is shown in illustration 6 of figure 15.3. 

‘The two organisms used in this staining exercise 
are Mycobacterium smegmatis, a nonpathogenic acid- 
fast rod found in soil and on external genitalia, and 
Staphylococcus aureus, a non-acid-fast coccus. 
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Materias: 

nutrient agar slant culture of Mycobacterium 

“smegmatis (48-hour culture) 

nutrient broth culture of S, aureus 

electric hot plate and small beaker 

acid-fast staining kit (carbolfuchsin, acid 

alcohol, and methylene blue) 

Smear Preparation Prepare a mixed culture smear 
by placing two loopfuls of S. aureus on a slide and 
transfering a small amount of М. smegmatis to the 
broth on the slide with an inoculating needle. Since 
the smegma bacilli are waxy and tend to cling to each 
other in clumps, break up the masses of organisms 
with the inoculating needle. After air-drying the 
smear, heat-fix it 
Staining Follow the staining procedure outlined in 
figure 17.1 
Examination Examine under oil immersion and 
compare your slide with illustration 6, figure 153 
Laboratory Report Record your results on 
Laboratory Report 15-18. 
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Figure 171 ZiehkNeelsen acid-fast staining procedure 
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In laboratories where large numbers of sputum, gas- 
tric washings, urine, and other body fluid samples are 
tested for pathogenic mycobacteria, fluorochrome 
‘acid-fast staining is used in conjunction with the 
Zichi-Neelsen technique. The advantage of using a 
fluorescence method is that fluorochrome-stained 
slides can be scanned under lower magnification 
While a Zichl-Neelsen prepared slide must be exam- 
ined under oil immersion (1000x magnification), 
fluorochrome-stained slides can be examined with 
60X or 100% magnification. In only a few minutes an 
entire fluorochrome prepared slide can be scanned. 
Because of this fact, many laboratories use this faster 
technique as a screening tool. When they encounter а 
positive slide with this method, they use a Zichl- 
Neelsen prepared slide as a means of confirmation 
‘The fact that dead or noncultivatable mycobacteria 
may fluoresce makes it necessary to use a confirma- 
tory technique. 

‘The Truant method of fluorochrome staining 
(figure 18.1) consists of staining smears with au- 
ramine-rhodamine for 20 minutes, decolorizing with 
acid-alcohol, and “counterstaining” with potassium 
permanganate. As soon as the slides are dry, they are 
examined with a fluorescence microscope. Bacteria 
that are acid-fast will fluoresce as yellow-orange rods 
in a dark field. Areas of fluorescence that show up 
during scanning can be examined more critically un- 
der high-dry or ой immersion. 

In this exercise you will stain a mixture of 
Staphylococcus aureus and Mycobacterium phlei by the 
‘Truant method, It will be examined with a fluorescence 
microscope. If the slide is prepared properly, only the 
acid-fast rod-shaped mycobacteria will fluoresce. 
Materials: 

broth culture of 5. aureus 

slant culture of M. phlei (Lowenstein-Jensen 

medium) 

auramine-rhodamine stain 

acid-alcohol (for fluorochrome staining) 

potassium permanganate (0.5% solution) 

microscope slides, inoculating loop, Bunsen 
‘burner, wash bottle 


Acid-Fast Staining: 
Fluorescence Method 


1. Prepare a mixed smear of S. aureus and M. phlei 
by adding a small amount of M. phlei to two loop- 
fuls of S. aureus on а clean slide. The organisms 
should be well dispersed on the slide by vigorous 
‘manipulation of the inoculating loop on the 
clumps of organisms. 

2. Allow the smear to air-dry completely. 

3. Flame-fix the slide over a Bunsen burner. Avoid 
overheating. 

In diagnostic work where pathogens are be- 
ing stained, the smear is usually heat-fixed on а 
slide warmer (65° C) for 2 hours. 

4. Cover the smear with auramine-rhodamine 

stain and let stand for 20 minutes at room 

temperature. 

Rinse off the stain with wash bottle, 

Decolorize with acid-aleohol (2.5% HCI in 70% 

ethanol) for 7-10 seconds. 

7. Rinse thoroughly with wash bottle. 

8. Cover the smear with potassium permanganate 
and let stand for 3 minutes. This solution elimi- 
mates background fluorescence ("quenching"). 
Although this step is often referred to as "coun- 
terstaining," in actuality itis not. Excessive coun- 
terstaining must be avoided because fluorescence 
will be completely eliminated. 

9. Rinse with water and air-dry. 


OBSERVATION 

‘The fluorescence microscope should be equipped 
with a BGI2 exciter filter and an ОСИ barrier filter. 
Scan the slide with the lowest magnification that is 
possible on the microscope, On some instruments this 
шау be high-dry, not low power. If high-dry is used, 
itis necessary to place a cover glass on the smear with 
immersion oil between the slide and cover glass. Be 
‘sure to use only ой that is specific for fluorescence 
viewing. 

‘Once you have located areas of fluorescence 
(yellow-orange spots), add oil and swing the oil im- 
‘mersion lens into position for more critical observa- 
tion. Record your results on Laboratory Report 15-18. 
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Figure 18.1 Fluorochrome acid-fast staining routine 
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When attempting to identify an unknown bacterium it 
is usually necessary to determine whether the mi- 
croorganism is motile, Although one might think that 
this determination would be easily arrived at, such is 
not always the case. For the beginner there are many 
‘opportunities to еп. 


Four METHODS 
For nonpathogens, there are two slide techniques that 
опе might use. For pathogens, one tube and one Petri 
plate method can be used. Each method has its advan- 
tages and limitations. The method you use will de- 
pend on which one is most suitable for the situation at 
hand. A discussion of each procedure follows, 


‘The Wet Mount Slide 
When working with nonpathogens, the simplest way to 
determine motility is to place a few loopfuls of the or- 
ganism on a clean slide and cover it with a cover glass. 
In addition to being able to determine the presence or 
absence of motility, this method is useful in determin- 
ing cellular shape (rod, coccus, or spiral) and arrange- 
‘ment (irregular clusters, packets, pairs, or long chains). 
A wet mount is especially useful if phase optics are 
used. Unlike stained slides that are heat-fixed for stain- 
ing, there is no distortion of cells on a wet mount. 
One problem for beginners is the difficulty of be- 
ing able to see the organisms on the slide. Since bac- 
teria are generally colorless and very transparent, the 
novice has to learn how to bring them into focus. 


‘The Hanging Drop Slide 

If it is necessary to study viable organisms on a mi- 
croscope slide for a longer period of time than is pos- 
sible with a wet mount, one can resort to a hanging 
drop slide. As shown in illustration 4 of figure 19.1, 
organisms are observed in a drop that is suspended 
under a cover glass in a concave depression slide. 
Since the drop lies within an enclosed glass chamber, 
drying out occurs very slowly. 





‘Tube Method 


When working with pathogenic microorganisms such as 
the typhoid bacillus, it is too dangerous to attempt to de- 
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termine motility with slide techniques. А much safer 
method is to culture the organisms in a special medium 
that can demonstrate the presence of motility. The pro- 
‘cedures to inoculate a tube of semisolid or SIM medium 
that can demonstrate the presence of motility. Both me- 
dia have a very soft consistency that allows motile bac- 
teria to migrate readily through them causing cloudiness. 
Figure 192 illustrates the inoculation procedure, 


Soft Agar Plate Method 

Although the tube method is the generally accepted 
procedure for determining motility of pathogens, itis 
often very difficult for beginners to interpret. Richard 
Roller at the University of Iowa suggests that incu- 
bating a Petri plate of soft agar that has been stab in- 
‘culated with a motile organism will show up motil- 
ity more clearly than an inoculated tube. This method 
will also be tried here in this laboratory period, 


First PERIOD 

‘During the first period you will make wet mount and 
hanging drop slides of two organisms: Proteus vul- 
garis and Micrococcus luteus, Tube media (semisolid 
‘medium or SIM medium) and a soft agar plate will 
also be inoculated. The media inoculations will have 
to be incubated to be studied in the next period. 
Proceed as follows: 


Materials: 
microscope slides and cover glasses 


depression slide 

2 tubes of semisolid or SIM medium 

1 Petri plate of soft nutrient agar (20-25 ml of 
soft agar per plate) 

nutrient broth cultures of Micrococcus luteus 
and Proteus vulgaris (young cultures) 

inoculating loop and needle 

Bunsen burner 


‘Wet Mounts Prepare wet mount slides of each of 
the organisms, using several loopfuls of the organism 
‘on the slides. Examine under an oil immersion objec- 
tive. Observe the following guidelines: 
* Use only scratch-free, clean slides and cover 
glasses, This is particularly important when using 
phase-contrast optics. 
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Vaseline 


‘The completed preparation can be examined 
under ой immersion, 








Figure 10.1 The hanging drop slide 


Motility Determination * 


+ Label each slide with the name of the organism. 

= By manipulating the diaphragm and voltage con- 
trol, reduce the lighting sufficiently to make the 
organisms visible. Unstained bacteria are very 
transparent and difficult to see. 

+ For proof of true motility, look for directional 
movement that is several times the long dimen- 
sion of the bacterium. The movement will also oc- 
cur in different directions in the same field. 

= Ignore Brownian movement. Brownian move- 
‘ment is vibrational movement caused by invisible 
molecules bombarding bacterial cells. If the only 
‘movement you see is vibrational and not direc- 
tional, the organism is nonmotile. 

+ Ifyou see only a few cells exhibiting motility, con- 
sider the organism to be motile, Characteristically, 
only a few of the cells will be motile at a given 
‘moment. 

* Don't confuse water current movements with 
true motility. Water currents are due to capillary 
action caused by temperature changes and dry- 
ing out. All objects move in a straight line in one 
direction. 

= And, finally, always examine a wet mount imme- 
diately, once it has been prepared, because motil- 
ity decreases with time after preparation. 


Exercise 19 


Hanging Drop Slides By referring to figure 19.1 
prepare hanging drop slides of each organism. Be sure 
to use clean cover glasses and label each slide with a 
china marking pencil. When placing loopfuls of or- 
ganisms on the cover glass, be sure to flame the loop 
between applications. Once the slide is placed on the 
microscope stage, do as follows: 


1. Examine the slide first with the low-power objec- 
tive. If your microscope is equipped with an auto- 
‘matic stop, avoid using the stop; instead, use the 
coarse adjustment knob for bringing the image 
into focus. The greater thickness of the depression 
slide prevents one from being able to focus at the 
stop point, 

2. Once the image is visible under low power, swing 
the high-dry objective into position and readjust 
the lighting. Since most bacteria are drawn to the 
edge of the drop by surface tension, focus near 
the edge of the drop. 

3. If your microscope has phase-contrast optics, 
switch to high-dry phase. Although a hanging 
drop does not provide the shallow field desired 
or phase-contrast, you may find that it works 
fairly well. 

4. Ifyou wish to use oil immersion, simply rotate the 
high-dry objective out of position, add immersion 
oil to the cover glass, and swing the ой immersion 
lens into position. 
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5. Avoid delay in using this setup. Water of conden- 
sation may develop to decrease clarity and the or- 
ganisms become less motile with time. 

6. Review ай the characteristics of bacterial motility 
that are stated on pages 72 and 73 under wet 
mounts. 


Tube Method Inoculate tubes of semisolid or SIM 
media with each organism according to the following 
instructions: 


1. Label the tubes of semisolid (or SIM) media with 
the names of the organisms. Place your initials on. 
the tubes, also. 

2. Flame and cool the inoculating needle, and insert it 
into the culture after flaming the neck of the tube. 

3, Remove the cap from the tube of medium, flame 

the neck, and stab it % of the way down to the bot- 

tom, as shown in figure 19.2. Flame the neck of the 
tube again before returning the cap to the tube. 

Repeat steps 2 and 3 for the other culture, 

Incubate the tubes at room temperature for 24 to 

48 hours. 


Plate Method Mark the bottom of a plate of soft 
agar with two one-half inch circles about one inch 
apart. Label one circle ML and the other PV. These 
circles will be targets for your culture stabs. Put your 
initials on the plate also, 


Using proper aseptic techniques, stab the medium in 
the center of the ML circle with M. luteus and the cen- 
ter of the other circle with Р. vulgaris, Incubate the 
plate for 24 to 48 hours at room temperature. 


SECOND PERIOD 


Assemble the following materials that were inocu- 
lated during the last period and incubated. 


Materials: 
culture tubes of motility medium that have been 
incubated 
inoculated Petri plate that has been incubated 


‘Compare the two tubes that were inoculated with 
М. luteus and Р. vulgaris. Look for cloudiness as evi- 
dence of motility. Proteus should exhibit motility. 
Does it? Record your results on the Laboratory 
Report. 

‘Compare the appearance of the two stabs in the 
soft agar, Describe the differences that exist in the two 
stabs. 

Does the plate method provide any better differ- 
entiation of results than the tube method? 


LABORATORY REPORT 
Complete the Laboratory Report for this exercise. 
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Figure 19.2 Stab technique for motility test 
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Culture Methods 


All nutritional types are represented among the protists. This diver- 
sity requires a multiplicity of culture methods. An attempt has been 
made in this unit to present those techniques that have proven 
most successful for the culture of autotrophic and heterotrophic 
bacteria, molds, and slime molds. 

The first four exercises (20, 21, 22, and 23) pertain to basic. 
techniques applicable to both autotrophs and heterotrophs. The 
other four exercises are concerned with the culture of specific 
types. In performing the last four experiments, you should be just 
аз concerned with understanding the growth conditions as with the 
successful growth of a particular isolate. For example, the use of 
an enrichment medium, such as in Exercise 27 (Anaerobic 
Phototrophic Bacteria), has direct application in the culture of many 
other autotrophic bacteria as well. 

This unit culminates the basic techniques phase of this course. 
А thorough understanding of microscopy, slide techniques, and 
culture methods provides a substantial foundation for the remain- 
der of the exercises in this manual. If independent study projects 
are to be pursued as a part of this course, the completion of this 
unit will round out the background knowledge and skills for such 
work. 
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From now on, most ofthe laboratory experiments in 
this manual will utilize bacteriological media. In 
‘most instances it will be provided for you. However, 
circumstances may arise when you will need some 
special medium that is not already prepared, and it 
will be up to you to put it together. It is for situations 
like this that the information in this exercise will be 
useful. 

‘The first portion of this exercise pertains to the 
different types of media and how they relate to the 
needs of microorganisms. The last part of the exercise 
pertains to the actual mechanics of making up a batch 
of medium. Whether you will be provided an оррог- 
tunity to prepare some media during a designated lab- 
oratory period will depend on the availability of time 
and classroom needs. Your instructor will indicate 
how this exercise is to be used. 


MEDIA CONSISTENCY 


A microbiological medium (media, plural) is the food 
that we use for culturing bacteria, molds, and other 
microorganisms, It can exist in three consistencies: 
liquid, solid, and semisolid. If you have performed all 
of the exercises in Part 3, you are already familiar 
with all of them. 

Liquid media include nutrient broth, citrate 
broth, glucose broth, litmus milk, etc. These media 
are used for the propagation of large numbers of or- 
ganisms, fermentation studies, and various other 
tests, 

Solid media are made by adding a solidifying 
agent, such as agar, gelatin, ог silica gel, to a liquid 
medium. A good solidifying agent is one that is not 
utilized by microorganisms, does not inhibit bacterial 
growth, and does not liquefy at room temperature. 
‘Agar and silica gel do not liquefy at room temperature 
and are utilized by very few organisms. Gelatin, on 
the other hand, is hydrolyzed by quite a few organ- 
isms and liquefies at room temperature. 

Nutrient agar, blood agar, and Sabouraud's agar 
мге examples of solid media that are used for devel- 
oping surface colony growth of bacteria and molds. 
As we will see in the next exercise, the develop- 
‘ment of colonies on the surface of a medium is ез- 
sential when trying to isolate organisms from mixed 
cultures. 
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Culture Media Preparation 


Semisolid media fallin between liquid and solid 
media, Although they are similar to solid media in that 
they contain solidifying agents such as agar and 
gelatin, they are more jellylike due to lower percent- 
ages of these solidifiers. These media are particularly 
useful in determining whether certain bacteria are 
motile (Exercise 19). 


NUTRITIONAL NEEDS OF BACTERIA 
Before one can construct a medium that will 
achieve a desired result in the growth of organisms, 
one must understand their basic needs. Any medium 
that is to be suitable for a specific group of organ- 
isms must take into account the following seven 
factors: water, carbon, energy, nitrogen, minerals, 
growth factors, and pH. The role of each one of 
these factors follows. 


Water Protoplasm consists of 70% to 85% water. 
‘The water in a single-celled organism is continuous 
with the water of its environment, and the molecules 
pass freely in and out of the cell, providing a vehicle 
for nutrients inward and secretions or excretions out- 
ward, All the enzymatically controlled chemical reac- 
tions that occur within the cell occur only in the pres- 
‘ence of an adequate amount of water. 

‘The quality of water used in preparing media is 
important. Hard tap water, high in calcium and mag- 
nesium ions, should not be used. Insoluble phosphates 
of calcium and magnesium may precipitate in the 
presence of peptones and beef extract. The best policy 
is to always use distilled water. 


Carbon Organisms are divided into two groups 
with respect to their sources of carbon. Those that can 
utilize the carbon in carbon dioxide for synthesis of 
all cell materials are called autotrophs. If they must 
have one or more organic compounds for their carbon 
source, they are called heterotrophs. In addition to or- 
‘ganic sources of carbon, the heterotrophs are also de- 
pendent on carbon dioxide. If this gas is completely 
excluded from their environment, their growth is 
‘greatly retarded, particularly in the early stages of 
starting a culture, 

‘Specific organic carbon needs are as diverse as 
the organisms themselves, Where one organism may 
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require only a single simple compound such as acetic 
acid, another may require a dozen or more organic nu- 
шеш» of various degrees of complexity. 


Energy Organisms that have pigments that enable 
them to utilize solar energy are called photoautotrophs 
(photosynthetic autotrophs). Media for such organisms 
will not include components to provide energy. 

 Autotrophs that cannot utilize solar energy but are 
able to oxidize simple inorganic substances for energy 
are called chemoautotrophs (chemosynthetic au- 
totrophs), The essential energy-yielding substance for 
these organisms may be as elemental as nitrite, nitrate, 
or sulfide. 

Most bacteria fall into the category of chemo- 
heterotrophs (chemosynthetic heterotrophs) that re- 
‘quire an organic source of energy, such as glucose or 
amino acids. The amounts of energy-yielding ingredi- 
ents in media for both chemosynthetic types is on the 
order of 0.5%. 

А small number of bacteria are classified as pho- 
toheterotrophs (photosynthetic heterotrophs). These 
‘organisms have photosynthetic pigments that enable 
them to utilize sunlight for energy. Their carbon 
source must be an organic compound such as alcohol, 


Nitrogen Although autotrophic organisms can uti- 
lize inorganic sources of nitrogen, the heterotrophs 
get their nitrogen from amino acids and intermediate 
Protein compounds such as peptides, proteoses, and 
peptones. Beef extract and peptone, as used in nutri- 
ent broth, provide the nitrogen needs for the het- 
erotrophs grown in this medium. 


‘Minerals АШ organisms require several metallic el- 
ements such as sodium, potassium, calcium, magne- 
sium, manganese, iron, zinc, copper, phosphorus, and 
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Culture Media Preparation = Exercise 20 
cobalt for normal growth. Bacteria are no exception. 
‘The amounts required are very small. 


Growth Factors Any essential component of cell 
material that an organism is unable to synthesize 
from its basic carbon and nitrogen sources is classi- 
fied as being a growth factor. This may include cer- 
tain amino acids or vitamins. Many heterotrophs are 
satisfied by the growth factors present in beef extract 
of nutrient broth. Most fastidious pathogens require 
enriched media such as blood agar for ample growth 
factors, 


Hydrogen Ion Concentration The growth of or- 
‘ganisms in a particular medium may be completely 
inhibited if the pH of the medium is not within cer- 
tain limits. The enzymes of microorganisms are 
greatly affected by this factor. Since most bacteria 
grow best around pH 7 or slightly lower, the pH of 
nutrient broth should be adjusted to pH 68. 
Pathogens, on the other hand, usually prefer a more 
alkaline pH. Trypticase soy broth, a suitable 
‘medium for the more fastidious pathogens, should 
be adjusted to pH 7.3. 


EXACT COMPOSITION MEDIA 
Media can be prepared to exact specifications so that 
the exact composition is known, These media are gen- 
erally made from chemical compounds that аге highly 
purified and precisely defined. Such media are read- 
ily reproducible. They are known as synthetic media. 
Media such as nutrient broth that contain ingredients 
of imprecise composition are called nonsynthetic 
‘media, Both the beef extract and peptone in nutrient 
broth are inexact in composition. 

















Figure 20.1 Basie supplies and equipment needed for 
making up a batch of medium. 








Figure 20.2 Correct amount of dehydrated medium is 
weighed on balance. 
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Exercise 20 + Culture Media Preparation 

SPECIAL MEDIA dehydrated medium in water, adjust the pH, dispense 


‘Two kinds of special media that will be widely used in 
this manual are selective and differential media. 

Selective media are media that allow only certain 
types of organisms to grow in or on them because of 
(1) the absence of certain critical nutrients that make 
it unfavorable for most, but not all, organisms, ог 
(2) the presence of inhibitory substances that prevent 
certain types of organisms to grow on them. The in- 
hibitory substance may be salt (NaC), acid, a toxic 
chemical (crystal violet), an antibiotic (streptomycin), 
ог some other substance. 

Differential media are media that contain sub- 
stances that cause some bacteria to take on a different 
appearance from other species, allowing one to dif- 
ferentiate one species from another. 

1а some cases media have been formulated that 
are both selective and differential. A good example is 
Levine EMB agar, which is used to determine the 
presence of coliforms in water analysis (Exercise 63). 


DEHYDRATED MEDIA 
Until around 1930, the laboratory worker had to spend 
а good deal of time preparing laboratory media from 
various raw materials. If a medium contained five or 
six ingredients, it was not only necessary to measure 
the various materials, but, also, in many instances, to 
fabricate some of the components such as beef extract 
ог veal infusion by long tedious cooking methods. 
Today, dehydrated media have revolutionized media 
preparation techniques in much the same way that 
commercial cake mixes have taken over in the 
kitchen. For most routine bacteriological work, media 
preparation has been simplified to the extent that all 
that is necessary is to dissolve a measured amount of 


into tubes, and sterilize. In many cases pH adjustment 
is not even necessary. 


MEDIA PREPARATION ASSIGNMENT 
In this laboratory period you will work with your lab- 
oratory partner to prepare tubes of media that will be 
used in future laboratory experiments. Your instructor 
will indicate which media you are to prepare. Record 
inthe space below the number of tubes of specific me- 
dia that have been assigned to you and your partner. 

nutrient broth 

nutrient agar pours 

nutrient agar slants 

other 

Several different sizes of test tubes are used for 
‘media, but the two sizes most generally used are either 
16 mm or 20 mm diameter by 15 cm long. Select the 
correct size tubes first, according to these guidelines: 


Large tubes (20 mm dia): Use these test tubes 
for all pours: ie, nutrient agar, Sabourand's 
agar, EMB agar, etc. Pours are used for 
filling Petri plates. 

Small tubes (16 mm dia): Use these tubes for all 
broths, deeps, and slants. 


If the tubes are clean and have been protected 
from dust or other contamination, they can be used 
without cleaning. If they need cleaning, scrub out the 
insides with warm water and detergent, using a test- 
tube brush. Rinse twice, first with tap water, and 

nally with distilled water to rid them of all traces of 
detergent. Place them in a wire basket or rack, in- 
verted, so that they can drain, Do not dry with a towel. 




















d 








Figure 20.3 Dehydrated medium is dissolved in a mea- 
‘sured amount of distilled water. 
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Figure 20.4 Wmedium contains agar, t must be brought 
to a boll to bring agar into solution. 
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‘The amount of medium you make for a batch should 
be determined as precisely as possible to avoid short- 
age or excess 


Materials: 
graduate, beaker, glass stirring rod 
bottles of dehydrated media 
‘Bunsen burner and tripod, or hot plate 


1. Measure the correct amount of water needed to 


‘make up your batch, The following volumes ге- 
quired per tube must be taken into consideration: 


CINQUE NE .d2ml 
г> УИНН НЕК ОКИ НӨ т 
N SRS таа тоа Ш 
Е С 
broths with fermentation tubes > 5-7 


2. Consult the label on the bottle to determine how 
‘much powder is needed for 1,000 ml and then de- 
termine by proportionate methods how much you 
need for the amount of water you are using. 
Weigh this amount on a balance and add it to the 
beaker of water. If the medium does not contain 
agar, the mixture usually goes into solution with- 
ош heating. 

3. If the medium contains agar, heat the mixture 
over a Bunsen burner (figure 20.4) or on an elec- 
tric hot plate until it comes to a boil. To safe- 
guard against water loss, before heating, mark 
the level of the top of the medium on the side of 
the beaker with a china marking pencil. As soon 
as it “froths up,” turn off the heat. If an electric 
hot plate is used, the medium must be removed 
from the hot plate or it will boil over the sides of 
the container. 
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Caution: Be sure to keep stirring from the bottom 
‘with a glass stirring rod so that the medium does 
not char on the bottom of the beaker. 

4 Check the level of the medium with the mark on the 
beaker to note if any water has been lost. Add suffi- 
cient distilled water as indicated. Keep the temper- 
ature of the medium at about 60° C to avoid solidi- 
fication, The medium will solidify at around 40° C. 


Adjusting the pH 

Although dehydrated media contain buffering agents 
to keep the pH of the medium in a desired range, the 
pH of a batch of medium may differ from that stated 
onthe label of the bottle. Before the medium is tubed, 
therefore, one should check the pH and make any nec- 
essary adjustments. 

If a pH meter (figure 20.5) is available and al- 
ready standardized, use it to check the pH of your 
‘medium. Ifthe medium needs adjustment use the bot- 
Чез of HCI and NaOH to correct the pH. If no meter 
is available pH papers will work about as well. Make 
pH adjustment as follows: 

Materials: 

beaker of medium 

acid and base kits (dropping bottles of IN and 

0.IN НС and NaOH) 

glass stirring rod 

pH papers 

РН meter (optional) 

1. Dip a piece of pH test paper into the medium to 
determine the pH of the medium. 

2. Ifthe pH is too high, add a drop or two of HCI to 

lower the pH. For large batches use IN HCI, Ifthe 

pH difference is slight, use the ОЛМ HCI. Use a 

glass stirring rod to mix the solution as the drops. 

are added. 











figure 20.5 The hydrogen ion concentration of a 
medium must be adjusted to its recommended pH. 





Figure 20.6 Ап automatic pipetting machine wil deliver 
precise amounts of media at a controlled rato. 





79 





Î Sensor: Merebiologieal Г о. сане мобов 


Oe Metri 
Арсыз Lab Manual Preparation Companies, 200 
ght Elton 

Exercise 20 * Culture Media Preparation 


3. If the pH is too low, add NaOH, one drop at a 
time, to raise the pH. For slight pH differences, 
use ОЛМ NaOH; for large differences use 1N 
NaOH. Use a glass stirring rod to mix the solution 
as the drops are added. 


FILLING THE TEST TUBES 

Once the pH of the medium is adjusted it must be dis- 
pensed into test tubes. If an automatic pipetting ma- 
chine is to be used, as shown in figure 20.6, it will have 
to be set up for you by your instructor. These machines 
сап be adjusted to deliver any amount of medium at 
any desired speed. When large numbers of tubes are to 
be filled, the automatic pipetting machine should be 
used. For smaller batches, the funnel method shown in 
figure 20.7 is adequate. Use the following procedure 
‘when filling tubes with a funnel assembly. 


Materials: 
ring stand assembly 
funnel assembly (glass funnel, rubber tubing, 
hose clamp, and glass tip) 
graduate (small size) 


1. Fill one test tube with a measured amount of 

medium. This tube will be your guide for filling 

the other tubes. 

Fill the funnel and proceed to fill the test tubes to 

the proper level, holding the guide tube alongside 

of each empty tube to help you to determine the 

amount to allow into each tube. 

3, Keep the beaker of medium over heat if it con- 
tains аш. 

4. If fermentation tubes are to be used, add one to 
each tube at this time with the open end down. 





Capping the Tubes 
‘The last step before sterilization is to provide a clo- 
sure for each tube. Plastic (polypropylene) caps are 
suitable in most cases. All caps that slip over the tube 
end have inside ridges that grip the side of the tube 
and provide an air gap to allow steam to escape dur- 
ing sterilization. If you are using tubes with plastic 
screw-caps, the caps should not be screwed tightly be- 

instead, each one must be left partly 





Tf no slip-on caps of the correct size are available, 
it may be necessary to make up some cotton plugs. А 
properly made cotton plug should hold firmly in the 
tube so that it is not easily dislodged. 


Sterilization 
As soon as the tubes of media have been stoppered 
they must be sterilized, Organisms on the walls of the 
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are adequate for filing small batches of tubes. 


clave for 20 to 30 minutes at 15 psi steam pressure. 
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tubes, in the distilled water, and in the dehydrated 
medium will begin to grow within a short period of 
time at room temperature, destroying the medium. 

Prior to sterilization, the tubes of media should be 
placed in a wire basket with a label taped on the out- 
side of the basket. The label should indicate the type 
of medium, the date, and your name. 

‘Sterilization must be done in an autoclave. The 
following considerations are important in using an au- 
toclave: 


* Check with your instructor on the procedure to be 
used with your particular type of autoclave. 
Complete sterilization occurs at 250° F (121.6° 
С). To achieve this temperature the autoclave has 
to develop 15 pounds per square inch (psi) of 
steam pressure, To reach the correct temperature 
there must be some provision in the chamber for 
the escape of air, On some of the older units it is 
necessary to allow the steam to force air out 
through the door before closing it. 

* Don't overload the chamber. One should not at- 
tempt to see how much media can be packed into 
it. Provide ample space between baskets of media 
to allow for circulation of steam. 

+ Adjust the time of sterilization to the size of load. 
‘Small loads may take only 10 to 15 minutes, An 


n 
amoris 201 


Culture Media Preparation = Exercise 20 
autoclave full of media may require 30 minutes 
for complete sterilization. 


After Sterilization 

Slants If you have a basket of tubes that are to be 
converted to slants, it is necessary to lay the tubes 
down in a near-horizontal manner as soon as they are 
removed from the autoclave. The easiest way to do this 
is to use a piece of rubber tubing (1/27 dia) to support 
the capped end of the tube as it rests on the countertop. 
Solidification should occur in about 30-60 minutes. 


Other Media Tubes of broth, agar deeps, nutrient 
gelatin, ete., should be allowed to cool to room tem- 
perature after removal from the autoclave. Once they 
have cooled down, place them in a refrigerator or 
cold-storage room. 

Storage If tubes of media are not to be used imme- 
diately, they should be stored in a cool place. When 
stored for long periods of time at room temperature 
‘media tend to lose moisture. At refrigerated tempera- 
tures media will keep for months 


LABORATORY REPORT 
‘Complete the Laboratory Report for this exercise. 
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When we try to study the bacterial flora of the body, 
soil, water, food, or any other part of our environ: 
ment, we soon discover that bacteria exist in mixed 
populations. It is only in very rare situations that 
they occur as а single species. To be able to study 
the cultural, morphological, and physiological char- 
acteristics of an individual species, it is essential, 
first of all, that the organism be separated from the 
other species that are normally found in its habitat; 
in other words, we must have a pure culture of the 
microorganism. 

Several different methods of getting a pure cul- 
ture from a mined culture are available to us The two 
"most frequently used methods involve making а 
streak plate or a pour plate. Both plate techniques in- 
Volve thinning the organisms зо that the individual 
Species can be selected from the others. 

Tn this exercise you will have an opportunity to 
use both methods in an attempt to separate three dis- 
tinct species from a tube that contains a mixture. The 
principal difference between the three organisms will 
be their colors: Serratia marcescens is red, 
Micrococcus Шеш is yellow, and Escherichia coli is 
white. If Chromobacterium violaceum is used in place 
SEM, luteus, the three colors will be red, white, and 
purple. 


STREAK PLATE METHOD 


For economy of materials and time, this method is 
best. It requires a certain amount of skill, however, 
which is forthcoming with experience. A properly ex- 
есшей streak plate will give as good an isolation as is 
desired for most work. Figure 21.1 illustrates how 
colonies of a mixed culture should be spread out on a 
properly made streak plate. The important thing is to 
produce good spacing between colonies. 
Materials: 
electric hot plate (or tripod and wire gauze) 
Bunsen burner and beaker of water 
wire loop, thermometer, and china marking 
pencil 
1 nutrient agar pour and 1 sterile Petri plate 
1 mixed culture of Serratia marcescens, 
Escherichia coli, and Micrococcus luteus 
(ог Chromobacterium violaceum) 


Figure 21.1 
Colonies of three colors (red, white, and yellow), you will 
have a plato suitable for subculturing. 
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Pure Culture Techniques 


If your streak plato reveals woll-slated 





Prepare your tabletop by disinfecting its surface 
with the disinfectant that is available in the labo- 
ratory (Roccal, Zephiran, Betadine, еіс). Use а 
sponge to scrub it clean. 

Label the bottom surface of a sterile Petri plate 
with your name and date. Use a china marking 
pencil 

Liquefy a tube of nutrient agar, cool to 50° C, and 
pour the medium into the bottom of the plate, fol- 
lowing the procedure illustrated in figure 21.2. Be 
sure to flame the neck of the tube prior to pouring 
to destroy any bacteria around the end of the tube. 

After pouring the medium into the plate, gen- 
Чу rotate the plate so that it becomes evenly dis- 
tributed, but do not splash any medium up over 
the sides, 

Agar-agar, the solidifying agent in this 
‘medium becomes liquid when boiled and resolid- 
ifies at around 42° C. Failure to cool it prior to 
pouring into the plate will result in condensation 
of moisture on ihe cover. Any moisture on the 
cover is undesirable because if it drops down on 
the colonies, the organisms of one colony can 
spread to other colonies, defeating the entire iso- 
lation technique, 
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4. Streak the plate by one of the methods shown in 
figure 214. Your instructor will indicate which 5. 
technique you should use. 

Caution: Be sure to follow the routine in figure 21.3 
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Pure Culture Techniques © Exercise 21 
for getting the organism out of culture. 

Incubate the plate in an inverted position at 25° С 
Tor 24-48 hours. By incubating plates upside down, 
the problem of moisture on the cover is minimized. 





1  Liuety a nutrient agar pour by boiling for 5 
nates 





Cool down the nutrient agar pour to 50° О by pouring 
fff some of tns hot water and adding со water 10 Pe 
Beaker Hold af 50° C tor 5 minutes. 














‘pen end of 





р trom the tube and name the 
vibe. 


3 4 














Pour the contents of the tube into the bottom of 
"he Petr plate ала sw п го sod. 








Figure 21.2 Procedure for pouring an agar plato for streaking 
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Figure 272 Routine for inoculating a Petri plate 
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QUADRANT STREAK 
(Method A) 

1. Streak one looptui ot organisms over Area 1 near edge of 

е pae. Apply е loop ight. Dont gouge into the medium. 

2. Flame the lop, cool 5 seconds, and make 5 of 6 streaks 

"om Аа Y through Area 2 Momentary Touching he loop o 

а loro area ofthe medium befor streaking insures а col 





4. Flame the Бор again and make as many streaks as 
possible rom Ата 3 rto Area 4, using up the remainder 
“ке рше suco. 


5. Flame the lop before puting R aside. 





QUADRANT STREAK 
(Method B) 

^. Streak опо loop ot organisms back and forth over Area 1, 

аппа at point designated by "s". Apply Бор ту Dont 

ouge into the median. 

2. Flame the ор, cool 5 seconds and touch the medium in 

“starie ата momentary to insure coolness. 

3. Rotate tha dih 90 degrees while keeping the dish closed. 

Break Ата 2 wit several back and fori stokes, hing he. 

original streak a юн mos. 

4. Fame the loop again. Rotate the dish and streak Ата 3 

‘Several imas, Ning last area several tmas. 

5. Flame the loop, cool, and rotate the dish 90 degrees again. 

Streak Area 4, contacting Area 3 several imes and drag out he 

‘ure ав ated. 


в. Flame the loop before putting К азе. 











RADIANT STREAK 


1. Spread a lopful ol organisms in small area near the edge 
ithe plate in Аа 1 Dont gouge medium. 


2. Fiame the оор and alow о cool for 5 seconde. Touching 
sterio area of ho medum wil wure coolness. 


3. From the edge of Area 1 make 7 or 8 straight streaks to the 
‘Soporte side of he pae. 


4. Flame he lop again, cool itsuficientiy and cross 
‘rene over the ict seni, starting near Area 1- 


5. Flame the lop again betore puting i aside. 








CONTINUOUS STREAK 


4. String at he edge of the plate (Area A) with a корм of 
organisma, spread the organisme in a single continuous 
movement o the center of he plate. Use ight pressure and 
avoid gouging he тейит. 

2. Rotate the piate 180 degrees so that tha uninoculated 
porton ofthe plate а away fom you. 

3. Whout Naming loop, and using the same face of the loop, 
Continue streaking the ober һай ofthe piate by string at Area B. 
and working toward the center. 


4. Flame your вор betore puting it asida. 








Figure 21.4 Four different streak techniques 
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Pour PLATE METHOD 
(Loop Dilution) 


‘This method of separating one species of bacteria 
from another consists of diluting out one loopful of 
organisms with three tubes of liquefied nutrient agar 
їп such a manner that one of the plates poured will 
have an optimum number of organisms to provide 
good isolation. Figure 21.5 illustrates the general pro- 
cedure, One advantage of this method is that it re- 
quires somewhat less skill than that required for a 
good streak plate; a disadvantage, however, is that it 
requires more media, tubes, and plates. Proceed as 
follows to make three dilution pour plates, using the 
same mixed culture you used for your streak plate. 
‘Materials: 

mixed culture of bacteria 

3 nutrient agar pours 

3 sterile Petri plates 

electric hot plate 

beaker of water 

thermometer 

inoculating loop and china marking pencil 


1. Label the three nutrient agar pours I, П, and Ш 
with a marking pencil and place them in a beaker 


‘of water on an electric hot plate to be liquefied. To 
save time, start with hot tap water if itis available. 

2. While the tubes of media are being heated, label 
the bottoms of the three Petri plates 1, П, and Ш. 

3. Cool down the tubes of media to 50° C, using 
the same method that was used for the streak 
plate. 

4, Following the routine in figure 21.5, inoculate 
tube I with one loopful of organisms from the 
mixed culture. Note the sequence and manner of 
handling the tubes in figure 21.6. 

5. Inoculate tube П with one loopful from tube I af- 
ter thoroughly mixing the organisms in tube I by 
shaking the tube from side to side or by rolling the 
tube vigorously between the palms of both hands. 
Do not splash any of the medium up onto the 
tube closure. Return tube Ito the water bath. 

6. Agitate tube II to completely disperse the organ- 
isms and inoculate tube Ш with one loopful from 
tube IL. Return tube II to the water bath. 

7. Agitate tube Ш, flame its neck, and pour its con- 
tents into plate Ш. 

8, Flame the necks of tubes I and П and pour their 
contents into their respective plates. 

9. After the medium has completely solidified, incu- 
bate the inverted plates at 25° C for 24-48 hours. 





Хэ 


MIXED 
CULTURE 








one соры, one соры 








Figure 21.5 Three steps in tho loop dilution technique for separating out organisms 
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М 





ours, cool ta 80° С, and let репе he organisme, lame the 
Sand for 10 minutos. op and necks of ho tubes. 





1 Liooty tree nutrient agar 2 Aer shaking the curs to dis- 








Fam the oop and the necks of Replace the caps on the tubes and Disperse the organisms in tube | 
Both tubes. etim be cultu tothe lest abe y shaking the tube orroling i 
rack tween the palms. 





" 





Transtar one cop fom tube Ho. ter shaking бе II and Pour the inoculated pours into 
‘ube 1. Ratum ube to the water ‘wansfring опе кори to tube ‘thelr respective Ptr plates. 
ban. Tl тате tho песка of each be. 

















Figure 21.8 Tube-handling procedure in making inoculations for pour plates 
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EVALUATION OF THE TWO 
METHODS 

‘After 24 to 48 hours of incubation examine all four 
Petri plates. Look for colonies that are well isolated 
from the others. Note how crowded the colonies ap- 
pear on plate Las compared with plates I and Ш. Plate 
Twill be unusable. Either plate II or Ш will have the 
‘most favorable isolation of colonies. Can you pick out 
three well-isolated colonies on your best pour plate 
that are white, yellow, and red? 

Draw the appearance of your streak plate and 
pour plates on the Laboratory Report. 


SUBCULTURING TECHNIQUES 
‘The next step in the development of a pure culture is 
to transfer the organisms from the Petri plate to a tube 
of nutrient broth or a slant of nutrient agar. After this 
subculture has been incubated for 24 hours, a stained 
slide of the culture can be made to determine if a pure 
culture has been achieved. When transferring the or- 
ganisms from the plate, an inoculating needle 
(straight wire) is used instead of the wire loop. The 
needle is inserted into the center of the colony where 
there is a greater probability of getting only one 
species of organism. Use the following routine in sub- 
culturing out the three different organisms. 


‘Materials: 
3 nutrient agar slants 
inoculating needle 
Bunsen burner 

1. Label one tube S. marcescens, another E. coli, and 
the third М. luteus ог С. violaceum. 

2. Selecta well-isolated red colony on either the streak 
plate or pour plate for your first transfer. Insert the 
inoculating needle into the center of the colony. 


3. Inthe tube labeled S. marcescens, streak the slant 
by placing the needle near the bottom of the slant 
and drawing it up over its surface, One streak is 
sufficient. 

4. Repeat this inoculating procedure on the other 
two slants for a white colony and a yellow (or pur- 
ple) colony. 

5. Incubate for 24 to 48 hours at 25° С. 


EVALUATION OF SLANTS 

After incubation, examine the slants. Is $. marcescens 
red? ls E. coli white? Is your third slant yellow or pur- 
ple? If the incubation temperature has been too high, 
$. marcescens may appear white due to the fact that 
the red pigment forms only ata moderate temperature, 
such as 25° С. Draw the appearance of the slants with 
colored pencils on the Laboratory Report. 

‘Although the colors of the growths on the slants 
may lead you to think that you have pure cultures, you 
cannot be absolutely certain until you have made a 
microscopic examination of each culture, For exam- 
ple, it is entirely possible that the yellow slant (M. lu- 
teus) may have some E. coli present that are masked 
by the yellow pigment. 

‘To find out if you have a pure culture on each 
slant, make a gram-stained slide from each slant. 
Knowing that S. marcescens, E. coli, and C. vio- 
laceum are gram-negative rods, and that M. luteus is a 
gram-positive coccus, you should be able to evaluate 
your slants more precisely microscopically. Draw the 
organisms on the Laboratory Report. 


LABORATORY REPORT 
Complete the Laboratory Report for this exercise. 
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Cultivation of Anaerobes 


‘The procedures for culturing bacteria that were used 
in the last exercise work well only if the organisms 
will grow in the presence of oxygen. Unfortunately, 
there are many bacteria that find oxygen toxic or at 
least inhibitory to their existence. For these organisms 
we need to create an anaerobic environment by using 
special media deficient or lacking in oxygen and con- 
tainers that are oxygen-free. In this laboratory period 
we will leam how to find out what the oxygen re- 
quirements are for specific organisms and how to 
grow them in liquid and solid media. In doing so we 
will be inoculating special media with several organ- 
isms of different cultural requirements to evaluate 
their oxygen needs. 

The oxygen requirements of bacteria range from 
strict (obligate) aerobes that cannot exist without this 
gas to the strict (obligate) anaerobes that die in its 
presence. In between these extremes are the faculta- 
tives, indifferents, and microaerophilics. The faculta- 
tives are bacteria that have enzyme systems enabling 
them to utilize free oxygen or some alternative oxy- 
gen source such as nitrate. If oxygen is present, they 
tend to utilize it in preference to the alternative. The 
indifferents, however, show no preference for either 
condition, growing equally well in aerobic and anaer- 
омс conditions, Microaerophiles, on the other hand, 
are organisms that require free oxygen, but only in 
limited amounts. Figure 22.1 illustrates where these 
various types tend to grow with respect to the degree 
of oxygen tension in a medium. 

In this experiment we will inoculate one liquid 
medium and two solid media with several organ- 
isms that have different oxygen requirements. The 
media are fluid thioglycollate medium (ЕТМ), tryp- 
tone glucose yeast agar (TGYA), and Brewer's 
anaerobic agar. Each medium will serve a different 
purpose. A discussion of the function of each 
medium follows: 





TGYA Shake This solid medium will be used in 
what is called a "shake tube.” The medium is not pri- 
marily an anaerobic medium; instead itis a rich gen- 
eral purpose medium that favors the growth of a 
broad spectrum of organisms. It will be inoculated in 
the liquefied state, shaken to mix the organisms 
throughout the medium, and allowed to solidify. 
After incubation one determines the oxygen require- 
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Figure 221 Oxygen needs of microorganisms 


‘ments on the basis of where the growth occurs in the 
tube: top, middle, or bottom. 


FIM Fluid thioglycollate medium is a rich liquid 
‘medium that supports the growth of both aerobic and 
anaerobic bacteria, It contains glucose, cystine, and 
sodium thioglycollate to reduce its oxidation-reduc- 
tion (O/R) potential. It also contains the dye resazurin 
that is an indicator for the presence of oxygen. In the 
presence of oxygen the dye becomes pink. Since the 
‘oxygen tension is always higher near the surface of 
the medium, the medium will be pink at the top and 
colorless in the middle and bottom. The medium also 
contains a small amount of agar that helps to localize 
the organisms and favors anaerobiasis in the bottom 
of the tube, 


Brewer's Anaerobic Agar This solid medium is an 
excellent medium for culturing anaerobic bacteria in 
Petri dishes. It contains thioglycollate as a reducing 
agent and resazurin as an O/R indicator. For strict 
‘anaerobic growth it is essential that plates be incu- 
bated in an oxygen-free environment. 

"То provide an oxygen-free incubation environ- 
‘ment for the Petri plates of anaerobic agar we will 
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use the GasPak anaerobic jar. Note in figure 22.2 
that hydrogen is generated in the jar, which removes 
the oxygen by forming water. Pailadium pellets cat- 
alyze the reaction at room temperature. The genera- 
tion of hydrogen is achieved by adding water to a 
plastic envelope of chemicals. Note also that CO, is 
produced, which is a requirement for the growth of 
many fastidious bacteria. To make certain that 
anaerobic conditions actually exist in the jar, an in- 
dicator strip of methylene blue becomes colorless in 
the total absence of oxygen. If the strip is not re- 
duced (decolorized) within 2 hours, the jar has not 
been sealed properly, or the chemical reaction has 
failed to occur, 

In addition to doing a study of the oxygen re- 
quirements of six organisms in this experiment, an op- 
portunity will be provided during the second period to 
до a microscopic study of the types of endospores 
formed by three spore-formers used in the inocula- 
tions. Proceed as follows: 


First PERIOD 


(inoculations and Incubation) 


Since six microorganisms and three kinds of media 
are involved in this experiment, it will be necessary 
for economy of time and materials to have each stu- 
dent work with only three organisms. The materials 
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list for this period indicates how the organisms will be 
distributed. 

During this period each student will inoculate 
three tubes of medium and only one Petri plate of 
Brewer's anaerobic agar. The tubes and all of the 
plates will be placed in a GasPak jar to be incubated 
їп а 37° C incubator. Students will share results. 


Materials: 
per student 
3 tubes of fluid thioglycollate medium 
3 TGYA shake tubes (liquefied) 
1 Petri plate of Brewer's anaerobic agar 
broth cultures for odd-numbered students: 
Staphylococcus aureus, Streptococcus 
‘faecalis, and Clostridium sporogenes 
broth cultures for even-numbered students: 
Bacillus subtilis, Escherichia coli, and 
Clostridium rubrum 
 GasPak anaerobic jar, 3 GasPak generator 
envelopes, 1 GasPak anaerobic generator 
strip, scissors, and one 10 ml pipette 
‘water baths at student stations (electric hot plate, 
beaker of water, and thermometer) 

1. Setup a 45° C water bath at your station in which 
you can keep your tubes of TGYA shakes from so- 
lidifying. One water bath for you and your labo- 
ratory partner will suffice. (Note in the materials 
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Figure 22.2 The GasPak anaerobic jar 
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list that the agar shakes have been liquefied for 
you prior to lab time.) 

2. Label the six tubes with the organisms assigned to 
you (one organism per tube), your initials, and as- 
Signment number. 

Note: Handle the tubes genily to avoid taking on 

апу unwanted oxygen into the media. Ifthe tubes 

of FTM are pink in the upper 30%, they must be 
boiled a few minutes to drive off the oxygen, then 
cooled to inoculate. 

3. Heavily inoculate cach of the TGYA shake tubes 
‘with several loopfuls of the appropriate organism 
for that tube, To get good dispersion of the organ- 
isms in the medium, roll each tube gently between 
the palms as shown in figure 22.3. To prevent 
‘oxygen uptake do not overly agitate the medium, 
Allow these tubes to solidify at room temperature, 

4. Inoculate each of the FTM tubes with the appro- 
priate organisms. 

5. Streak your three organisms on the plate of anaer- 
bic agar in the manner shown in figure 224. 
Note that only three straight-line streaks, well 
separated, are made. Place the Petri plate (in- 
verted) in a cannister with the plates of other stu- 
dents that is to go into the GasPak jar. 

6. Once all the students’ plates are in cannisters, 
place the cannisters and tubes into the jar. 

7. То activate and seal the GasPak jar, proceed as 
follows: 

а, Peel apart the foil at one end of a GasPak indi- 
cator strip and pull it halfway down. The indi- 
cator will turn blue on exposure to the air. 
Place the indicator strip in the jar so that the 
wick is visible. 

b. Cut off the corner of each of three GasPak gas 
generator envelopes with a pair of scissors. 
Place them in the jar in an upright position. 
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©. Pipette 10 ml of tap or distilled water into the 
‘open comer of each envelope. Avoid forcing 
the pipette into the envelope. 

4. Place the inner section of the lid on the jar, 
making certain it is centered on top of the jar. 
Do not use grease or other sealant on the rim 
of the jar since the O-ring gasket provides an 
effective seal when pressed down on a clean 
surface. 

е. Unscrew the thumbscrew of the outer lid until 
the exposed end is completely withdrawn into 
the threaded hole. Unless this is done, it will be 
impossible to engage the lugs of the jar with 
the outer lid. 

f. Place the outer lid on the jar directly over the 
inner lid and rotate the lid slightly to allow it to 
drop in place. Now rotate the lid firmly to en- 
gage the lugs. The lid may be rotated in either 
direction. 

в. Tighten the thumbscrew by turning clockwise. 
Ifthe outer lid raises up, the lugs are not prop- 
erly engaged. 

8. Place the jar in а 37° C incubator, After 2 or 3 
hours check the jar to note if the indicator strip 
has lost its blue color. Ifdecolorization has not oc- 
curred, replace the palladium pellets and repeat 
the entire process. 

9. Incubate the tubes and plates for 24 to 48 hours. 


SECOND PERIOD 
(Culture Evaluations and Spore Staining) 
Remove the lid from the GasPak jar. If vacuum holds 


the inner lid firmly in place, break the vacuum by slid- 
ing the lid to the edge. When transporting the plates 
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Figure 223 Organisms are dispersed in medium Бу 
rolling tube gently between palms. 


Figure 22.4 Three organisms are streaked on agar plato 
аз straight-tin streaks. 
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and tubes to your desk fake care not to agitate the 
ЕТМ tubes, The position of growth in the medium 
сап be easily changed if handled carelessly. 
Materials: 
tubes of FTM 
shake tubes of TGYA 
2 Brewer's anaerobic agar plates 
spore-staining kits and slides 
1. Compare the six ЕТМ and TGYA shake tubes 
that you and your laboratory partner share with 
figure 22.5 to evaluate the oxygen needs of the 
six organisms, 


2. Compare the growths (or lack of growth) on your 
Petri plate and the plate of your laboratory partner. 

3, Record your results on the Laboratory Report. 

4, If time permits, make a combined slide with three 
separate smears of the three spore-formers, using 
either one of the two spore-staining methods in 
Exercise 16. Draw the organisms in the circles 
provided on the Laboratory Report. 


LABORATORY REPORT 
Complete the Laboratory Report for this exercise. 





erotic Mercaercphii 





Facultative Anaerobic 








Figure 22.5 Growth patterns for different types of bacteria 
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Bacterial Population Counts 


Many bacteriological studies require that we be able 
to determine the number of organisms that are present 
in a given unit of volume. Several different methods 
are available to us for such population counts. The 
method one uses is determined by the purpose of the 
study, 

‘To get by with a minimum of equipment, itis pos- 
sible to do a population count by diluting out the or- 
ganisms and counting the organisms in a number of 
microscopic fields on a slide. Direct examination of 
milk samples with this technique can be performed 
very quickly, and the results obtained are quite reli- 
able. A technique similar to this can be performed on 
а Petrof-Hauser counting chamber. 

Bacterial counts of gas-forming bacteria can be 
made by inoculating a series of tubes of lactose broth. 
and using statistical probability tables to estimate 
bacterial numbers. This method, which we will use 
їп Exercise 63 to estimate numbers of coliform bac- 
teria in water samples, is easy to use, works well in 
water testing, but is limited to water, milk, and food 
testing. 

In this exercise we will use quantitative plating 
(Standard Plate Count, or SPC) and turbidity mea- 
surements to determine the number of bacteria in a 
culture sample, Although the two methods are some- 
‘what parallel in the results they yield, there are dis- 
tinct differences. For one thing, the SPC reveals in- 
formation only as related to viable organisms; that is, 
colonies that are seen on the plates after incubation 
represent only living organisms, not dead ones. 
Turbidimetry results, on the other hand, reflect the 
presence of all organisms in a culture, dead and living. 


QUANTITATIVE PLATING METHOD 
(Standard Plate Count) 


In determining the number of organisms present in 
water, milk, and food, the standard plate count 
(SPC) is universally used. It is relatively easy to per- 
form and gives excellent results. We can also use this 
basic technique to calculate the number of organisms 
in a bacterial culture. It is in this respect that this as- 
signment is set up. 

"The procedure consists of diluting the organisms 
with a series of sterile water blanks as illustrated in 


23 
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figure 23.1. Generally, only three bottles are needed, 
but more could be used if necessary. By using the di- 
lution procedure indicated here, a final dilution of 
11,000,000 occurs in blank C. From blanks B and С, 
‘measured amounts of the diluted organisms are trans- 
ferred into empty Petri plates. Nutrient agar, cooled to 
50° C, is then poured into each plate. After the nutri- 
‘ent agar has solidified, the plates аге incubated for 24 
1048 hours and examined, A plate that has between 30 
and 300 colonies is selected for counting. From the 
count it is a simple matter to calculate the number of 
organisms per milliliter of the original culture. It 
should be pointed out that greater accuracy can be 
achieved by pouring two plates for each dilution and 
averaging the counts. Duplicate plating, however, has 
been avoided for obvious economic reasons. 


Pipette Handling 

Success in this experiment depends considerably on 
proper pipetting techniques. Pipettes may be available 
to you in metal cannisters ог in individual envelopes; 
they may be disposable or reusable. In the distant past 
pipetting by mouth was routine practice. However, 
the hazards are obvious, and today it must be avoided. 
Your instructor will indicate the techniques that will 
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prevail in this laboratory. If this is the first time that 
you have used sterile pipettes, consult figure 23.2, 
keeping the following points in mind: 


* When removing a sterile pipette from a cannister, do 
5o without contaminating the ends of the other 
pipettes with your fingers. This can be accomplished 
by gently moving the cannister from side to side in 
an attempt to isolate one pipette from the rest. 

+ After removing your pipette, replace the cover on 
the cannister to maintain sterility of the remaining 
pipettes. 

+ Don't touch the body of the pipette with your fin- 
gers or lay the pipette down on the table before ог 


тї Bacterial Populuien | 


отамани г 
Campanian, 2001 


after you use it. Keep that pipette sterile until 
you have used it, and don't contaminate the table 
ог yourself with it after you have used it. 

Always use a mechanical pipetting device such as 
the one in illustration 3, figure 23.2. For safety 
reasons, deliveries by mouth are not acceptable in 
this laboratory. 

Remove and use only one pipette at a time; if you 
need 3 pipettes for the whole experiment and re- 
‘move all 3 of them at once, there is no way that 
you will be able to keep 2 of them sterile while 
you are using the first one. 

‘When finished with a pipette place it in the dis- 
card cannister The discard cannister will have a 





or metal canisters. When using pipettes кот canisters 
be sure to cap them afer removing a pipette. 





Reusable pipetas may bo avalabl in disposable envelopes 


Never touch the tip or barel of a pipete with your 
fingers. Contaminating he pipet wil contaminate 
your work. 





Use a mechanical 


pipetter for al pipetting in this 
laboratory. Ppating by mouth оо hazardous. 











Aer using a pipette place itn the discard canister. 
Even "dieposable" pipettes must be paced here. 








Figure 222 Pipette-handling techniques 
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disinfectant in it. At the end of the period reusable 
pipettes will be washed and sterilized by the lab- 
‘oratory assistant. Disposable pipettes will be dis- 
carded, Students have been known to absent- 
mindedly retum used pipettes to the original 
sterile cannister, and, occasionally, even toss 
them into the wastebasket. We are certain that no 
опе in this laboratory would ever do that! 


Diluting and Plating Procedure 

Proceed as follows to dilute out a culture of E, coli and 

рош four plates, as illustrated in figure 23.1. 

Materials: 
per 4 students: 

1 bottle (40 ml) broth culture of E. coli per 
student: 

1 bottle (80 ml) nutrient agar 

4 Petri plates 

1.1 ml pipettes 

3 sterile 99 ml water blanks 

Cannister for discarded pipettes 

1. Liquefy a bottle of nutrient agar. While it is being 
heated, label three 99 ml sterile water blanks A, В, 
and C. Also, label the four Petri plates 1:10,000, 
1:100,000, 1:1,000,000, and 1:10,000,000. In ad- 
dition, indicate with labels the amount to be pipet- 
ted into each plate (0.1 ml or 1.0 ml). 

2. Shake the culture of E. coli and transfer 1 ml of 
the organisms to blank A, using a sterile 1.1 ml 
pipette. After using the pipette, place itin the dis- 
card cannister. 

3. Shake blank A 25 times in an arc of 1 foot for 7 
seconds with your elbow on the table as shown in. 








233 Standard procedure for shaking water 
blanks requires elbow to remain fired on table 


figure 233. Forceful shaking not only brings 
about good distribution, but it also breaks up 
clumps of bacteria 

4, With a different 1.1 ml pipette, transfer 1 ml from 

blank A to blank B. 
5. Shake water blank В 25 times in same manner. 
6. With another sterile pipette, transfer 0.1 ml from 
blank B to the 1:100,000 plate and 1.0 ml to the 
1:10,000 plate. With the same pipette, transfer 1.0 
ml to blank С. 

. Shake blank C 25 times. 

i. With another sterile pipette, transfer from blank C 
0.1 ml to the 1:10,000,000 plate and 1.0 ml to the 
1:1,000,000 plate. 

9. After the bottle of nutrient agar has boiled for 8 
‘minutes, cool it down in a water bath at 50° C for. 
at least 10 minutes. 

10. Pour one-fourth of the nutrient agar (20 ml into 
each of 4 plates. Rotate the plates gently to get ad- 
equate mixing of medium and organisms. This 
step is critical! Too little action will result in poor 
dispersion and too much action may slop inocu- 
lated medium over the edge. 

11. After the medium has cooled completely, incu- 
bate at 35° C for 48 hours, inverted. 


Counting and Calculations 
Materials: 
4 culture plates 
Quebec colony counter 
mechanical hand counter 
felt pen (optional) 





Figure 224 Colony counts are made on a Quebec 
counter, using a mechanical hand tly 
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1. Lay ош the plates on the table in order of dilution 
and compare them. Select the plates that have no 
fewer than 30 nor more than 300 colonies for 
Sour count. Plates with less than 30 or more than 
300 colonies are statistically unreliable 
Place the plate on the Quebec colony counter 
with the lid removed. See figure 23.4. Start 
counting at the top of the plate, using the grid 
lines to prevent counting the same colony twice 
Use a mechanical hand counter. Count every 
colony, regardless of how small or insignificant 
Record counts on the table in section A of the 
Laboratory Report. 

‘Alternative Counting Method: Another 
way todo the count is to remove the lid and place 
the plate upside down on the colony counter 
Instead of using the grid to keep track, use a felt 
pen to mark off each colony as you do the count. 
3. Calculate the number of bacteria per ml of undi- 

luted culture using the data recorded in section A 
af the Laboratory Report Multiply the number of 
colonies counted by the dilution factor (the recip- 
rocal of the dilution). 

Example: If you counted 220 colonies on the 
plate that received 1.0 ml of the 11.000.000 di- 
Tation: 220 Х 1,000,000 (or 22 X 10 bacteria 
per ml. 17220 colonies were counted on the plate 
that received 0.1 ml of the 1:1,000,000 dilution, 
then the above results would be multiplied by 10 
to conver from number of bacteria per 0.1 ml to 
number of bacteria per 1.0 ml (2,200,000,000, or 
22x19) 


Use only two significant figures. If the num- 
ber of bacteria per ml was calculated to be 
227,000,000, it should be recorded as 
230,000,000, or 2.3 x 10°. 


TURBIDIMETRY DETERMINATIONS 


When itis necessary to make bacteriological counts 
оп large numbers of cultures, the quantitative plate 
count method becomes a rather cumbersome tool. It 
mot only takes a considerable amount of glassware 
and media, but it is also time-consuming. A much 
faster method is to measure the turbidity of the culture 
with a spectrophotometer and translate this into the 
number of organisms. To accomplish this, however, 
the plate count must be used to establish the count for 
one culture of known turbidity. 

"To understand how a spectrophotometer works, it 
is necessary, first, to recognize the fact that a culture 
of bacteria acts as a colloidal suspension, which will 
intercept the light as И passes through. Within certain 
limits the amount of light that is absorbed is directly 
proportional to ће concentration of cells. 

Figure 23.5 illustrates the path of light through a 
spectrophotometer. Note that а beam of white light 
passes through two lenses and an entrance slit into а 
diffraction grating that disperses the light into hori- 
zontal beams of all colors of the spectrum. Short 
wavelengths (violet and ultraviolet) are at one end 
and long wavelengths (red and infrared) are at the 
other end. The spectrum of light falls on a dark 
screen with a slit (exit slit) cut in it. Only that por- 
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tion of the spectrum that happens to fall on the slit 
goes through into the sample. It will be a monochro- 
matic beam of light By turning a wavelength control 
knob on the instrument, the diffraction grating can 
be reoriented to allow different wavelengths to pass 
through the slit. The light that passes through the 
culture activates a phototube, which, in turn, regis- 
ters percent transmittance (% T) on a galvanome- 
ter. The higher the percent transmittance, the fewer 
are the cells in suspension. 

‘There should be a direct proportional relationship 
between the concentration of bacterial cells and the 
absorbance (optical density, O.D.) of the culture. То 
demonstrate this principle, you will measure the ФТ 
of various dilutions of the culture provided to you. 
‘These values will be converted to O.D. and plotted on 
a graph ав a function of culture dilution, You may find 
that there is а linear relationship between concentra- 
tion of cells and O.D. only up to a certain O.D. At 
higher O.D. values the relationship may not be linear. 
That is, fora doubling in cell concentration, here may 
be less than a doubling in ОР. 


Materials: 

broth culture of E. coli (same one as used for 
plate count) 

spectrophotometer cuvettes 
Q per student) 

4 small test tubes and test-tube rack 

5 ml pipettes 

bottle of sterile nutrient broth 
(20 ml per student) 


1. Calibrate the spectrophotometer, using the proce- 
dure described in figure 23.7. These instructions 
are specifically for the Bausch and Lomb 
Spectronic 20. In handling the cuvettes, keep the 
following points in mind: 

a. Rinse the cuvette several times with distilled 
‘water to get it clean before using. 

b. Keep the lower part of the cuvette spotlessly 
clean by keeping it free of liquids, smudges, 
and fingerprints. Wipe it clean with Kimwipes 
ог some other lint-free tissue. Don't wipe the 
cuvettes with towels or handkerchiefs 

с. Insert the cuvette into the sample holder with 
its index line registered with the index line on 
the holder. 

4. After the cuvette is seated, line up the index 
lines exactly. 

е. Handle these tubes with great care. They are 
expensive, 

2. Label a cuvette 1:1 (near top of tube) and four test 
tubes 1:2, 1:4, 1:8, and 1:16. These tubes will be 
used for the serial dilutions shown in figure 23.6, 
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gure 228 Dilution procedure for cuvettes 


3. With a 5 ml pipette, dispense 4 ml of sterile nutri- 
ent broth into tubes 1:2, 1:4, 1:8, and 1:16. 

4. Shake the culture of E. coli vigorously to suspend 
the organisms, and with the same 5 ml pipette, 
transfer 4 ml to the 1:1 cuvette and 4 ml to the 1:2 
test tube. 

5. Mix the contents in the 1:2 tube by drawing the 
mixture up into ће pipette and discharging it into 
the tube three times, 

6. Transfer 4 ml from the 1:2 tube to the 1:4 tube, 
mix three times, and go on to the other tubes in a 
similar manner. Tube 1:16 will have 8 ml of di- 
luted organisms, 

7. Measure the percent transmittance of each of the 
five tubes, starting with the 1:16 tube first. The 
contents of each of the test tubes must be trans- 
ferred to а cuvette for measurement. Be sure to 
close the lid on the sample holder when making 
‘measurements, A single cuvette can Бе used for 
all the measurements. 

8. Convert the percent transmittance values to opti- 
cal density (O.D.) using the following formula: 


Ор. = 2 — log of percent transmittance 
Example: If the percent transmittance of one of 


your dilutions is 53.5, you would solve the prob- 
lem in this way: 
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OD. =2~ log of 53.5 
= 1.7284 
m 





Table IL of Appendix Ais a log table. Of course, if 
you have a calculator, all this is much simpler. 


Logarithm Refresher In case you have forgotten 
how to use logarithms, recall these facts: 
Mantissa: The value you find in the log table 
(0.7284 in the above example) is the mantissa. 
Characteristic: The number to the left of the dec- 
imal (1 in the example) is the characteristic 


Tum on instrament by rotating 
zer control knob lacie, Do 
‘his 20 minutes before measurements 

эге to be mada. Аво set wave. 
Feng Ie (ор ot insien at 000 
nanometers wavelength. Adjust the 


mater poca to zero by rotating zero 
control nob. 
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This figure (the characteristic) is always one number 
less than the number of digits of the figure you are 
looking up. 


Examples: 
number characteristic mantissa 
531 0° 3251 
531 2 7251 


‘Although the galvanometer may show absorbance 
(O.D.) values, greater accuracy will result from 
calculating them from percent transmittance. 

9. Record the O.D. values in the table of the 
Laboratory Report. 

10. Plot the O.D. values on the graph of the 

Laboratory Report. 


‘Aust the meter to read 100% 
"ransmitance by rotating ight 
control knob. Remove cavete of 
mutent broth and close i. i needle 
‘doesnot return to zero, reast 
"accoringy. Rainsert тимен Broth. 
‘gain to see # 100% tranamtiance 
i registara. thas changed, re- 
‘aus wth Ih conttol knob. Once 
metar is adjusted for O and 100%, 
"ansmtance, Бу measurements 
‘canbe made. Recheck сайабоп 
‘fom time o ime о make certain 
Inrumant esa propery 








Figure 227 Calibration procedure for the В А L Spoctronic 2 on page 97 
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Slide Culture: Autotrophs 


‘There is probably no single medium or method that 
опе can use to do a comprehensive population count of 
all living microorganisms in a specific biosphere. 
‘Those media that we categorize as being “general pur- 
pose” will, for various reasons, inhibit the growth of 
many organisms, To make comparative studies of free- 
living organisms in freshwater lakes, A. T. Henrici, in 
1932, devised an immersed slide technique that re- 
vealed the presence of many organisms that did not 
show up by other methods. Although his original con- 
cem was with algal populations, the technique worked 
as well for bacteria and other microorganisms. 

His method consists of suspending glass micro- 
scope slides in the body of water for a specified period 
of time. Microorganisms in the water adhere to the 
glass and multiply to form small colonies that are ob- 
servable under the microscope, Although there is no 
guarantee that the organisms growing on the glass are 
autotzophs, many of them are. 

Materials: 
adhesive tape (4 width) 
2 microscope slides 


copper wire 





1. Clean 2 microscope slides as follows: 
а. Scrub with green soap or Bon Ami. 

b. Dip them in acid-alcohol for 1 minute and dry 
with tissue. 

c. Place them in a beaker of distilled water for 
5 minutes to allow any residual solvent to 
dissipate, 

2. Tape a piece of copper wire to one edge as illus- 
trated in figure 24.1. Hold the slides back to back 
by their edges. Do not touch the flat surfaces with 
your fingers. Wrap all four edges with tape. For 
identification, attach a gummed label with your 
name to the wire, 

3. Suspend the slide in an aquarium or container of 
‘water that is known to have a stabilized natural 
flora of bacteria. 


24 








Achesive Tape 











Figure 24.1 Preparation of side for immersion 


4, After 1 week remove the binding from the slides. 
Prepare one slide with Gram's stain and place a 
drop of water and cover glass on the other one. 

5. Examine both slides under oil immersion and 
record your observations on the first portion of. 
Laboratory Report 24, 25. 


Reference: Henrici, A. T. 1933. Studies of fresh wa- 
ter bacteria. J. Bact, 25 (3): 277-286. 
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‘The classification system proposed by Alexopoulos 
and Mims places the slime molds in Division 
 Gymnomycota of the Kingdom Myceteae. These het- 
erotrophic microorganisms exist in cool, shady, moist 
places in the woods—on decaying logs, dead leaves, 
and other organic matter, Unlike the holophytic bac- 
teria and other Myceteae, they ingest their food in a 
‘manner similar to the amocbas; that is, they are 
phagotrophic. In the vegetative stages, these microor- 
ganisms are unlike the other Myceteae in that the cells 
Tack cell walls; when fruiting bodies are formed, how- 
ever, cell walls are present. 

"The categorization of slime molds as protozoans 
or as fungi has always been problematical. Certainly, 
they are intermediate in that they have characteristics 
of both groups. 

Figure 25.1 illustrates the life cycle of one type of 
slime mold, the plasmodial type. The genus Physarum 
is the one to be studied in this experiment. The assim- 
ilative stage of this organism is the plasmodium. This 
multinucleate structure is slimy in appearance and 
moves slowly by flowing its cytoplasm in amoeboid 
fashion over surfaces on which it feeds. Most species 


Slime Mold Culture 


feed on bacteria and possibly on other small organ- 
isms that they encounter. 

Plasmodial growth continues as long as ade- 
quate food supply and moisture are available. 
Eventually, however, environmental changes may 
result in the formation of sclerotia or sporangia. A 
sclerotium is a hardened mass of irregular shape 
that forms from the plasmodium when moisture and 
temperature conditions become less than ideal 
When conditions improve, the sclerotium reverts 
back to a plasmodium. Figure 25.2 is a photograph 
of two sclerotia that formed on a laboratory culture. 
‘Sporangia are fructifications that form under con- 
ditions similar to those required for sclerotia. 
Exactly why sporangia form instead of sclerotia is 
still not clearly understood, Sporangia form by the 
separation of the plasmodium into many rounded 
‘mounds of protoplasm that extend upward on stalks, 
‘The nuclei within the sporangia undergo meiosis to 
become haploid spores with tough cell walls. The 
sclerotia and sporangia of figures 25.2 and 25.3 
were photographed on the same culture of labora- 
tory-grown Physarum. 
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Both sclerotia and spores may survive adverse en- 
vironmental conditions for ong periods of time. Once 
environmental conditions improve, the spores germi- 
nate to produce flagellated pear-shaped swarm cells 
These swarm cells may do one of three things 

(1) they may encyst if conditions suddenly become 
adverse, (2) they may divide one or more times to 
dorm isogametes, ог (3) they may act as isogametes 
and unite directly to form a zygote. Once a zygote is 
formed, it takes on an amoeboid form and undergoes 
a series of mitotic divisions to produce a lasmodium. 

"This completes the life cycle. 

‘Three procedures will be described here for the 
study of Physarum polycephalum: (1) moist chamber 
culture, 2) agar culture method, and (3) spore germi- 
nation technique. The techniques used will be deter- 
mined by the availability of time and materials. 


Most CHAMBER CULTURE 
То grow large numbers of plasmodia, sclerotia, and 
sporangia that can be used for an entire class, one 
needs to create a rather large moisture chamber. Any 
covered glass or plastic container that is 10 to 12 
inches square or round is suitable. 


Materials: 

sclerotia of Physarum polycephalum 

Container for culture (104° dia Pyrex casserole 
dish with cover or 10-12" square plastic box 
with cover) 

glass Petri dish cover 

sharp scalpel 

rolled oat flakes (long-cooking type) 

10" dia filter paper or paper toweling 


1. In the center of the container place a Petri dish 
cover, open end down. Lay a large piece of filter 
рарег or paper toweling over the Petri dish and 
saturate with distilled water. The Petri dish pro- 


Slime Mold Culture + Exercise 25 
vides a raised area above any excess water that 
‘may make the paper too wet. 

2. With a sharp scalpel transfer a small fragment of 
sclerotium from the Physarum culture tothe filter 
paper. A sclerotium may vary from dark orange to 
brown in color. See figure 25.2. Moisten the scle- 
rotium with a drop of distilled water. 

3. After a few hours the organism will be awakened 

and begin to seek food. At this point, 
place a flake of rolled oats near the edge of the 
spreading growth for it to feed on. 

4. Incubate the moist chamber in a dark place at 
room temperature. Add moisture (distilled wa- 
ter) and oat flakes periodically as needed. It is 
better to add a few fresh flakes daily than to 
overfeed by applying all flakes at once. Such а 
culture should keep for several weeks. To pro- 
mote the formation of sclerotia, allow some of 
the water to evaporate away by leaving the lid 
partially open for a while. То bring about spo- 
rangia formation, withhold food while keeping 
the culture moist. 





AGAR CULTURE METHOD 
(Plasmodial Study) 


An actively metabolizing plasmodium is dark yellow 
and streaked with vessels. The streaming of proto- 
plasm in these vessels is best observed under the mi- 
croscope, To be able to study this unique structure, it 
is best to culture the organism on non-nutrient agar. 
Make such a culture as follows: 


Materials: 
rolled oat flakes 
scalpel 
Petri plate with 15 ml of nonsterile, 
non-nutrient agar 








"MA 














Figure 253 Sporangla of Physarum polycephalum (20%) 
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1. Lift some occupied oat flakes from the filter pa- 
per in the moist chamber and transfer to a plate of 
nonsterile, non-nutrient 1.5% agar. Maintain this 
culture by adding fresh oat flakes periodically, but 
don't add water. 

2. After a well-developed plasmodium has formed, 
study the streaming protoplasm under low 
power of the microscope. Observation is made 
by transmitted light through the agar on the mi- 
croscope stage. Look for periodical reversal of 
direction of flow. 

3, Cut one of the vessels through in which the flow 
is active and observe the effect. 

4, Transfer a piece of plasmodium to another part of 
the medium and watch it reconstitute itself. 

5. Leave the cover slightly open on the Petri dish for 
several days and note any changes that might oc- 
cur as time goes by. 


SPORE GERMINATION 
The observation of spore germination can be 
achieved with a hanging drop slide. Once sporan- 
gia are in abundance, one can make such a slide as 
follows: 
Materials 

depression slides (sterile) 

plain microscope slides (sterile) 

Cover glasses (sterile) 
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Vaseline 
toothpicks 

sporangia of Physarum polycephalum 
Bunsen burner 

7096 alcohol 


1. With a toothpick, place a small amount of 
‘Vaseline near each comer of the cover glass, (See 
figure 19.1, page 73.) 

2. Saturate a sporangium with a drop of 70% alcohol 
‘on the center of a sterile plain microscope slide. 

3, Аз soon as the alcohol has evaporated, add a drop 
of distilled water and place another sterile slide 
over the wet sporangium. 

4. Crush the sporangium with thumb pressure on the 
upper slide, Separate the two slides to expose the 
crushed sporangium. 

5. Transfer a few loopfuls of crushed sporangial ma- 
terial to a drop of distilled water on a sterile cover 
glass. 

6. Place the depression slide over the cover glass, 
make contact, and quickly invert to produce а 
completed hanging drop slide. 

7. Examine under low and high power. 


LABORATORY REPORT 


Complete all the answers on Laboratory Report 24, 25 
that pertain to this exercise, 
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Slide Culture: 
Molds 


The isolation, culture, and microscopic examination 
of molds require the use of suitable selective media 
and special microscopic slide techniques. If simple 
‘wet mount slides of molds were attempted in Exercise 
10, it became apparent that wet mount slides made 
from mold colonies usually don't reveal the arrange- 
ment of spores that is so necessary in identification. 
‘The process of merely transferring hyphae to a slide 
breaks up the hyphae and sporangiophores in such a 
way that identification becomes very difficult. In this 
exercise а slide culture method will be used to prepare 
stained slides of molds. The method is superior to wet 
mounts in that the hyphae, sporangiophores, and 
spores remain more or less intact when stained. 
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6.8-7.0. To inhibit bacterial growth, 40 mg of chlo- 
ramphenicol is added to one liter of the medium. 

In addition to the above two media, cornmeal 
agar, Czapek solution agar, and others are available 
for special applications in culturing molds. 

Figure 26.2 illustrates the procedure that will be 
used to produce a mold culture on a slide that can be 
stained directly on the slide. Note that a sterile cube of 
Sabouraud's agar is inoculated on two sides with 
spores from a mold colony. Figure 26.1 illustrates 
how the cube is held with a scalpel blade as inocula- 
tion takes place. The cube is placed in the center of a 
‘microscope slide with one of the inoculated surfaces 
placed against the slide, On the other inoculated sur- 





When molds are collected from the environment, 
as in Exercise 10, Sabouraud's agar is most frequently 
used. It is a simple medium consisting of 1% peptone, 
4% glucose, and 2% agar-agar. The pH of the medium 
is adjusted to 5.6 to inhibit bacterial growth, 
Unfortunately, for some molds the pH of 
Sabouraud's agar is too low and the glucose content is 
too high. A better medium for these organisms is one 
suggested by С. W. Emmons that contains only 2% 
glucose, with 1% neopeptone, and an adjusted pH of 


face of the cube is placed a cover glass. The assem- 
bled slide is incubated at room temperature for 48 
hours in a moist chamber (Petri dish with a small 
amount of water). After incubation the cube of 
‘medium is carefully separated from the slide and dis- 
carded. 

During incubation the mold will grow over the 
glass surfaces of the slide and cover glass. By adding 
alittle stain to the slide a semipermanent slide can be 
‘made by placing a cover glass over it. The cover glass 











figure 26.1 Inoculation technique 
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сап also be used to make another slide by placing it on 
another clean slide with a drop of stain on it. Before 
the stain (lactophenol cotton blue) is used, it is desir- 
able to add to the hyphae a drop of alcohol, which acts 
as a wetting agent. 


First PERIOD 
(Slide Culture Preparation) 


Proceed as follows to make slide cultures of one or 
more mold colonies. 
Materials: 
Petri dishes, glass, sterile 
filter paper (9 cm dia, sterile) 
glass U-shaped rods 
mold culture plate (mixture) 
1 Petri plate of Sabouraud's agar or Emmons’ 
‘medium per 4 students 
scalpels 
inoculating loop 
sterile water 
microscope slides and cover glasses (sterile) 
forceps 


1. Aseptically, with a pair of forceps, place a sheet 
of sterile filter paper in a Petri dish, 

Place a sterile U-shaped glass rod on the filter pa- 

per. (Rod can be sterilized by flaming, if held by 

forceps.) 

3, Pour enough sterile water (about 4 mil) on filter 
paper to completely moisten 

4, With forceps, place a sterile slide on the U-shaped 
rod. 





5. Gently flame a scalpel to sterilize, and cuta 5 mm 
square block of the medium from the plate of 
Sabouraud’s agar or Emmons’ medium. 

6. Pickup the block of agar by inserting the scalpel 
into one side as illustrated in figure 26.1 
Inoculate both top and bottom surfaces of the 
cube with spores from the mold colony. Be sure to 
flame and cool the loop prior to picking up spores. 

7. Place the inoculated block of agar in the center of 
a microscope slide. Be sure to place one of the in- 
culated surfaces down. 

3. Aseptically, place а sterile cover glass on the up- 
per inoculated surface of the agar cube. 
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9. Place the cover on the Petri dish and incubate at 
room temperature for 48 hours. 

10. After 48 hours examine the slide under low 
power. If growth has occurred you should see hy- 
phae and spores. If growth is inadequate and 
spores are not evident, allow the mold to grow an- 
other 24-48 hours before making the stained 
slides. 


SECOND PERIOD 
(Application of Stain) 


As soon as there is evidence of spores on the slide, 
prepare two stained slides from the slide culture, us- 
ing the following procedure: 


Materials: 
microscope slides and cover glasses 
95% ethanol 
lactophenol cotton blue stain 
forceps 

1. Place a drop of lactophenol cotton blue stain on a 
clean microscope slide. 

2. Remove the cover glass from the slide culture and 
discard the block of agar. 

3, Add a drop of 95% ethanol to the hyphae on the 
cover glass. As soon as most of the alcohol has 
evaporated place the cover glass, mold side 
down, on the drop of lactophenol cotton blue 
stain on the slide. This slide is ready for exami- 
nation, 

4. Remove the slide from the Petri dish, add a drop 
‘of 95% ethanol to the hyphae and follow this up 
with a drop of lactophenol cotton blue stain. 
Cover the entire preparation with a clean cover 
glass. 

5. Compare both stained slides under the micro- 
scope; one slide may be better than the other 


LABORATORY REPORT 
There is no Laboratory Report for this exercise. 
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5mm square block of medium is 
aplica removed wit сара! 


later on Fiter Paper 


Top and bottom sides ot agar block 
are inoculated with mold betore piac- 
ing on sida. 


‘ret moistened wih 95%. ethanol and 
{Ben stained with lactophenal coton. 
Bue. 











Figure 25.2 Procedure for making two stained slides from slide culture 
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‘The culture of photosynthetic bacteria requires spe- 
cial culture methods to promote their growth. These 
prokaryotes contain photopigments, such as chloro- 
phyll and carotenoids, which convert solar energy 
into cellular constituents. There are two groups of 
phototrophic bacteria: (1) the aerobic phototrophic 
cyanobacteria, which we studied in Exercise 6, and 
(2) the anaerobic phototrophic bacteria, which in- 
clude the purple and green bacteria. It is this latter 
group that will be studied in this exercise. 

‘As pointed out in Exercise 6, the cyanobacteria, 
contain chlorophyll a, carotenoids, and phycobili- 
somes. The nonchlorophyll pigments in this group are 
accessory pigments for capturing light. They resem- 
ble higher plants in that they split water for a source 
of reducing power and evolve oxygen in the process. 

‘The anaerobic phototrophic bacteria, on the other 
hand, differ in that they contain bacteriochlorophyll, 
which is chemically distinct from chlorophyll. 
Instead of utilizing water as a source of reducing 
power, the purple and green bacteria use sulfide or 
organic acids for the reduction of carbon dioxide. The 
purple bacteria that utilize organic acids instead of 
sulfide are essentially photoheterotrophic since they 
derive their carbon from organic acids rather than 
carbon dioxide, 

‘These bacteria are ubiquitous in the ooze sedi- 
ment of ditches, ponds, and lakes: i.e., mostly every- 
‘where that freshwater lies relatively stagnant for long 
periods of time and subject to sunlight. In this envi- 
ronment, fermentation processes produce the sulfides 
and organic acids that are essential to their existence. 


(CHARACTERIZATION 

According to Bergey's Manual (Section 18, Vol. 3), 
there are approximately 30 genera of anaerobic pho- 
totrophic bacteria. The purple bacteria belong to the 
family Chromatiaceae. The green ones are in the fam- 
ily Chlorobiaceae. The morphological, cultural, and 
physiological differences between the purple and 
green sulfur bacteria are as follows: 


Purple Sulfur Bacteria Members of this group are 
all gram-negative, straight or slightly curved rods that 
are motile with polar flagellation. Colors of the vari- 
‘ous genera vary considerably —from orange-brown to 
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Isolation of Anaerobic Phototrophic Bacteria: 
Using the Winogradsky Column 
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‘igure 27.1 Winogradsky's Column. 


brown, brownish-red to pink, and purple-red to pur- 
ple-violet. Color variability is due to the blend of bac- 
teriochlorophyll with the type of carotenoid present. 
All species contain elemental-sulfur internally in the 
form of globules, Some species are able to fix nitro- 
‘gen. Sulfides are required as electron donors; bicar- 
 bonate, acetate, and pyrovate are also required. They 
cannot utilize thiosulfate, sugars, alcohols, amino 
acids, or benzoates. 


Green Sulfur Bacteria All of these bacteria are 
‘gram-negative, spherical to straight, or curved rods. 
‘Arrangement of cells may be in chains like strepto- 
cocci. Some are motile by gliding, others are non- 
motile. Color may be grass-green or brown. Sulfur by- 
product is excreted, not retained in cells. Some are 
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Isolation of Anaerobic Phototrophic Bacteria: Using the Winogradsky Column = Exercise 27 


able to utilize thiosulfate. Many are mixotrophic in 
that they can photoassimilate simple organic com- 
pounds in the presence of sulfide and bicarbonate, 


WiNOGRADSKY's COLUMN 

То create a small ecosystem that is suitable for the 
growth of these bacteria, one can set up a 
Winogradsky column as illustrated in figure 27.1. 
Sergii Winogradsky, a Russian microbiologist, devel- 
‘oped this culture technique to study the bacteria that 
are involved in the sulfur cycle. From his studies he 
defined the chemoautotrophic bacteria. 

‘This setup consists of a large test tube or gradu- 
ated cylinder that is packed with pond ooze, sulfate, 
carbonate, and some source of cellulose (shredded pa- 
per or cellulose powder). It is incubated for a period 
‘of time (up to 8 weeks) while being exposed to incan- 
descent light, Note that different layers of microor- 
ganisms develop, much in the same manner that is 
found in nature. 

‘Observe that in the bottom of the column the cel- 
lulose is degraded to fermentation products by 
Clostridium, The fermentation products and sulfate 
are then acted upon by other bacteria (Desulfovibrio) 
to produce hydrogen sulfide, which diffuses upward 
toward the oxygenated zone, creating a stable hydro- 
gen sulfide gradient. Note, also, that the Chlorobium 
species produce an olive-green zone deep in the col- 
umn. A red to purple zone is produced by Chromatium 
alittle farther up. Ascending the column farther where 
the oxygen gradient increases, other phototrophic 
bacteria such as Rhodospirillum, Beggiatoa, and 
Thiobacillus will flourish. 

Once the column has matured, one can make sub- 
cultures from the different layers, using an enrich- 
ment medium. The subcultures can be used for mak- 
ing slides to study the morphological characteristics 
of the various types of organisms. Figure 27.2 illus- 
trates the overall procedure to be used for subcultur- 
ing. Proceed as follows: 


First PERIOD 
You will set up your Winogradsky column in a 100 ml 
glass graduate, It will be filled with mud, sulfate, wa- 
ter, phosphate, carbonate, and a source of fermentable 
cellulose. The cellulose, in this case, will be in the 
form of a shredded paper slurry. 

‘The column will be covered completely at first 
with aluminum foil to prevent the overgrowth of 
amoeba and then later uncovered and illuminated 
with incandescent light to promote the growth of 
phototrophic bacteria. The column will be examined 
at 2-week intervals to look for the development of 


different-colored layers. Once distinct colored lay- 
ers develop, subcultures will be made to tubes of en- 
richment medium with a pipette. The subcultures 
will be incubated at room temperature with exposure 
to incandescent light and examined periodically for 
color changes. Figure 27.2 illustrates the subcultur- 
ing steps. 
Materials: 

graduated cylinder (100 ml size) 

cellulose source (cellulose powder, newspaper, 

ог filter paper) 
calcium sulfate, calcium carbonate, dipotassium 
phosphate 

mud from various sources (freshly collected) 

water from ponds (freshly collected) 

beaker (100 ml size) 

glass stirring rod 

aluminum foil 

rubber bands. 

incandescent lamp (60-75 watt) 


1. Using cellulose powder or some form of paper, 
prepare a thick slurry with water in a beaker. If 
you are using paper, tear the paper up into small 
pieces and macerate it in a small volume of water 
"with a glass rod. If you are using cellulose pow- 
der, start with 1-2 g of powder in a small amount 
of water. The slurry should be thick but not a 
paste 

2. Fill the cylinder with the slurry until it is one-third 
full 


3. To 200 g of mud, add 1.64 g of calcium sulfate 
and 1.3 g each of calcium carbonate and dipotas- 
sium phosphate, Keep a record of the source of 
the mud you are using. 

4. Add some “self water" (pond water collected with 
the mud) to the mud and chemical mixture and 
mix the ingredients well 

5. Pour the mud mixture into the cylinder on top of 
the cellulose slurry. 

6. With a glass rod, gently mix and pack the contents 
of the cylinder. As packing occurs, you may find 
that you need to add more “self water” to bring 
the level up to two-thirds or three-fourths of the 
graduate, Make sure all trapped air bubbles are re- 
leased. 

7. Top off the cylinder by adding pond water until 
the graduate is 90% full 

8. Cap the cylinder with foil, using a rubber band to 
secure the cover. 

9. Record on the Laboratory Report the initial ap- 
pearance of the cylinder. 

10, Wrap the sides of the cylinder completely with 
aluminum foil to exclude light. 

11, Incubate the cylinder at room temperature for one 
and a half to two weeks. 
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Two WEEKS LATER 


Remove the aluminum foil from the sides of the 
cylinder. Note the color of the mud, particularly in 
the bottom. Its black appearance will indicate sulfur 
respiration with the formation of sulfides by 
Desulfovibrio and other related bacteria. Record the 
color differences of different layers and the overall 
appearance of the entire cylinder on the Laboratory 
Report. 

Place a lamp with a 75 watt bulb within a few 
inches of the cylinder and continue to incubate the 
cylinder at room temperature, 


SUBSEQUENT EXAMINATIONS 
Examine the cylinder periodically at each laboratory 
period, looking for the color changes that might occur. 
‘The presence of green, purple, ed, or brown areas on 
the surface of the mud should indicate the presence of 
blooms of anaerobic phototrophic bacterial growth. 
Record your results on the Laboratory Report. 


SUBCULTURING 


Afier 6 to 8 weeks, make several subcultures from 
your Winogradsky column following the procedure 
shown in figure 27.2, 





a 


Winogradsky Column. 1 


мака wat mount sidos from each tuba 
and examine win a phase-contrast 
microscope. 





With a wide mouth pipette dalivor ap- 
proximately 1 gram ol mud from each 
colored layer to а tube containing Rho- 
‘ЗозриЙасозо enrichment modium. 






temperature while exposed to a 75 watt 


2 Incubate the inoculated tubes at room 
lamp for 310 7 days. 








Figure 27.2 Procedure for subculturing and microscopic examination 
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Materials 
5 screw-cap test tubes (13 X 200 mm size) 
1 prescription bottle containing 200 ml of 
Rhodospirillaceae enrichment medium, 
5 wide-mouth 10 ml pipettes 


1. Label the screw-cap test tubes with the colors of 
the areas to be subcultured from your 
Winogradsky column, They may be brown, red, 
reddish-purple, or green. If such areas are not ob- 
vious, collect mud from areas that are black to 


2. With a pipette, deliver Rhodospirillaceae enrich- 
ment medium from the prescription bottle to each 
of the test tubes. Fill each tube about two-thirds 
full with the medium. 

3. Witha pipet, collect about 1 g of mud from each 
colored area of the column and deliver the mud to 
the properly labeled mbe. Use a fresh pipet for 
each delivery. 


4. After inoculating each tube, completely fill the 
tubes with additional enrichment medium. 

5. Place screw caps on each tube and tighten each 
cap securely. Invert each tube several times to mix 
the mud and enrichment medium, 

6. Place all the tubes in front of a 75 watt incandes- 
cent lamp and incubate at room temperature for 
several days to a week. 

7. Observe the cultures at several intervals. When 
the cultures have developed a green, red-brown, 
ог red-purple coloration, make wet mount slides 
and examine with a phase-contrast microscope. If 
phase-contrast microscopy is unavailable, make 
gram-stained slides. Record your results on the 
Laboratory Report. 


LABORATORY REPORT 
‘Complete the Laboratory Report for this exercise. 
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Bacterial Viruses: Isolation 
and Propagation 


The viruses differ from bacteria in being much smaller, попсейшаг 
and intracellular parasites. In addition, they cannot be grown on or- 
dinary media. Despite these seemingly difficult obstacles to labo- 
ratory study, we are readily able to detect their presence by ob- 
serving their effects upon the cells they parasitize. 

Specific viruses are associated with all types of cells, eukary- 
otic and prokaryotic. Their dependence on other cells is due to 
their inability to synthesize enzymes needed for their own metab- 
olism. By existing within cells, however, they are able to utilize the 
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enzymes of their host. They may contain DNA or RNA, but never 
both of these nucleic acids. 

‘The study of viruses that parasitize plant and animal cells is 
time-consuming and requires special tissue culture techniques. 
Viruses that parasitize bacteria, however, are relatively easy to 
study, utilizing ordinary bacteriological techniques. It is for this 
reason that bacterial viruses will be studied here. Principles 
learned from studying the viruses of bacteria apply to viruses of 
eukaryotic cells. 

Viruses that parasitize bacteria are called bacteriophage, or 
phage. These viruses exist in many shapes and sizes. Some of the 
simplest ones exist as a single-stranded DNA virion. Most of them 
are tadpole-like, with "heads" and “tails” as seen in figure V. on the 
previous page. The head, or capsid, may be round, oval, or polyhe- 
dral and is composed of protein. It forms a protective envelope for 
the DNA of the organism. The tail structure is hollow and provides 
ап exit for the DNA from the capsid into the cytoplasm of the Бас- 
terial cell. The extreme end of the tail has the ability to become at- 
tached to specific receptor sites on the surface of phage-sensitive 
bacteria. Once the tail of the virus attaches itself to a сей, it literally 
digests its way through the wall of the host сей. 

With the invasion of a bacterial cell by the DNA, one of two 
things will occur: lysis or lysogeny. In the event that lysis occurs, 
as illustrated on the previous page, the metabolism of the bacterial 
cell becomes reoriented to the synthesis of new viral DNA and pro- 
tein to produce mature phage particles. Once ай the cellular mate- 
rial is used up, the cell bursts to release phage virions that, in turn, 
are prepared to invade other cells. 

Phage that cause lysis are said to be virulent. If the phage does 
not cause lysis, however, itis termed temperate and establishes a 
relationship with the bacterial cell known as lysogeny. In these 
cells, the DNA of the phage becomes an integral part of the bacte- 
rial chromosome. Lysogenic bacteria grow normally, but their cul- 
tures always contain some phage. Periodically, however, phage 
Virions are released by lysogenized cells in lytic bursts similar to 
that seen in the lytic cycle. 

Visual evidence of lysis is demonstrated by mixing a culture of 
bacteria with phage and growing the mixture on nutrient agar. 
Areas where the phage are active will show up as clear spots called 
plaques. 

‘The most thoroughly studied bacterial viruses are those that 
parasitize Escherichia сой. They are collectively referred to as the 
coliphages. They are readily isolated from raw sewage and co- 
prophagous (dung-eating) insects. Exercises 28 and 29 pertain to 
these techniques. Exercise 30 provides a method for determining 
the burst size of a phage. Before attempting any of these experi- 
ments, be certain that you thoroughly understand the various 
stages in the phage lytic cycle as depicted here. 
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Isolation of Phage from Sewage 


Establishing the presence of phage virions in sewage 
involves three steps. First, it is necessary to increase 
the phage numbers by enrichment with special media. 
Second, it is necessary to separate the phage from the 
bacteria by filirarion. The final step is to produce 
plaque evidence by seeding a “lawn” of bacteria with 
phage in the filtrate. Figures 28.1 and 282 illustrate 
the three steps we will go through. Before beginning 
this experiment, however, here are a few comments 
about safety procedures that must be followed in han- 
dling sewage: 
* When collecting sewage samples always wear la 
tex gloves, Raw sewage is a potent source of bac- 
terial, viral, and fungal pathogens. 


28 


^ Raw sewage rich in bacteriophage is best collected. 
at municipal sewage treatment plants. Usually, 
collection is made through manhole access 

‘+ As emphasized in previous pages of this manual, 
no mouth pipetting permitted! 


ENRICHMENT 


"To increase the number of phage virions in a raw 
sewage sample, it is necessary to add 5 ml of deca- 
strength phage broth (DSPB) and 5 ml of E. coli to 45 
ml of raw sewage as in illustration 1 of figure 28.1 
"The DSPB medium is 10 times as strong as ordinary 
broth to accommodate dilution with 45 ml of sewage. 
"This mixture is incubated at 37° C for 24 hours, 
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figure 28.1 Enrichment and separation of phage from sewage 
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Materials: 


flask of raw sewage 
1 Erlenmeyer flask (125 ml size) 

5 ml of DSPB medium 

nutrient broth culture of E. coli (strain В) 
graduate and 5 mil pipettes 


1. With a graduate, measure out 45 ml of raw 
sewage and decant into an Erlenmeyer flask. 

2. Pour 5 ml of DSPB medium and 5 ml of E. coli 
into the flask of sewage. If these constituents are 
mot premeasured, use a 5 ml pipette. If the 
medium is pipetted first, the same pipette can be 
used for pipetting the E. сой. 

3. Place the flask in the 37° C incubator for 24 hours. 


FILTRATION 


Rapid filtration to separate the phage from E. coli in the 
enrichment mixture requires adequate centrifugation 
first. If centrifugation is inadequate, the membrane fil- 
ter will clog quickly and impair the rate of filtration. To 
minimize filter clogging, a triple centrifugation pro- 
cedure will be used. To save time in the event that filter 
clogging does occur, an extra filter assembly and an ad- 
‘equate supply of membrane filters should be available. 
‘These membrane filters have a maximum pore size of 
045 um, which holds back all bacteria, allowing only 
the phage virions to pass through, 
Materials: 

centrifuge and centrifuge tubes (6-12) 

2 sterile membrane filter assemblies (funnel, 

glass base, clamp, and vacuum flask) 
package of sterile membrane filters 
sterile Erlenmeyer flask with cotton plug (125 
ml size) 
forceps and Bunsen burner 
vacuum pump and rubber hose 


1. Into 6 or 8 centrifuge tubes, dispense the sewage-E, 
coli mixture, filling each tube to within Y" of the 
top. Place the tubes in the centrifuge so that the load 
is balanced. Centrifuge the tubes at 2,500 rpm for 
10 minutes. 

2. Without disturbing the material in the bottom of 
the tubes, decant all material from the tubes to 
within 1” of the bottom into another set of tubes. 

3. Centrifuge this second set of tubes at 2,500 rpm 
for another 10 minutes. While centrifugation is 
taking place, rinse out the first set of tubes. 

4, When the second centrifugation is complete, pour 
off the top two-thirds of each tube into the clean set 
of tubes and centrifuge again in the same manner. 

5. While the third centrifugation is taking place, 
aseptically place a membrane filter on the glass 
base of a sterile filter assembly (illustration 3, fig- 
ше 28.1). Use flamed forceps. Note that the filter 
is a thin sheet with grid lines on it. 
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6, Place the glass funnel over the filter and fix the 
clamp in place 

7. Hook up a rubber hose between the vacuum flask 
and pump. 

8, Carefully decant the top three-fourths of each 
tube into the filter funnel. Do not disturb the ma- 
terial in the bottom of the tube. 

9. Turn on the vacuum pump. If centrifugation has 
removed all bacteria, filtration will occur almost 
instantly. If the filter becomes clogged and you 
have enough filtrate to complete the experiment, 
go on to step 10, (If this filtrate is to be used by 
the entire class, you will need 25-50 ml.) 

If the filter clogs before you have enough fil- 
trate, pour the unfiltered material from the funnel 
back into another set of centrifuge tubes and re- 
centrifuge for 10 minutes at 2,500 rpm. 

While centrifugation is taking place, set up 
the other filter assembly and pour whatever fil- 
trate you have from the first flask into the funnel 
of the new setup. After centrifugation, decant the 
top three-fourths of material from each tube into 
ihe funnel and tum on the vacuum pump. 
Filtration should take place rapidly now. 

10, Aseptically transfer the final filtrate from the vac- 
uum flask to a sterile 125 ml Erlenmeyer flask 
that has a sterile cotton plug. Putting the filtrate in 
а small flask is necessary to facilitate pipetting. 
Be sure то flame the necks of both flasks while 
pouring from one to the other. 


SEEDING 
Evidence of phage in the filtrate is produced by pro- 
viding a "lawn" of E. coli and phage. The medium 
used is soft nutrient agar. Its jellylike consistency al- 
lows for better development of plaques. The soft agar 
is poured over the top of prewarmed hard nutrient 
agar. Prewarmed plates result in a smoother top agar 
surface. Figure 28. illustrates the general procedure. 


Materials: 

nutrient broth culture of E. сой (strain В) 

flask of enriched sewage filtrate 

4 metal-capped tubes of soft nutrient agar (5 ml. 
per tube) 

4 Petri plates of nutrient agar (15 ml per plate, 
preferably prewarmed at 37° C) 

1 ml serological pipettes 


1. Liquefy 4 tubes of soft nutrient agar and cool to 
50° C. Keep the tubes ina 50° C water bath to pre- 
vent solidification, 

2. Label the tubes 1, 2, 3, and 4. Label the plates 1, 
2, 3, and control 

3, With а 1 ml pipette, transfer 1 drop of filtrate to 
tube 1, 3 drops to tube 2, and 6 drops to tube 3. 
Don't pat any filtrate into tube 4. 
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4. With afresh 1 ml pipette, transfer 0.3 ml of E. coli 
to each of the four tubes of soft agar. 

5. After flaming the necks of each of the soft agar 
tubes, pour the contents of each tube over the hard 
agar of similarly numbered agar plates. Note that 
tube 4 is poured over the control plate 

6. Once the agar is cooled completely, put the plates, 
inverted, into a 37° C incubator. If possible, ex- 
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amine the plates 3 hours later to look for plaque 
formation. If some plaques are visible, measure 
them and record their diameters on the Laboratory 
Report, Plaque size should be checked every hour 
for changes. 


LABORATORY REPORT 
Record all results on Laboratory Report 28, 29. 
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Figure 28.2 Overlay method of seeding Escherichia сой cultures with phage 


115 





Î menson: Microbiologies! | V Bacterial Viruses 
Арсыз Lab Manual Fies 
ight Elton 


loan ol Phage tom T 


отамани г 
Campanian, 2001 





29 


‘As stated earlier, coprophagous insects, as well as raw 
sewage, contain various kinds of bacterial viruses. 
Houseflies fall into the coprophagous category be- 
cause they deposit their eggs in fecal material where 
the young larvae feed, grow, pupate, and emerge as 
adult flies, This type of environment is heavily popu- 
lated by Е coli and its inseparable parasitic phages. 

1а this experiment we will follow a procedure that 
is quite similar to the one used in working with raw 
sewage. An enrichment medium, utilizing cyanide, 
Will be substituted for the DSPB, however. Figures 
29.1 and 29.2 illustrate the procedure. 


Fry COLLECTION 


To increase the probability of success in isolating 
phage, it is desirable that one use 20 to 24 houseflies 
A smaller number might be sufficient; the larger num- 
ber, however, increases the probability of initial suc- 
cess. Houseflies should not be confused with the 
smaller blackfly or the larger blowfly. An ideal spot 
for collecting these insects is a barnyard or riding sta- 
ble. One should not use a cyanide killing bottle or any 
other chemical means. Flies should be kept alive until 
just prior to crushing and placing them in the growth 
medium. There are many ways that one might ase to 
capture them use your ingenuity! 


ENRICHMENT 

Within the flies’ digestive tracts are several different 
strains of E. coli and bacteriophage, Our first concern 
is to enhance the growth of both organisms to ensure 
ап adequate supply of phage. To accomplish this the 
flies must be ground up with a mortar and pestle and 
then incubated in a special growth medium for a total 
of 48 hours. During the last 6 hours of incubation, а 
lysing agent, sodium cyanide, is included in the 
growth medium to augment the lysing properties of 
the phage. 
Materials: 

bottle of phage growth medium* (50 ml) 

bottle of phage lysing medium* (50 ml) 

Erlenmeyer flask (125 ml capacity) with cotton 

plug 
moriar and pestle (glass) 
"sce Appendix С for composition 
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1. Into a clean nonsterile mortar place 24 freshly 
killed houseflies. Pour half of the growth medium 
into the mortar and grind the flies to a fine pulp 
with the pestle. 

2. Transfer this fly-broth mixture to an empty flask. 
Use the remainder of the growth medium to rinse 
ош the mortar and pestle, pouring all the medium 
into the flask, 

3. Wash the mortar and pestle with soap and hot wa- 
ter before returning them to the cabinet 

Incubate the fly-broth mixture for 42 hours at 37° С. 

At the end of the 42-hour incubation period add 

50 ml of lysing medium to the fly-broth mixture, 

Incubate this mixture for another 6 hours. 


CENTRIFUGATION 


Before attempting filtration, you will find it necessary 
to separate the fly fragments and miscellaneous bac- 
teria from the culture medium. If centrifugation is in- 
‘complete, the membrane filter will clog quickly and 
filtration will progress slowly. To minimize filter 
clogging, a triple centrifugation procedure will be 
used. To save time in the event filter clogging does oc- 
‘cur, an extra filter assembly and an adequate supply of 
‘membrane filters should be available. These filters 
have а maximum pore size of 0.45 jum, which holds 
back all bacteria, allowing only the phage virions to 
pass through. 
Materials: 

centrifuge. 

6-12 centrifuge tubes 

2 sterile membrane filter assemblies (funnel, 

glass base, clamp, and vacuum flask) 
package of sterile membrane filters 
sterile Erlenmeyer flask with cotton plug 
(125 ml size) 
‘vacuum pump and rubber hose 


1. Into 6 or 8 centrifuge tubes, dispense the enrich- 
ment mixture, filing each tube to within in" of 
the top. Place the tubes in the centrifuge so that 
the load is balanced. Centrifuge the tubes at 2,500 
трт for 10 minutes 

2. Without disturbing the material in the bottom of 
the tubes, decant all material from the tubes to 
‘within 1” of the bottom into another set of tubes. 





Î Sensor: Microbiologies! Г V Bacterial Viruses 
Арсыз Lab Manual 
gh Elton 


fes 


за loinen ot Phage rom T 


ne 
amoris 201 


Isolation of Phage from Flies * Exercise 29 








1 Teor uct ts из nd niu 
row тебип wah a moriar and 


2 





‘Crushed fies аге incubated in growth modum for 42 
ours at 37" C. Afar adding yang medium tie 
‘Seubated for another 6 hour. 





ЭЎ DEETAN E 








ss ja ered to 
Contd supernatants produce 


5 








6 





‘Phage iate в dispensed о а sterile Erlenmeyer fask 
from which layered pates wil ba mado (Fig. 29.2). 








Figure 29.1 Procedure for preparation of bacteriophage filtrate from houseflies 
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3. Centrifuge this second set of tubes at 2,500 rpm 
for another 10 minutes. While centrifugation is 
taking place, rinse out the first set of tubes 

4, When the second centrifugation is complete, pour 
off the top two-thirds of each tube into the clean set 
of tubes and centrifuge again in the same manner. 


FILTRATION 


While the third centrifugation is taking place, asepti- 
cally place a membrane filler on the glass base of a 
sterile filter assembly (illustration 4, figure 29.1). Use 
flamed forceps, Note that the filter is a thin sheet with 
grid lines on it. Place the glass funnel over the filter 
and fix the clamp in place. Hook up a rubber hose be- 
tween the vacuum flask and pump. 

Now, carefully decant the top three-fourths of 
each tube into the filter funnel. Take care not to dis- 
turb the material in the bottom of the tube. Turn on the 
vacuum pump. If centrifugation and decanting have 
been performed properly, filtration will occur almost 
instantly. Ifthe filter clogs before you have enough 
filtrate, recentrifuge all material and pass it through 
the spate filter assembly. 

Aseptically, transfer the final filtrate from the 
vacuum flask to a sterile 125 ml Erlenmeyer flask that 
has a sterile cotton plug. Putting the filtrate in a small 
flask is necessary to facilitate pipetting. Be sure to 
flame the necks of both flasks while pouring from one 
to the other. 


INOCULATION AND INCUBATION 
‘To demonstrate the presence of bacteriophage in the 
fly-broth filtrate, a strain of phage-susceptible E. coli 
will be used. To achieve an ideal proportion of phage 
to bacteria, a proportional dilution method will be 
used. The phage and bacteria will be added to tubes of 
soft nutrient agar that will be layered over plates of 
hard nutrient agar. Soft nutrient agar contains only 
half as much agar as ordinary nutrient agar. This 
‘medium and £. coli provide an ideal “lawn” for phage 
growth. Its jelly-like consistency allows for better dif- 
fusion of phage particles; thus, more even develop- 
ment of plaques occurs, 

Figure 29.2 illustrates the overall procedure. It is 
best to perform this inoculation procedure in the 
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morning so that the plates can be examined in late af- 
temoon, As plaques develop, one can watch them in- 
crease in size with the multiplication of phage and. 
multaneous destruction of E. сой. 


Materials: 

nutrient broth cultures of Escherchia coli (ATCC 
#8677 phage host) 

flask of fly-broth filtrate 

10 tubes of soft nutrient agar (5 ml per tube) 
with metal caps 

10 plates of nutrient agar (15 ml per plate, and 
prewarmed at 37° C) 

1 ml serological pipettes, sterile 


1. Liquefy 10 tubes of soft nutrient agar and cool to 
50° C. Keep tubes in water bath to prevent solid- 
ification. 

2. With a china marking pencil, number the tubes of 
soft nutrient agar 1 through 10. Keep the tubes se- 
quentially arranged in the test-tube rack. 

з, Label 10 plates of prewarmed nutrient agar 1 
through 10, Also, label plate 10 negative control. 
rewarming these plates will allow the soft agar 
to solidify more evenly. 

4, With a 1 ml serological pipette, deliver 0.1 ml of 
fly-broth filtrate to tube 1, 0.2 ml to tube 2, etc., 
until 0.9 ml has been delivered to tube 9. Refer to 
figure 29.2 for sequence. Note that no fly-broth 
filtrate is added to tube 10. This tube will be 
your negative control 

5. With a fresh 1 ml pipette, deliver 0.9 ml of E. coli 
to tube 1, 0.8 ml to tube 2, ete., as shown in figure 
29.2. Note that tube 10 receives 1.0 ml of E. coli 

6. After flaming the necks of each of the tubes, pour 
them into similarly numbered plates. 

7. When the agar has cooled completely, put the 
plates, inverted, into а 37° C incubator. 

8. After about 3 hours incubation, examine the 
plates, looking for plaques. If some are visible, 
‘measure them and record their diameters on the 
Laboratory Report. 

9. If no plaques are visible, check the plates again in 
another 2 hours. 

10. Check the plaque size again at 12 hours, if possi- 
ble, recording your results. Incubate a total of 24 
hours. 

11. Complete Laboratory Report 28, 29. 
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‘Figure 20.2 Ineulation of Escherichia сой with bacteriophage from fiy-broth filtrate 
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‘The average number of mature phage virions released 
by the lysis of a single bacterial cell is between 20 and 
200. This number is called the burst size. It can be de- 
termined by adding a small amount of phage to a 
known quantity of bacteria and then lysing the cells at 
Scminute intervals with chloroform. The chloroform- 
lysed cells, in turn, are mixed with bacteria, plated 
ош, and incubated. By counting the plaques, it is pos- 
sible to determine the burst size. In this experiment 
‘we will determine the burst size of coliphage Т4 on 
host cells E. coli, strain В. 


ADSORPTION 

Figure 30.1 illustrates the procedure of this experi- 
‘ment, The first step is to add the phage to the suscep- 
tible bacteria. As soon as the two are mixed, adsorp- 
tion begins, The phage collide in random fashion with 
the bacterial cells and attach their tails to specific re- 
ceptor sites on the surfaces of host cells. The adsorp- 
tion process can be stopped at any time by dilution. 
‘Time zero of adsorption is the time of mixture of 
phage and bacteria. 

Note in figure 30.1 that 0.1 ml of coliphage T4 (2 
X 10%/ml) and 2 ml of E. coli (5  10%/ml) are mixed 
in the first tube, which is labeled ADS. The ratio of 
phage to bacteria in this case is 0.02, which calculates 
ош in this manner: 


0.1 x2 x 10 
2X5 x 10" 


02 x 108 
10 x 10" 





0.02, or 1/50 


‘This ratio is called the multiplicity of infection, or 

By referring back to figure ҮЛ on page 111, we 
can see whatis occurring in this experiment, Note that 
during the adsorption stage, DNA in the capsid passes. 
down through the tail into the host through a hole pro- 
duced in the cell wall by enzymatic action at ће tip of 
the phage tail 


ECLIPSE STAGE 


As soon as the phage DNA gets inside the bacterial 


cell, the phage enters the eclipse stage. During this 
stage, which lasts approximately 12 minutes, the en- 
tire physiology of the host cell is reoriented toward 
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the production of phage components: capsids, tails, 
and DNA. If the cell is experimentally lysed with 
chloroform during this period of time, it will be seen 
that the incomplete components of phage are unable 
to infect new cells (no plaques are formed). 


MATURATION STAGE. 

As phage components begin to assemble late in the 
‘eclipse stage to form mature infective virions, the 
phage enters the maturation stage, The lysing of 
cultures with chloroform beyond 12 minutes of time 
zero will reveal the presence of these mature units 
by producing plaques on poured plates. Lysis of a 
population of infected cells does not occur instanta- 
neously, but instead follows a normal distribution 
curve, or rise period. The rise period, which lasts 
for several minutes, represents the growth in num- 
bers of mature phage present. The peak of the curve 
is the burst size. It is this value that will be deter- 
mined here. 


Two METHODS 

‘To accommodate the availability of time and mate- 
rials, there are two options for performing this ex- 
periment. The first option is for students to work in 
pairs to perform the entire experiment. Figure 30.1 
illustrates the procedure for this method. The other 
‘option, which requires much less media and time, 
utilizes a team approach in which students, working 
in pairs, do just a portion of the experiment; in this 
сазе, data are pooled to complete the experiment. 
Figure 30.3 illustrates the procedure for this 
‘method. Your instructor will indicate which method 
will be used. 


THE ENTIRE EXPERIMENT 
‘To perform the experiment in its entirety, follow the 
procedures that are shown in figure 30.1. 
Materials: 

1 sterile serological tube (for ADS tube) 

15 tubes tryptone broth (9.9 ml in each one) 

8 tubes of nutrient soft agar (3 ml per tube) 

8 Petri plates of tryptone agar 

16 pipettes (1 ml size) 
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Figure 20.7 Procedure for entire experiment 


121 





Î Benson: Microbiological | V Bacterial Viruses 


T Oe Mec 








экви 
жоне Lab Mana Determination: А бы Sp Campanian 2001 
[or сома Cuv 
Exercise 30 + Burst Size Determination: А One-Step Growth Curve 
1 dropping bottle of chloroform [ TWE PLATE 
1 small wire basket to hold 7 tubes of soft agar 
plant Time zero none 
1 wire test-tube rack Steps tme (S min lale none 
2 water baths (37° C and 50° C) REA я 
1 culture of E. сой, strain В (5 ml) with چ ای‎ lie ai d 
concentration of 5 Х 10* per ml Sep ime On at — a 
1 tube of T4 phage (2 X 10° per ml) Fue mites ater — 5 
TM Five mites ater gs 
Preliminaries Fie minutes later Z *# 
1. Liquefy 8 tubes of soft nutrient agar by boiling in Fue minutes ater шж 
а beaker of water. Cool to 50° С and place in a ЕЕ e 
wire basket or rack in 50° C water bath. 


2. Labela sterile serological tube "ADS" to signify 
the adsorption tube. 

3, Label 1 tube of tryptone broth “ADS-2." 

4. Label 8 tryptone agar plates: control, 15, 25, 30, 
35, 40, 45, and 50, 

5. Arrange the ADS, ADS-2, and the 14 tryptone 
broth tubes in a rack as shown in figure 30.2. 
Place the rack in a 37° C water bath. 








Figure 90.2 Tube arrangement 


6. Dispense 3 to 4 drops of chloroform in each of the 
7 tubes of tryptone broth that are in the front row. 


Inoculations and Dilutions 

1. Pipette 0.1 ml of E. сой, strain B, into a tube of 
liquefied soft nutrient agar and pour into the con- 
trol plate. Swirl the plate gently to spread evenly. 
‘This plate will indicate whether any phage was in 
the original bacterial culture. Set this plate aside 
to harden, 

2. With the same pipette as above, transfer 0.3 ml of 
E coli into each of the tubes of soft nutrient agar. 
Keep the tubes in the 50° C water bath. 

3. Still using the same pipette, transfer 2.0 ml of E. 
coli into the ADS tube. 

4. With a fresh pipette, deliver 0.1 ml of T4 phage 
into the ADS tube and immediately record the 
time (time zero) of this mixing with E. coli in the 
following table, Mix gently and allow to remain 
in the 37° C water bath for 5 minutes. 
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5. While the mixture is incubating, fill in the table, 
recording all the projected times so that you will 
know when each step isto begin. 

6. After the 5-minute incubation time, transfer 0.1 
ml of the mixture to the ADS-2 tube, gently mix, 
and incubate at 37° C for another 10 minutes. 

7. After 10 minutes, transfer 0.1 ml from the ADS-2 
tube to the first front row tube of tryptone broth. 
Keep the ADS-2 tube in the water bath. Mix this 
dilution tube gently and transfer 0.1 ml to the ad- 
jacent tryptone broth tube in the second row. Mix 
this tube gently, also, 

8, Transfer 0.1 ml from the second tube of tryptone 
broth to a tube of soft nutrient agar, mix gently, 
flame the tube neck, and pour the soft agar over 
the tryptone agar plate that is labeled “15.” 

‘Swirl the plate carefully to disperse the soft 
agar mixture evenly. 

9. Follow the above procedure 10 minutes later to 
produce a soft agar overlay plate on the plate la- 
beled “25.” 

10, Repeat at the allotted times for 30-, 35-, 40-, 45-, 
‘and 50-minute plates. 

11. Invert and incubate all plates for 24-48 hours at 
37° С. 





Examination of the Plates 
Once the plates have been incubated, count the 
plaques on all the plates, using a Quebec colony 
counter and hand tally counter. Record all counts оп 
the Laboratory Report and determine burst size. 


ABBREVIATED PROCEDURE 
(Team Method) 

Performance of this experiment in teams will require 

а minimum of seven pairs of students. Each pair of 

students (team) will follow the procedure shown in 
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figure 30.3 to produce one soft agar overlay plate for 
a designated time. 
Materials 
per team: 
1 sterile serological tube 
3 tubes of tryptone broth (9.9 ml per tube) 
2 tubes of soft nutrient agar (3 ml per tube) 
2 Petri plates of tryptone agar 
41 ml pipettes 
1 dropping bottle of chloroform 
1 wire test-tube rack (small size) 
1 small beaker (150 ml size) 
1 tube of T4 phage (2 X 10 per ml) 
1 culture of Ê. coli, strain В (5 X 10° per ml) 
water bath at 37° C (a small pan that will hold a 
test-tube rack) 





Preliminaries 

1. Liquefy two tubes of soft nutrient agar in boiling 
water. Use a small beaker. Cool the water to 50° 
Cand keep the tubes of media at this temperature, 


Exercise 30 


Label a sterile serological tube "ADS" to signify 

the adsorption tube. 

Label one tube of tryptone broth “ADS-2. 

Label the other tryptone tubes "I" and “IL’ 

Label one tryptone agar plate "control" and the 

other your designated time (15, 25, 30, 35, 40, 45, 

ог 50). Your instructor will assign you a specific 

time. Put your names on both plates. 

6. Arrange the ADS, ADS-2, and two tryptone tubes 
їп a small test-tube rack in same order as shown 
in figure 30.3. 

7. Place the rack of tubes in a pan of 37° C water. 
Although it is only necessary to incubate the ADS 

and ADS-2 tubes, it will be more convenient if 

they are all together. 





Inoculations and Dilutions 

1. Pipette 0.1 ml of E. coli, strain В, into a tube of 
liquefied soft nutrient agar and pour it into the 
control plate. Swirl the plate gently to spread 
evenly. 
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Figure 30.3 Abbreviated procedure (team) method 
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Exercise 30 + Burst Size Determination: A One-Step Growth Curve 


This plate will indicate whether any phage 
was in the original bacterial culture, Set this plate 
aside to harden, 

2. With the same pipette, transfer 0.3 ml of E. coli to 
the other tube of soft nutrient agar. Keep this tube 
in the beaker of water at 50° C. 

3. Still using the same pipette, transfer 2.0 ml of E. 
coli into the ADS tube. 

4. With a fresh pipette, deliver 0.1 ml of T4 phage 
into the ADS tube. 

Record this time (time zero) 

5. After 5 minutes, transfer 0.1 ml of the Е 
coli-phage mixture from the ADS tube to ADS-2 
tube. Mix the ADS-2 tube gently. 

6. After the designated time (time zero plus desig- 
nated time), transfer 0.1 ml from ADS-2 tube to 
tryptone broth tube 1. Mix gently. 

7. Add 3 or 4 drops of chloroform to tube I. 
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8. With a fresh pipette transfer 0.1 ml from tube Tto 
tube Ш. Mix tube II gently. 

9. With another fresh pipette, transfer 0.1 ml from 
tube II to the tube of soft agar, 

10, After mixing the soft agar tube, pour it over the 
iryptone agar plate. Swirl the plate carefully to 
disperse the soft agar. Set aside to cool for a few 
minutes. 

11. Incubate both plates at 37° C for 24-48 hours. 


Examination of Plates 
Once the plates have been incubated, examine both of 
them on a Quebec colony counter. The control plate 
should be free of plaques. Count the plaques on the 
other plate, using a hand tally counter if the number is 
great. Record your count on the Laboratory Report 
and on the chalkboard 
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Microbial Interrelationships 


Populations within the microbial world relate to each other in vari- 
ous ways. Although many of them will be neutralistic toward each 
other by not interacting іп any way, others wil establish relation- 
ships that are quite different. 

‘The three exercises in this unit reveal how certain organisms 
have developed relationships that are commensalistic, synergistic, 
and antagonistic. While most of these relationships are between 
bacteria, some are between bacteria and molds. 
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‘There are many commensalistic relationships that exist 
between organisms їп a mixed microbial population. 
‘The excretory products of one organism often become 
the nutrients of another. The oxygen usage of one 
species may produce the desired oxidation-reduction 
potential for another organism. In all cases of com- 
‘mensalism, the beneficiary contributes nothing in the 
‘way of benefit or injury to the other. 

In this exercise we will culture two organisms sep- 
arately and together to observe an example of commen- 
salism. One of the organisms is Staphylococcus aureus 
and the other is Clostridium sporogenes. From your ob- 
servations of the results, you are to determine which or- 
ganism profits from the association and what control- 
ling factor is changed when the two are grown together. 
Materials: 

3 tubes of nutrient broth 

1 mi pipette 

nutrient broth culture of 5. aureus 

fluid thioglycollate medium culture of C. 

sporogenes 
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Bacterial Commensalism 


FIRST PERIOD 


Label one tube of nutrient broth 5. aureus, а sec- 
ond tube C. sporogenes, and the third tube S. au- 
reus and С. sporogenes. 

Tnoculate the first and third tubes with one loop- 
ful each of 5. aureus. 

With a 1 ml pipette, transfer 0.1 ml of C. sporo- 
genes to tubes 2 and 3, 


. Incubate the three tubes at 37° C for 48 hours. 


SECOND PERIOD 


‘Compare the turbidity in the three tubes, noting 
"which ones are most turbid. Record these results 
оп the Laboratory Report. 

After shaking the tubes for good dispersion, make 
a gram-stained slide of the organisms in each tube 
and record your observations on combined 
Laboratory Report 31-33. 
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Bacterial Synergism 


Two or more organisms acting together to produce a 
substance that none can produce separately is a syner- 
gistic relationship. Such relationships are not uncom- 
mon among microorganisms. This phenomenon is 
readily demonstrated in the ability of some bacteria 
acting, synergistically, to produce gas by fermenting 
certain disaccharides. 

In this exercise we will observe the fermentation 
capabilities of three organisms on two disaccharides 
‘The two sugars, lactose and sucrose, will be inocu- 
lated with the individual organisms ав well as with 
various combinations of the organisms to detect 
which organisms can act synergistically оп which 
sugars. To conserve on media, the class will be di- 
vided into three groups (А, B, and C). Results of in- 
‘culations will be shared. 

Materials: 
per pair of students: 

3 Durham? tubes of lactose broth with 

bromthymol blue indicator 

3 Durham? tubes of sucrose broth with 

bromthymol blue indicator 

1 nutrient broth culture of 5. aureus 

1 nutrient broth culture of P. vulgaris 

1 nutrient broth culture of E. coli 

*A Durham tube is a fermentation tube of sugar 

broth that has a small inverted vial in it. See 
figure 48.3, page 164. 








First PERIOD 
Group A 


1. Label one tube of each kind of broth E. coli. 
2. Label one tube of each kind of broth Р. vulgaris 
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3. Label one tube of each kind of broth E. coli and P. 
vulgaris. 

Inoculate each tube with one loopful of the ap- 
propriate organisms. 

5. Incubate the six tubes at 37° C for 48 hours. 


Group 

1. Label one tube of each kind of broth E. сой. 

2. Label one tube of each kind of broth 5. aureus. 

3. Label one tube of each kind of broth E. coli and. 
$ aureus. 

4. Inoculate each tube with one loopful of the ap- 
propriate organisms. 

Incubate the six tubes at 37° C for 48 hours. 


Group C 

1. Label one tube of each kind of broth 5. aureus. 

2. Label one tube of each kind of broth P vulgaris. 

3. Label one tube of each kind of broth $. aureus and. 
P vulgaris. 

4. Inoculate each tube with one loopful of the ap- 


propriate organisms, 
5. Incubate the six tubes at 37° C for 48 hours. 


SECOND PERIOD 
1. Look for acid and gas production in each tube, 
recording your results on the Laboratory Report. 
2. Determine which organisms acted synergistically 
оп which disaccharides. 
3. Answer the questions for this exercise on com- 
bined Laboratory Report 31-33. 
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Microbial antagonisms, in which one organism is in- 
hibited and the other is unaffected, are easily demon- 
strated. Usually, the inhibitor produces a substance 
that inhibits or kills one or more organisms. The sub- 
stance may be specific in its action, affecting only а 
few species, or it may be nonspecific, affecting a large 
number of organisms, 

In this exercise we will attempt to evaluate the an- 
tagonistic capabilities of three organisms on two test 
organisms. The antagonists are Bacillus cereus var. my- 
coides, Pseudomonas fluorescens, and Penicillium по- 
tatum. The test organisms are Escherichia coli (gram- 
negative) and Staphylococcus aureus (gram-positive). 
‘Materials: 

6 nutrient agar pours 

6 sterile Petri plates 

nutrient broth cultures of E. coli, 5. aureus, В. 

cereus vat. mycoides, and P. fluorescens 
flask culture of Penicillium notatum (8-12 day 
old culture) 


First PERIOD 


1. Liquefy six nutrient agar pours and cool to 50° С. 
Hold in 50° C water bath. 
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Microbial Antagonism 


. While the pours are being liquefied, label six 


plates as follows: 


‘Test Organism Antagonist 
TS. aureus В. cereus vat. mycoides 

IIS. aureus  P fluorescens 

TIS aureus Penicillium notatum. 

IVE coli В. mycoides 

VE coli P. fluorescens 

VIE coli Penicillium notatum 


|. Label three liquefied pours 5. aureus, and label 


the other three E. coli. 


|. Tnoculate each of the pours with a loopful of the 


‘appropriate organisms, flame their necks, and 
pour into their respective plates. 
After the nutrient agar in the plates has hardened, 
streak each plate with the appropriate antagonist. 
Use a good isolation technique. 
Invert and incubate the plates for 24 hours at 37°C. 


SECOND PERIOD 


Examine each plate carefully, looking for evi- 
dence of inhibition. 


. Record your results on combined Laboratory 


Report 31-33 and answer all the questions. 
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Environmental Influences and 
Control of Microbial Growth 


‘The 11 exercises of this unit are concerned with two aspects of mi- 
crobial growth: promotion and control. On the one hand, the mi- 
crobiologist is concerned with providing optimum growth condi- 
tions to favor maximization of growth. The physician, nurse, and 
other members of the medical arts profession, on the other hand, 
are concerned with the limitation of microbial populations in dis- 
prevention and treatment. An understanding of one of these 
facets of microbial existence enhances the other. 

In Part 4 we were primarily concerned with providing media for 
microbial growth that contain all the essential nutritional needs. 
Very little emphasis was placed on other limiting factors such as 
temperature, oxygen, or hydrogen ion concentration. An organism 
provided with all its nutritional needs may fail to grow if one or more 
of these essentials are not provided. The total environment must be 
sustained to achieve the desired growth of microorganisms. 

Microbial control by chemical and physical means involves 
the use of antiseptics, disinfectants, antibiotics, ultraviolet light, 
and many other agents. The exercises of this unit that are related 
to these aspects are intended, primarily, to demonstrate methods 
of measurement; no attempt has been made to make in-depth 
evaluation. 


129 





T menson: Mierebiologieal Т Vi Enviromental 


T at Temperature: tect on 


отамани г 
‘Applications Lab Manual, Influences andCoatolal_ Growth Companies, 200 
gh Elton Microbial Govt 





34 


‘Temperature is one of the most important factors influ- 
encing the activity of bacterial enzymes. Unlike warm- 
blooded animals, the bacteria lack mechanisms that 


Temperature: 
Effects on Growth 


ature range. It is our goal here to determine the opti- 
mum temperature for prodigiosin production and the 
fe optimum growth temperatures for all 





conserve or dissipate heat generated by metabolism, 
and consequently their enzyme systems are directly af- 
fected by ambient temperatures. Enzymes have mini- 
mal, optimal, and maximal temperatures. At the opti- 
mum temperature the enzymatic reactions progress at 
‘maximum speed. Below the minimum and above the 
maximum temperatures the enzymes become inactive. 
‘At some point above the maximum temperature, de- 
struction of a specific enzyme will occur. Low temper- 
atures are less deleterious in most cases. 

Microorganisms grow in a broad temperature range 
that extends from approximately 0° C to above 90° С. 
They are divided into three groups: mesophiles that 
grow between 10° C and 47° С, psychrophiles that are 
able to grow between 0° C and 5° C, and thermophiles 
that grow at high temperatures (above 50° С). 

‘The psychrophiles and thermophiles are further 
subdivided into obligate and facultative groups 
Obligate psychrophiles seldom grow above 22° C and 
facultative psychrophiles (psychrotrophs) grow very 
well above 25° C. Thermophiles that thrive only at 
high temperatures (above 50° C and not below 40° C) 
are considered to be obligate thermophiles; those that 
will grow below 40° C are considered to be faculta- 
tive ihermophiles. 

n this experiment we will attempt to measure the 
effects of various temperatures on two physiological 
reactions: pigment production and growth rate. 
Nutrient broth and nutrient agar slants will be inocu- 
ated with three different organisms that have differ- 
ent optimum growth temperatures. One organism, 
Serratia marcescens, produces a red pigment called 
prodigiosin that is produced only in a certain temper- 


Table34i inoculation Assignments 


three microorganisms. To determine optimum growth 
temperatures we will be incubating cultures at five 
different temperatures. A spectrophotometer will be 
used to measure turbidity densities in the broth cul- 





First PERIOD 
(Inoculations) 


‘To economize on time and media it will be necessary 
for each student to work with only two organisms and 
seven tubes of media. Refer to table 34.1 to deler- 
mine your assignment. Figure 34.1 illustrates the 
procedure. 


Materials: 
nutrient broth cultures of Serratia marcescens, 
Bacillus stearothermophilus, and 
Escherichia coli 


per student: 
2 nutrient agar slants 

S tubes of nutrient broth 

Label the tubes as follows: 

Slants: Label both of them S. marcescens; label 

опе tube 25° C and the other tube 38° С. 

Broths: Label each tube of nutrient broth with 

your other organism and one of the following five 

temperatures: 5° С, 25° C, 38° С, 42°C, or 55° С. 

Tnoculate each of the tubes with the appropriate 

organisms. Use a wire loop. 

Place each tube in one of the five baskets that is 

labeled according to incubation temperature. 

















1,4, 7, 10, 13, 16, 19, 22, 25 2 slants and 5 broths 
2,5,8, 11, 14,17, 20, 28, 28. 2 slants 5 broths 
2,6, 9, 12, 15, 18, 21, 24, 27 2 slants 5 broths 
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Note: The instructor will se that the 5° C basket 
is placed in the refrigerator and the other four are 
placed in incubators that are set at the proper 
temperatures. 


SECOND PERIOD 
(Tabulation of Results) 


Materials: 

slants and broth cultures that have been 
incubated at various temperatures 

spectrophotometer and cuvettes 
tube of sterile nutrient broth 

1. Compare the nutrient agar slants of S. marcescens, 
Using colored pencil, draw the appearance of the 
growths on the Laboratory Report. 

2. Shake the broth cultures and compare them, not- 
ing the differences in turbidity. Those tubes that 


‘Temperature: Effects on Growth * Exercise 34 


appear to have no growth should be compared 
with a tube of sterile nutrient broth, 

3. Ifa spectrophotometer is available, determine the 
turbidity of each tube following the instructions 
оп the Laboratory Report. 

4. If no spectrophotometer is available, record tur- 
bidity by visual observation. The Laboratory 
Report indicates how to do this. 

5. Exchange results with other students to complete 
data collection for experiment. 


LABORATORY REPORT 


After recording all data, answer the questions on the. 
Laboratory Report for this exercise. 





S marcescens —.‏ ر 


ıs marcescens, В, stearothermophilus, E. coll — —, 
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wo nutrient agar slants are Five nutrient broth are inoculated with one of three organisms 
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incubated at dierent temperatures Optimum growth temperatures or each organism- 


for pigment production 











Figure 34.1 Inoculation procedure 
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In attempting to compare the susceptibility of differ- 
ent organisms to elevated temperatures, itis necessary 
1o use some yardstick of measure. Two methods of 
comparison are used: the thermal death point and the. 
thermal death time. The thermal death point (TDP) 
is the temperature at which an organism is killed in 10 
minutes, The thermal death time (ТОТ) is the time 
required to kill a suspension of cells or spores at а 
given temperature. Since various factors such as pH, 
‘moisture, composition of medium, and age of cells 
will greatly influence results, these variables must be 
clearly stated. 

In this exercise we will subject cultures of three 
different organisms to temperatures of 60°, 70°, 80°, 
90°, and 100° C. At intervals of 10 minutes organisms 
will be removed and plated out to test their viability. 
‘The spore-former Bacillus megaterium will be com- 
pared with the non-spore-formers Staphylococcus au- 
reus and Escherichia coli. The overall procedure is il- 
lostrated in figure 35.1 

Note in figure 35.1 that before the culture is 
heated a control plate is inoculated with 0.1 ml of the 
organism. When the culture is placed in the water 
bath, a tube of nutrient broth with a thermometer in- 
serted into it is placed in the bath at the same time. 
‘Timing of the experiment starts when the thermome- 
ter reaches the test temperature, 

Due to the large number of plates that have to be 
inoculated to perform the entire experiment, it will be 
necessary for each member ofthe class to be assigned 
a specific temperature and organism to work with. 
Table 35.1 provides assignments by student number. 
After the plates have been incubated, each student's 
results will be tabulated on a Laboratory Report chart 
at the demonstration table, The instructor will have 


таме 35.1 inoculation Assignments 


‘Temperature: 
Lethal Effects 


copies made of it to give each student so that every- 
‘one will have all the pertinent data needed to draw the 
essential conclusions 

‘Although this experiment is not difficult, it often 
fails to turn out the way it should because of student 
error. Common errors are (1) omission of the control 
plate inoculation, (2) putting the thermometer in the 
culture tube instead of in a tube of sterile broth, and 
(3) not using fresh sterile pipettes when instructed to 
doso. 
Materials: 
per student: 

5 Petri plates 

5 pipettes (1 ml size) 

1 tube of nutrient broth 

1 bottle of nutrient agar (60 ml) 

1 culture of organisms 


class equipment: 
‘water baths set up at 60°, 70°, 80°, 90°, and. 
100°C 
broth cultures: 
Staphylococcus aureus, Escherichia coli, and 
Bacillus megaterium (minimum of 5 
cultures of each species per lab section) 


1. Consult table 35.1 to determine what organism 
and temperature has been assigned to you. If 
several thermostatically controlled water baths 
have been provided in the lab, locate the one that 
you will use. If a bath is not available for your 
temperature, set up a bath on an electric hot plate 
ог over a tripod and Bunsen burner. 

If your temperature is 100° C, a hot plate and 
beaker of water are the only way to go. When set- 
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132 





T menson: Mierebiologieal Т WL Enviromental 
‘Aoplcatios Lab Manual 
Egi Elton 


Побоень and Cental ol Elects 
КЕЛ 


ting up a water bath use hot tap water to start with 
to save heating time. 

2. Liquefya bottle of 60 ml of nutrient agar and cool 
to 50°C. This can be done while the rest of the ex- 
periment is in progress. 

3. Label five Petri plates: control, 10 min, 20 min, 
30 min, and 40 min. 

4. Shake the culture of organisms and transfer 0.1 ml 
of organisms with а 1 ml pipette to the control plate. 

5. Place ihe culture and a tube of sterile nutrient 
broth into the water bath. Remove the cap from the 
tube of nutrient broth and insert a thermometer 
into the tube, Don't make the mistake of inserting 
the thermometer into the culture of organisms! 

6. As soon as the temperature of the nutrient broth 
reaches the desired temperature, record the time 
here: 

Watch the temperature carefully to make sure it 
does not vary appreciably. 


T Temperature: tut 
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7. After 10 minutes have elapsed, transfer 0.1 ml 
from the culture to the 10-minute plate with a 
fresh 1 ml pipette. Repeat this operation at 10- 
minute intervals until all the plates have been in- 
‘culated. Use fresh pipettes each time and be sure 
то shake the culture before each delivery. 

8. Pour liquefied nutrient agar (50° C) into each 
plate, rotate, and cool. 

9. Incubate at 37° C for 24 to 48 hours. After evalu- 
ating your plates, record your results on the chart 
оп the Laboratory Report and on the chart on the 
demonstration table, 


LABORATORY REPORT 


Complete the Laboratory Report once you have a 
copy of the class results, 
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Figure 351 Procedure for determining thermal endurance 
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Aside from temperature, the hydrogen ion concentra- 
tion of an organism's environment exerts the greatest 
influence on its growth. The concentration of hydro- 
gen ions, which is customarily designated by the term 
pH (log 1/H*), limits the activity of enzymes with 
which an organism is able to synthesize new proto- 
plasm. As in the case of temperature, there exists for 
each organism an optimum concentration of hydrogen 
ions in which it grows best, The pH values above and 
below which an organism fails to grow are, respec- 
tively, referred to as the minimum and maximum hy- 
drogen ion concentrations. These values hold only 
when other environmental factors remain constant. If 
the composition of the medium, incubation tempera- 
ture, or osmotic pressure is varied, the hydrogen ion 
requirements become different. 

In this exercise we will test the degree of inhibi- 
tion of microorganisms that results from media con- 
taining different pH concentrations, Note in the mate- 
rials list that tubes of six different hydrogen 
concentrations are listed. Your instructor will indicate 
which ones, if not all, will be tested. 


First PERIOD 


‘Materials: 
per student: 

1 tube of nutrient broth of pH 3.0 

1 tube of nutrient broth of pH 5.0 

1 tube of nutrient broth of pH 7.0 

1 tube of nutrient broth of pH 8.0 

1 tube of nutrient broth of pH 9.0 

1 tube of nutrient broth of pH 10.0 
class materials: 

broth cultures of Escherichia coli 

broth cultures of Staphylococcus aureus 

broth cultures of Alcaligenes faecalis* 

broth cultures of Saccharomyces cerevisiae" 
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"Candida glabrata is a good substitute for Saccharomyces cere- 
vis. 
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1. Inoculate a tube of each of these broths with one 
organism. Use the organism following your as- 
signed number from the table below: 














1.5.9.13 17,21,25 | Escherichia col 
26 10,14, 18, 22,28 | Suphycoccus aureus 
11, 16,10, 28,27 | Асайоепас еса” 
Җа, 1, 16,20, 24,28 | Saccharomyces comua 














2. Incubate the tubes of E. сой, S. aureus, and A. fae- 
calis at 37° C for 48 hours. Incubate the tubes of 
S.ureae, С. glabrata, and S. cervisiae at 20° C for. 
48 to 72 hours. 


SECOND PERIOD 


Materials: 
spectrophotometer 
T'tube of sterile nutrient broth. 
tubes of incubated cultures at various pHs 


1. Use the tube of sterile broth to calibrate the spec- 
‘ophotometer and measure the ФТ of each cul- 
ture (page 98, Exercise 23). Record your results in 
the tables on the Laboratory Report. 

2. Plot the ОР. values in the graph on the 
Laboratory Report and answer all the questions. 
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Osmotic Pressure and Bacterial Growth 


Growth of bacteria can be profoundly affected by the 
amount of water entering or leaving the cell. When 
the medium surrounding an organism is hypotonic 
(low solute content), a resultant higher osmotic pres- 
sure occurs in the cell. Except for some marine 
forms, this situation is not harmful to most bacteria. 
‘The cell wall structure of most bacteria is so strong 
and rigid that even slight cellular swelling is gener- 
ally inapparent. 

In the reverse situation, however, when bacteria 
are placed in a hypertonic solution (high solute 
content), their growth may be considerably inhib- 
ited. The degree of inhibition will depend on the 
type of solute and the nature of the organism. In me- 
dia of growth-inhibiting osmotic pressure, the cyto- 
pplasm becomes dehydrated and shrinks away from 
the cell wall. Such plasmolyzed cells are often sim- 
ply inhibited in the absence of sufficient cellular 
water and return to normal when placed in an iso- 
tonic solution. In other instances, the organisms are 
irreversibly affected due to permanent inactivation 
of enzyme systems. 






































Figure 37.1 Osmoticvariablitios 


‘Organisms that thrive in hypertonic solutions are 
designated as halophiles ог osmophiles. If they re- 
‘quire minimum concentrations of salt (NaCl and other 
cations and anions) they are called halophiles. 
Obligate halophiles require a minimum of 13% 
sodium chloride. Osmophiles, on the other hand, ге- 
‘quire high concentrations of an organic solute, such as 
sugar, 

In this exercise we will test the degree of inhibi- 
tion of organisms that results with media containing 
different concentrations of sodium chloride. То ac- 
complish this, you will streak three different organ- 
isms on four plates of media. The specific organisms 


37 


used differ in their tolerance of salt concentrations. 
‘The salt concentrations will be 0.5, 5, 10, and 15%. 
After incubation for 48 hours and several more days, 
‘comparisons will be made of growth differences to de- 
termine their degrees of salt tolerances. 





1 Petri plate of nutrient agar (0.5% NaCl) 
1 Petri plate of nutrient agar (5% NaCl) 

1 Petri plate of nutrient agar (10% NaCl) 
1 Petri plate of milk salt agar (15% NaCI) 


cultures: 
Escherichia coli (nutrient broth) 

Staphylococcus aureus (nutrient broth) 
Halobacterium salinarium (slant culture) 

1. Mark the bottoms of the four Petri plates as indi- 
cated in figure 37.2. 

2. Streak each organism in a straight line on the agar, 
using a wire loop. 

3. Incubate all the plates for 48 hours at room tem- 
perature with exposure to light (the pigmentation 
of H. salinarium requires light to develop). 
Record your results on the Laboratory Report. 

4. Continue the incubation of the milk salt agar plate 
for several more days in the same manner, and 
record your results again on the first portion of 
Laboratory Report 37, 38. 


Figure 372 Streak pattern 
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Oligodynamic Action 
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‘The ability of small amounts of heavy metals to exert a 
lethal effect on bacteria is designated as oligodynamie 
action (Greek: oligos, small; dynamis, power). The ef- 
fectiveness of these small amounts of metal is probably 
due to the high affinity of cellular proteins for the 
‘metallic ions. Although the concentration of ions in so- 
lution may be miniscule (a few parts per million) cells 
die due to the cumulative effects of ions within the cell. 

The success of silver amalgam fillings to prevent 
secondary dental decay in teeth over long periods of 
time is due to the small amounts of silver and mercury 
ons that diffuse into adjacent tooth dentin. Its success in 
this respect has led to much debated concern that its tox- 
icity may cause long-term injury to patients. In addition 
to its value (or harm) as a dental restoration material, 
oligodynamic action of certain other heavy metals has 
been applied to water purification, ointment manufac- 
ture, and the treatment of bandages and fabrics. 

1а this exercise we will compare the oligody- 
namic action of three metals (copper, silver, and alu- 
minum) to note the differences. 
Materials: 

1 Petri plate 

1 nutrient agar pour 

forceps and Bunsen burner 

acid-alcohol 


broth culture of E, coli and 5. aureus 
3 metallic disks (copper, silver, aluminum) 

‘water bath at student station (beaker of water 
and electric hot plate) 

1. Liguefy a tube of nutrient agar, cool to 50° C, and 
inoculate with either E. coli or S. aureus (odd: E. 
сой; even: $. aureus). 

2. Pour half of the medium from each tube into a 
sterile Petri plate and leave the other half in a wa- 
ter bath (50° C). Allow agar to solidify in the 
plate. 

3. Clean three metallic disks, one at a time, and 
place them on the agar, evenly spaced, as soon as 
they are cleaned. Use this routine: 
= Wash first with soap and water; then rinse with 

water. 
= With flamed forceps dip in acid-alcohol and 
rinse with distilled water. 

4. Pour the remaining seeded agar from the tube over 
the metal disks. Incubate for 48 hours at 37° С. 


LABORATORY REPORT 
After incubation compare the zones of inhibition and 
record your results on the last portion of Laboratory 
Report 37, 38. 
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Ultraviolet Light: 
Lethal Effects 


Except for the photosynthetic bacteria, most bacteria 
are harmed by ultraviolet radiation. Those that con- 
tain photosynthetic pigments require exposure to sun- 
light in order to synthesize substances needed in their 
metabolism, Although sunlight contains the complete 
spectrum of short to long wavelengths of light, it is 
only the short, invisible ultraviolet wavelengths that 
are injurious to the nonphotosynthetic bacteria. 
Wavelengths of light may be expressed in nano- 
meters (nm) or angstrom units (А). The angstrom unit 
isequal to 10 * сш. In terms of nanometers, 10A equal 
one nanometer. Thus, wavelength of4500 X 10 cm 
would be expressed as 4500A, 450 nm, or 045 um. 
Figure 39.1 illustrates the relationship of ultravi- 
olet to other types of radiations. By definition, ultra- 
violet light includes el ic radiations that 
{all inthe wavelength band between 40 and 40004. It 
bridges the gap between the X rays andthe shortest 
wavelengths of light visible to the human eye, The 
visible range is approximately between 4000 and 
7800А. Actually, the practical range of ultraviolet, as 
far as we are concerned, lies between 2000 and 
4000. The “extreme” range 40-2000À) includes ra- 
diations that are absorbed by air and consequently 
function only in a vacuum. This region is also referred 
to as vacuum ultraviolet, 
Ultraviolet is nota single entity, but is a very wide 
band of wavelengths. This fact is often not realized. 
Extending from 40 to 4000A, it encompasses a span 
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of 1:100; visible wavelengths (4000-78004), on the 
other hand, represent only а twofold spread. 

"The germicidal effects of the ultraviolet are lim- 
ited to only a specific region of the ultraviolet spec- 
trum, As indicated in figure 39.1, the most effective 
wavelength is 2650A. Low.pressure mercury vapor 
lamps, which have а high output (90%) of 2437A, 
make very effective bactericidal lamps. 

In this exercise organisms that have been spread 
оп nutrient agar will be exposed to ultraviolet radia- 
tion for various lengths of time to determine the min- 
imum amount of exposure required to effect а 100% 
kill. One-half of each plate wil be shielded from the 
radiation to provide а control comparison. Bacillus 
megaterium, a spore-former, and Staphylococcus au- 
eus, а non-spore-former, vill be used to provide a 
Comparison of the relative resistance of vegetative and 
spore types. 

Exposure to ultraviolet ight may be accom- 
plished with a lamp as shown in figure 39.2 or with a 
[UV box that has built-in ultraviolet lamps. The UV 
exposure effectiveness varies with the type of setup 
used. The exposure times given in table 39.1 work 
well for a specific type of mercury arc lamp. Note in 
the table that space is provided under the times for 
adding in different timing. Your instructor will inform 
you as to whether you should write in new times that 
Will be more suited to the equipment in your lab. 
Proceed as follows to do this experiment. 





ULTRAVIOLET- 


VISIBLE |-— INFRARED. 








10,0004 
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Exercise 39 + Ultraviolet Light: Lethal Effects 

Materials: plate, Before swabbing, express the excess culture 
Petri plates of nutrient agar (one or more per from the swab against the inner wall of the tube. 

student) 4. Place the plates under the ultraviolet lamp with the 

ultraviolet lamp or UV exposure box lids removed. Cover half of each plate with a 3” X 
timers (bell type) 5” card as shown in figure 39.2, Note that if your 
cards Q^ x 57) ‘number is Bor 16, you will not remove the lid from. 


nutrient broth cultures of $. aureus with swabs 
saline suspensions of В. megaterium with swabs 


1. Refer to table 39.1 to determine which organism 
you will work with. You may be assigned more 
than one plate to inoculate. If different times are 
to be used, your instructor will inform you what 
times to write їп. Since there are only 16 assign- 
ment numbers in the table, more student assign- 
‘ment numbers can be written in as designated by 
your instructor. 

2. Label the bottoms of the plates with your assign- 
ment number and your initials, 

3, Using a cotton-tipped swab that is in the culture 
tube, swab the entire surface of the agar in each 





Table 39.1 Student Inoculation Assignments 


"These Pe pla Wl be covered wth dh covers dur expo 





your plate. The purpose of this exposure is to see to 
‘what extent, if any, UV light can penetrate plastic. 


CAUTION 
Avoid looking directly into the ultraviolet lamp. These rays 
‘an canse cataracts and other eye ушу. 














5. After exposing the plates for the correct time du- 
rations, re-cover them with their lids, and incu- 
bate them inverted at 37° C for 48 hours. 


LABORATORY REPORT 


Record your observations on the Laboratory Report 
and answer all the questions, 


























Figure 39.2 Platos are exposed to UV light with 50% coverage 
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Evaluation of Disinfectants: 
The Use-Dilution Method 


When considering the relative effectiveness of differ- 
ent chemical agents against bacteria, some yardstick of 
comparison is necessary. Many different methods 
have been developed over the years since Robert 
Koch, in 1881, worked out the first scientific proce- 
dure by measuring the killing power of various germi- 
cides on silk threads that were impregnated with 
spores of Bacillus anthracis. Koch's method and many 
that followed proved unreliable for various reasons. 
Finally, in 1931, the United States Food and Drug 
Administration adopted a method that was a modifi- 
cation of а test developed in England in 1903 by 
Ridea and Walker. In 1950 the Association of 
Official Agricultural Chemists adopted it as the offi- 
cial method of testing disinfectants. This method 
compares the effectiveness of various agents with 
phenol. A value called the phenol coefficient is ar- 
rived at that has significant meaning with certain lim- 
itations, The restrictions are that the test should be 
used only for phenol-like compounds that do not ex- 
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еп bacteriostatic effects and are not neutralized by the 
subculture media used. Many excellent disinfectants 
cannot be evaluated with this test. Disinfectants such 
as bichloride of mercury, iodine, metaphen, and qua- 
ternary detergents are unlike phenol in their germici- 
dal properties and should not be evaluated in terms of 
phenol coefficients. Notwithstanding, however, many 
pharmaceutical companies have applied this test to 
such disinfectants with misleading results. A more 
suitable test for these nonphenolic disinfectants is the 
use-dilution method. 

The use-dilution method makes use of small 
glass rods on which test organisms are dried for 30 
minutes, The seeded rods are then exposed to the test. 
solutions at 20° C for 1, 5, 10, and 30 minutes, rinsed 
‘with water or neutralizing solution, and transferred to 
the tubes of media, After incubation at 37° C for 48 
hours, the tubes are examined for growth. When the 
results of this test are applied to practical conditions 
of use, they are found to be completely reliable. 





Pine Dred on 
Fler Paper 








Disntction 
Tied) 











Figure 40.1 Procedure for use-dilution evaluation of a disinfectant 


139 





T menson: Mierebiologieal Т Vi Enviromental 


“арии отамани г 
‘Applications Lab Manual, tnlusncesandCoavolal_ Dialect: The amoris 2001 
‘ehh Elton Microbial Gro Use Diao Method 


Exercise 40 + Evalation of Disinfectants: The Use-Dilution Method 


In this experiment you will follow a modified pro- 
cedure of the use-dilution method to compare the rel- 
ative merits of three different disinfectants on two 
kinds of bacteria: a spore-former, Bacillus mega- 
terium, and a non-spore-former, Staphylococcus au- 
reus. Instead of glass rods, we will use rustproof com- 
‘mon pins. 

Since each student will be performing only a 
small portion of the entire experiment it will be nec- 
essary to make student assignments with respect to 
agents used and timing. Table 40.1 indicates, accord- 
ing to student numbers, which agent each student will 
bbe working with, and the length of time to apply the 
agent to the pin, Note that a blank column is provided 
for write-in substitutions, Proceed as follows: 
‘Materials: 
рег student: 

2 tubes of one of the following agents: 

1:750 Zephiran for students 1, 4,7, 10, 13, 
16, 19, 22, 25, 28 

566 phenol for students 2, 5, 8, 11, 14, 17, 
20, 23, 26,29 

8% formaldehyde for students 3, 6, 9, 12, 
15, 18, 21, 24, 27, 30 

2 tubes of sterile water (about 7 ml each) 

2 tubes of nutrient broth (about 7 ml each) 

forceps 


оп demonstration table 
1 nutrient broth culture of 5. aureus 
1 physiological saline suspension of a 48 hour 
nutrient agar slant culture of В. megaterium 
2 sterile Petri plates with filter paper in bottom 
several forceps and Bunsen burner 
2 test tubes containing 36 sterile common pins in 
ach one (pins must be plated brass, which 
are rustproof) 
1. Consult table 40.1 or the materials list to deter- 
mine which disinfectant you are to use. 
2. Get two tubes of the disinfectant, two tubes of 
sterile water, and two tubes of nutrient broth from. 


Table 40.1 Student Assignments for Agents and Timing 


the table, Label one of each pair В. megaterium 
and the other 5. aureus. 


Instructor: While the students are getting their 
supplies together, you can start the experiment by 
pouring the broth culture of S. aureus into one of 
the tubes of pins and the saline suspension of B. 
megaterium into the other tube of pins. After de- 
canting the organisms into a beaker of disinfec- 
tant, the pins are deposited onto filter paper in 
separate Petri plates to dry. Plates should be 
clearly labeled as to contents. Allow a few min- 
utes for the pins to dry before allowing students to 
take them. Make certain, also, that а Bunsen 
‘burner and forceps are set up near the two dishes 
of pins. 

Gently flame a pair of forceps, let cool, and trans- 
fer one pin from each Petri plate to the separate 
tubes of disinfectant. Be sure to put them into the 
right tubes. 


i. Leave the pins in the disinfectant for the length of 


time indicated in table 40.1. Find your number 
under the time indicated for your disinfectant. 
Atthe end of the assigned time, flame the mouths 
of the tubes of disinfectant and carefully pour the 
disinfectant into the sink without discarding the 
pins. Then, transfer the pins into separate tubes of 
Sterile water, Avoid transferring any of the disin- 
fectant to the water tubes with the pins. 

‘After 1 minute in the tubes of water, flame the 
‘mouths of the water and broth tubes, pour off the 
water, and shake the pins ош of the emptied tubes 
into separate, labeled tubes of nutrient broth, 


Instructor: At this point the instructor, or a des- 
ignated class member, should put one pin from 
each of the Petri plates into separate labeled tubes 
оГ nutrient broth to be used as positive controls 
for each organism. 


Incubate all nutrient broth tubes with pins for 48 


hours at 37° C. Examine them and record your re- 
sults on the Laboratory Report. 




















‘Substitution 1 5 10 E] С] 
1:750 Zephiran 116 E тт sum | m 
5% Phenol 2" &m | аз mum | em 
8% Formaldehyde эла в „м samo | sm 
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Evaluation of Alcohol: 


Its Effectiveness as a Skin Degerming Agent 


Аза skin disinfectant, 70% alcohol is undoubtedly the 
most widely used agent. The ubiquitous prepackaged 
alcohol swabs used by nurses and technicians are evi- 
dence that these items are indispensible. The question 
that often arises is: How really effective is alcohol in 
routine use? When the skin is swabbed prior to pene- 
tration, are all, or mostly all, of the surface bacteria 
killed? To determine alcohol effectiveness, as it might 
be used in routine skin disinfection, we are going to 
perform a very simple experiment here that utilizes 
four thumbprints and a plate of enriched agar. Class re- 
sults will be pooled to arrive at a statistical analysis. 
Figure 41.1 illustrates the various steps in this 
test. Note that the Petri plate is divided into four parts. 
On the left side of the plate an unwashed left thumb is 
first pressed down on the agar in the lower quadrant 
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of the plate. Next the left thumb is pressed down on 
the upper left quadrant. With the left thumb we are try- 
ing to establish the percentage of bacteria that are re- 
‘moved by simple contact with the agar. 

On the right side of the plate an unwashed right 
thumb is pressed down on the lower right quadrant of 
the plate, The next step is to either dip the right thumb 
into alcohol or to scrub it with an alcohol swab and 
dry it. Half of the class will use the dipping method 
and the other half will use alcohol swabs. Your in- 
structor will indicate what your assignment will be. 
‘The last step is to press the dried right thumb on the 
upper right quadrant of the plate, 

After inoculating the plate it is incubated at 37° С 
for 24-48 hours. Colony counts will establish the ef- 
fectiveness of the alcohol. 





элна touching any other surtace the 
lok tum is pressed against he ager 
in quadrant B. 





momentary pressed against the agar 


1 “The pad ot ne unwashed i thumb is 
ташат A 








Tha pad of te treated rignt numb is 
pressed against he agar in the D. 
quadrant 


6 


Tho alcohoktroatad right thumb is 
alowed to completely a« aj 


The pad of the rit um is 
immersed in 70* alcohol or scrubbed 
with an сома swab fr 10 seconde. 


4 


Tro рай ef the unwashed right hum 
ıs momentary pressed against he 
эрк quadrant C 








Figure 41.1 Procedure for testing the effectiveness of alcohol on the skin 
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Exercise 41 * Evaluation of Alcohol: Ite Effectiveness as а Skin Degerming Agent 


Materials: 
1 Petri plate of veal infusion agar 
small beaker 
70% ethanol 
alcohol swab 


1. Perform this experiment with unwashed hands. 

2. With a china marking pencil, mark the bottom of 
the Petri plate with two perpendicular lines that 
divide it into four quadrants. Label the left quad- 
rants A and B and the right quadrants C and D as 
shown in figure 41.1. (Keep in mind that when 
you turn the plates over to label them, the А and 
B quadrants will be on the right and C and D will 
be on the lef.) 

3. Press the pad of your left thumb against the agar 
surface in the A quadrant. 
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4, Without touching any other surface, press the left 
thumb into the B quadrant. 
5. Press the pad of your right thumb against the agar 
surface of the C quadrant, 
6. Disinfect the right thumb by one of the two fol- 
lowing methods: 
* dip the thumb into a beaker of 70% ethanol for 
5 seconds, ог 
* scrub the entire pad surface of the right thumb 
with an alcohol swab, 
7. Allow the alcohol to completely evaporate from 
the skin. 
8, Press the right thumb against the agar in the D 
quadrant. 
9. Incubate the plate at 37° C for 24-48 hours. 
10. Follow the instructions on the Laboratory Report 
for evaluating the plate and answer all of the 
questions. 
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Evaluation of Antiseptics: 
The Filter Paper Disk Method 


The term antiseptic has, unfortunately, been some- 
what ill-defined. Originally, the term was applied to 
any agent that prevents sepsis, or putrefaction. Since 
sepsis is caused by growing microorganisms, it fol- 
lows that an antiseptic inhibits microbial multiplica- 
tion without necessarily killing them. By this defini 
tion, we can assume that antiseptics are essentially 
bacteriostatic agents. Part of the confusion that has re- 
sulted in its definition is that the United States Food 
and Drug Administration rates antiseptics essentially 
the same as disinfectants. Only when an agent is to be 
used in contact with the body for a long period of time 
do they rate its bacteriostatic properties instead of its 
bactericidal properties. 

If we are to compare antiseptics on the basis of their 
bacteriostatic properties, the filter paper disk method 
(figure 42.1) is a simple, satisfactory method to use, In 
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this method a disk of filter paper (4 diameter) is im- 
pregnated with the chemical agent and placed on a 
seeded nutrient agar plate. The plate is incubated for 48 
hours, If the substance is inhibitory, a clear zone of in- 
hibition will surround the disk. The size of this zone is 
эп expression of the agent's effectiveness and can be 
‘compared quantitatively against other substances. 

In this exercise we will measure the relative ef- 
fectiveness of three agents (phenol, formaldehyde, 
and iodine) against two organisms: Staphylococcus. 
aureus (gram-positive) and Pseudomonas aeruginosa 
(gram-negative). Table 42.1 will be used to assign 
each student one chemical agent to be tested against 
‘one organism. Note that space has been provided in 
the table for different agents to be written in as substi- 
tutes for the three agents listed. Your instructor may 
‘wish to make substitutions. Proceed as follows: 





= 


Liquefied nutrient agar is noces 
оле loop agers. 





Seeded nutrient agar Is poured into 
plate and allowed то sot. 





Sterile gisk is dipped halfway into 
agent. I completely submerged it 
vl be too wet. 


3 











impregnated disk is placed in cen- 
ter of тийет agar and pressed 
own Ign to secure it 


5 











After 24-48 hours incubation the zone of Inhibition s 
measured on Bottom of piate. Mote that measurement 
IS between disk edge and growth. 








Figure 42.1 Filter paper disk method of evaluating an antiseptic 
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Exercise 42 + Evaluation of Antiseptics: The Filter Paper Disk Method 


First PERIOD 
(Disk Application) 


‘Materials: 
per student: 
1 nutrient agar pour and 1 Petri plate 
broth culture of S. aureus or P. aeruginosa on 
demonstration table: 
Petri dish containing sterile disks of filter paper 
(4 dia) 
forceps and Bunsen burner 
chemical agents in small beakers (5% phenol, 
5% formaldehyde, 5% aqueous iodine) 


Consult table 42.1 to determine your assignment. 

Liquefy a nutrient agar pour in a water bath and 

cool to 50° C. 

3, Label the bottom of a Petri plate with the names 
of the organism and chemical agent. 

4, Inoculate the agar pour with one loopful of the or- 
ganism and pour into the plate. 


Table 421 Student Assignments 


5. After the medium has solidified in the plate, pick 
up a sterile disk with lightly flamed forceps, dip 
the disk halfway into a beaker of the chemical 
agent, and place the disk in the center of the 
medium. 

To secure the disk to the medium, press 
lightly on it with the forceps. 

6. Incubate the plate at 37° C for 48 hours. 


SECOND PERIOD 
(Evaluation) 


1. Measure the zone of inhibition from the edge of 
the disk to the edge of the growth (see illustration 
5, figure 42.1). 

2. Exchange plates with other members of the class 
зо that you will have an opportunity to complete 
the table on the Laboratory Report. 


























‘Substitution S aurous eruginosa 
5% Phenol 1,7,18,19, 25 2,6, 14, 20,26 

5% Formaldehyde 3,915,227 4,10, 16, 22, 28 
5% Iodine 5, 11,17,23,29 6,12, 18, 24, 30 
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Antimicrobic Sensitivity Testing: 


The Kirby-Bauer Method 


Once the causative organism of a specific disease in a 
patient has been isolated, it is up to the attending 
physician to administer a chemotherapeutic agent that 
will inhibit or kill the pathogen without causing seri- 
‘ous harm to the individual. The method must be rela- 
tively simple to use, be very reliable, and yield results 
in as short a time as possible, The Kirby-Bauer method 
of sensitivity testing is such a method. It is used for 
testing both antibiotics and drugs. Antibiotics are 
chemotherapeutic agents of low molecular weight pro- 
duced by microorganisms that inhibit or kill other mi- 
croorganisms, Drugs, on the other hand, are antimi- 
crobic agents that are man-made. Both types of agents 
will be tested in this laboratory session according to 
the procedure shown in figure 43.1. 

"The effectiveness of an antimicrobic in sensitivity 
testing is based on the size of the zone of inhibition 
that surrounds a disk that has been impregnated with 
а specific concentration of the agent. The zone of in- 
hibition, however, varies with the diffusibility of the 
agent, the size of the inoculum, the type of medium, 
and many other factors. Only by taking all these vari- 
ables into consideration can a reliable method be 
worked out. 

‘The Kirby-Bauer method is a standardized sys- 
tem that takes all variables into consideration. It is 
sanctioned by the U.S. FDA and the Subcommittee on 
Antimicrobial Susceptibility Testing of the National 
Committee for Clinical Laboratory Standards. 
Although time is insufficient here to consider all 
facets of this test, its basic procedure will be followed. 

The recommended medium in this test is Mueller 
Hinton П agar. Its pH should be between 7.2 and 7.4, 
and it should be poured to a 
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‘After 16 to 18 hours incubation the plates are ex- 
amined and the diameters ofthe zones are measured 
to the nearest millimeter. To determine the signifi- 
cance of the zone diameters, one must consult a table 
(Appendix A). 

In this exercise we will work with four microor- 
ganisms: Staphylococcus aureus, Escherichia сой, 
Proteus vulgaris, and Pseudomonas aeruginosa. Each. 
student will inoculate one plate with one of the four 
organisms and place the disks on the medium by 
whichever method is available. Since each student 
will be doing only a portion of the total experiment, 
student assignments will be made. Proceed as follows 


First PERIOD 
(Plate Preparation) 
Materials: 
1 Petri plate of Mueller-Hinton П agar 
nutrient broth cultures (with swabs) of 
S. aureus, E. сой, P. vulgaris, and 
Р. aeruginosa 
disk dispenser (BBL or Difco) 
cartridges of disks (BBL or Difco) 
forceps and Bunsen burner 
zone interpretation charts (Difco or BBL) 


1, Select the organisms you are going to work with 
from the following table, 











mm in the Petri plate, This requires 60 ml in a 150 mm 
plate and 25 ml in a 100 mm plate, For certain fastid- 
ious microorganisms, 5% defibrinated sheep blood is 
added to the medium. 

Inoculation of the surface of the medium is made 
with a cotton swab from a broth culture, In clinical ap- 
plications, the broth turbidity has to match a defined 
standard. Care must also be taken to express excess 
broth from the swab prior to inoculation, 

High-potency disks are used that may be placed 
onthe agar with a mechanical dispenser or sterile for- 
ceps. To secure the disks to the medium, itis neces- 
sary to press them dawn onto the agar. 


S arous 1,5,8, 18, 17, 21,28 
een Ecol 2, 10,14, 18,22 28 
vulgare 3711, 16, 19,28, 27 
aeruginosa A R28 20,24, 28 























2, Label your plate with the name of your organism. 

3. Inoculate the surface of the medium with the 
swab after expressing excess fluid from the swab 
by and rotating the swab against the in- 
side walls of the tube above the fluid level. Cover 
the surface of the agar evenly by swabbing in 
three directions. А final sweep should be made of 
the agar rim with the swab. 

4, Allow 3 to 5 minutes for the agar surface to dry 
before applying disks. 
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Exercise 43 + Antimierobic Sensitivity Testing: The Kirby-Bauer Method 


5. Dispense disks as follows: 

a. If an automatic dispenser is used, remove the 
lid from the plate, place the dispenser over the 
plate, and push down firmly on the plunger. 
With the sterile tip of forceps, tap each disk 
lightly to secure it to medium. 

b. If forceps are used, sterilize them first by flaming 
before picking up the disks. Keep each disk at 
least 15 mm from the edge of the plate. Place no 
more than 13 on a 150 mm plate, nor more than 
5 ona 100 mm plate. Apply light pressure to each 
disk on the agar with the tp of a sterile forceps 
‘or inoculating loop to secure it to medium. 

6. Invert and incubate the plate for 16 to 18 hours at 
arc. 


SECOND PERIOD 
(Interpretation) 
After incubation, measure the zone diameters with a 
metric ruler to the nearest whole millimeter. The zone 
of complete inhibition is determined without magnifi- 
cation. Ignore faint growth or tiny colonies that can be 


detected by very close scrutiny. Large colonies grow- 
ing within the ‘clear zone might represent resistant 
variants or a mixed inoculum and may require reiden- 
tification and retesting in clinical situations. Ignore 
the “swarming” characteristics of Proteus, measuring 
only to the margin of heavy growth. 

Record the zone measurements on the table of the 
Laboratory Report and on the chart on the demonstra- 
tion table, which has been provided by the instructor. 

Use table 43.1 or 43.2 for identifying the various 
disks. Although BBL and Difco use essentially the 
same code numbers, there are slight differences in the 
two charts, Careful comparison of the charts will re- 
veal that each company has certain antibiotics that are 
not listed by the other company. 

То determine which antibiotics your organism is 
sensitive to (S), or resistant to (R), or intermediate (D, 
consult Table УП in Appendix A. It is important to 
note that the significance of a zone of inhibition varies 
with the type of organism. If you cannot find your an- 
tibiotic on the chart, consult a chart that is supplied by 
BBL or Difco that is on the demonstration table or 
bulletin board. Table VII is incomplete. 


Table 43.2 Code for Difco Disks 





Table 43.1 Code for BBL Disks 
ANDO Amdinocilin E15 Erythromycin 
A20 Amikacin GM-I2 Gentamicin 
Аполо Amoxciiy РМ10 imipenem 

Cavan Acid K-30 — Kanamyein 
мло Ampicilin  LOM-10 Lomefloxacin 
SAM-20 Ampicilin  LOR-30 Loracarbef 

Sulbactam DPS Меат 
AIMS Azithromycin MIS  Mezoclin 
ALIS. Arocim M30 Minocycline 
ATM30 Artreonam МОХЭ Moxalactam 
810 Байлап NFA ая 
CB-100 Carbenicilin МАЗ0  NalidbioAcid 
СЕС20 Cofactor №90 Neomyein 
MA30 Cofamandole  NEF:30 Маши, 
2.30 Getazoin NOR-10 Norfoxacin 
FMS Семе NB Novobiosin 
542-30 Cemevazols OPCS Ofloxacin 
0030 беспа охл бао, 
CFPS Gefoporazone ОА2  Oxoinie Acid 
CTX30 биікте РАО Penicilin 
CTE20 Gefotstan  PIP-100 Piperacilin 
FOX-20 Сеюийт PB-200 PolympánB. 
(CPD-10 Gefpodexime ВАЗ Rifampin 
©РВ-30 Серт SPT-100 Spectinomyein 
САЗО Ceftazidime §-200"Streptomyain, 
ZOK30 Сеше 02  Sulfeoxazole 
68030 Cetraxne  Te-30 Tetracycline 
CXM-30 Cefuroxime ПС75 Ticamiin 
CF30 Gophalthin  TMaS Ticarcilin/ 
O30 — Choramphenicol Clavianic Acid 
CIN-100 Cmoacn — MN  Tobramych 
CIPS Ciprofloxacin  TMP-S Trimethoprim 
CLR-15 Glartivemyein Т Timethoprim/ 
сог Sufamethoxazole 
Ее vaso Vancomycin 











E15 Enthromycin 
АХБ Боос 
GM10 Gentamyein 
1РМ10 imipenem 
kao kanamycin 
LOM 10 Lomefioxacin 
LOR 30 Loracarbet 
№276 Meziocilin 
M30 Minocycline 
MOX 30 Moxalactam 
NFI Маст 
MASO Cofamandole NASO  NaldixicAcid 
сїз0 Стало NET3O Netimicn 
FEP 30 Cofopime РО300 Nitrofurantoin 
САГ10 Gofetamet NORIO Norfoxacn 
GEMS Сават OS. Ofloxacin 
CMZ30 Camerae РО Penicilin G 
CD30 Cetoncd — РТ2110 Piperacilin/ 
CFPTS Caloperazono Tazobactam 
Стхз0 Cefotatme RAS Rifampin 
GTT3 Сидни 810 Streptomycin 
FOX 30 Сиот G20 Sulsoxazole 
CPD 10 Cafpodesime TEC 30. Teicoplanin 
GPR30 Cofpeozl ТЕЗ0 Tetracycline 
CAZ30 Сейте  TIC7S Помни 
Ох  Cefizoume ТМ5 Tcsclin/ 
GRO 30 Ceftriaxone сатаан Acid 
СХМ 30 Cefuroxime ТМ10  Tebramycn 
CF30 Cophalothin ТМРӘ Trimethoprim 
Cao Chloramphenicol ЭТ — Tümethorprim/ 
CIN 100 Cinoxacin Sultamethoxazole 
115 Clarithromycin VASO Vancomycin 
002 Clindamycin 
D30 Doxyoyetne 
ENCIO Enaxacin 
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 Antimicrobic Sensitivity Testing: The Kirby-Bauer Method * Exercise 43 









\ 


‘dks on the medium. In addition to dispensing 
‘aks, his dispenser also tamps dake onto 
mecum. 


2 Handle ot dispenser is pushed down to place 12 





Cartridges (Dico) can bo used о dispensa 
individual disks, Only 4 or 5 disks should be 
laced on smal (100 mm plates. 





(дателе) are measured in millimeters 
Significance of zones Is determined from Kiby- 
Bauer chart 


4 After 18 hours incubation. the zones of inhibition 











Figure 431 Antimicrobic sensitivity testing 
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‘The importance of hand disinfection in preventing 
the spread of disease is accredited to the observa- 
tions of Semmelweis at the Lying-In Hospital in 
Vienna in 1846 and 1847. He noted that the number 
of cases of puerperal fever was closely related to the 
practice of sanitary methods. Until he took over his 
assignment in this hospital, it was customary for 
medical students to go directly from the autopsy 
room to a patient's bedside and assist in deliveries 
without scrubbing and disinfecting their hands. 
When the medical students were on vacation, only 
the nurses, who were not permitted in ће autopsy 
room, attended the patients. Semmelweis noted that 
during this time, deaths due to puerperal fever fell 
off markedly. 

As a result of his observations, he established a 
policy that no medical students would be allowed to 
examine obstetric patients or assist in deliveries until 
they had cleansed their hands with a solution of chlo- 
ride of lime. This ruling caused the death rate from 
puerperal infections to drop from 12% to 1.27% in 
one year. 

Today it is routine practice to wash hands prior 
to the examination of any patient and to do a com- 
plete surgical scrub prior to surgery. Scrubbing the 
hands involves the removal of transient (contami- 
nant) and resident microorganisms. Depending on 
the condition of the skin and the numbers of bacteria 
present, it takes from 7 to 8 minutes of washing with 
soap and water to remove all transients, and they сап 
be killed with relative ease using suitable antisep- 
tics. Residents, on the other hand, are firmly en- 
trenched and are removed slowly by washing. These 
organisms, which consist primarily of staphylococci 
of low pathogenicity, are less susceptible than the 
transients to the action of antiseptics. 

In this exercise, an attempt will be made to eval- 
uate the effectiveness of the length of time in removal 
of organisms from the hands using a surgical scrub 
technique, One member of the class will be selected 
to perform the scrub. Another student will assist by 
supplying the soap, brushes, and basins, as needed. 
During the scrub, at 2-minute intervals, the hands will 
һе scrubbed into a basin of sterile water. Bacterial 
counts will be made of these basins to determine the 
effectiveness of the previous 2-minute scrub in reduc- 
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Effectiveness of Hand Scrubbing 


ing the bacterial flora of the hands. Members of the 
class not involved in the scrub procedure will make 
the inoculations from the basins forthe plate counts. 


SCRUB PROCEDURE 

‘The two members of the class who are chosen to 
perform the surgical scrub will set up their materi- 
als near a sink for convenience. As one student per- 
forms the scrub, the other will assist in reading the 
instructions and providing materials as needed. The 
basic steps, which are illustrated in figure 44.1, are 
also described in detail below. Before beginning 
the scrub, both students should read all the steps 
carefully. 

Materials: 

5 sterile surgical scrub brushes, individually 


5 basins (or 2000 ml beakers), containing 1000 
ml each of sterile water. These basins should 
be covered to prevent contamination 

1 dispenser of green soap 

1 tube of hand lotion. 


‘Step 1 To get some idea of the number of transient 
organisms on the hands, the scrubber will scrub all 
surfaces of each hand with a sterile surgical scrub 
‘brush for 30 seconds into Basin A. No green soap will 
be used for this step. The successful performance of 
this step will depend on 
* spending the same amount of time on each hand 
(30 seconds), 
* maintaining the same amount of activity on each 
hand, and 
‘+ scrubbing under the fingernails, as well as work- 
ing over their surfaces. 


After completion of this 60-second scrub, notify 
Group A that their basin is ready for the inoculations. 


‘Step2 Using the same brush as above, begin scrub- 
bing with green soap for 2 minutes, using cool tap wa- 
ter to moisten and rinse the hands. One minute is de- 
voted to each hand. 

‘The assistant will make one application of green 
soap to each hand as it is being scrubbed. 
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Figure 44.1 Hand scrubbing routine 
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Exercise 44 * Effectiveness of Hand Scrubbing 
Rinse both hands for 5 seconds under tap water at Materials: 

the completion of the scrub. 30 veal infusion agar pours—6 per group 
Discard the brush. 1 ml pipettes 

5 30 sterile Petri plates—6 per group 

Note: This same procedure will be followed exactly ная 


in steps 4, 6, and 8 of figure 44.1. 


Step 3 With a fresh sterile brush, scrub the hands 
into Basin В in a manner that is identical to step 1. 
Don't use soap. Notify Group B when this basin is 
ready. 

Note: Exactly the same procedure is used in steps 5, 
7, and 9 of figure 44.1, using Basins C, D, and E. 


Remember: It is important to use a fresh sterile brush 
for the preparation of each of these basins. 


After Scrubbing After all scrubbing has been com- 
pleted, the scrubber should dry his or her hands and 
apply hand lotion. 


MAKING THE POUR PLATES 
While the scrub is being performed, the rest of the 
class will be divided into five groups (A, В, C, D, and 
E) by the instructor. Each group will make six plate 
inoculations from one of the five basins (A, B, C, D, 
or E). It is the function of these groups to determine 
the bacterial count per milliliter in each basin. In this 
way we hope to determine, in a relative way, the ef- 
fectiveness of scrubbing in bringing down the total 
bacterial count of the skin, 


L-shaped glass stirring rod (optional) 


1. Liquefy six pours of veal infusion agar and cool 
10507 C. While the medium is being liquefied, la- 
bel two plates each: 0.1 ml, 0.2 ml, and 0.4 ml. 
‘Also, indicate your group designation on the 
plate. 

2. As soon as the scrubber has prepared your basin, 
take it to your table and make your inoculations as 
follows: 

а. Stir the water in the basin with a pipette or an 
L-shaped stirring rod for 15 seconds. If the 
stirring rod is used (figure 44.2), sterilize it be- 
fore using by immersing it in 70% alcohol and 
flaming. For consistency of results all groups 
should use the same method of stirring. 

b. Deliver the proper amounts of water from the 
basin to the six Petri plates with a sterile sero- 
logical pipette. Refer to figure 44.3. If a pipette 
was used for stirring, it may be used for the de- 
liveries. 

с. Pour a tube of veal infusion agar, cooled to 
50° C, into each plate, rotate to get good dis- 
tribution of organisms, and allow to cool. 

d. Incubate the plates at 37° C for 24 hours. 

3, After the plates have been incubated, select the 
рай that has the best colony distribution with no 
fewer than 30 or more than 300 colonies. Count 
the colonies on the two plates and record your 
‘counts on the chart on the chalkboard. 

4. After all data are on the chalkboard, complete the 
table and graph on the Laboratory Report. 














WATER BASIN 














Figure 442. An altemative method of stiring utilizes an 
L-shaped glass stirring rod. 


igure 443 Sorub water for count is distributed to six 
Patri plates in amounts as shown. 
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RT Identification of Unknown 


Bacteria 


Опе of the most interesting experiences in introductory microbiol- 
ogy is to attempt to identify an unknown microorganism that has 
been assigned to you as a laboratory problem. The next seven ex- 
ercises pertain to this phase of microbiological work. You will be 
given one or more cultures of bacteria to identify. The only infor- 
mation that might be given to you about your unknowns will pertain 
to their sources and habitats. All the information needed for identi- 
fication will have to be acquired by you through independent study. 

Although you will be engrossed in trying to identify an unknown 
organism, there is a more fundamental underlying objective of this 
series of exercises that goes far beyond simply identifying an un- 
known. That objective is to gain an understanding of the cultural 
and physiological characteristics of bacteria. Physiological charac- 
teristics will be determined with a series of biochemical tests that 
you will perform on the organisms. Although correctly identifying 
the unknowns that are given to you is very important, itis just as 
important that you thoroughly understand the chemistry of the 
tests that you perform on the organisms. 

‘The first step in the identification procedure is to accumulate in- 
formation that pertains to the organisms’ morphological, cultural, 
and physiological (biochemical) characteristics. This involves mak- 
ing different kinds of slides for cellular studies and the inoculation of 
various types of media to note the growth characteristics and types 
of enzymes produced. As this information is accumulated, it is 
recorded in an orderly manner on Descriptive Charts, which are lo- 
cated toward the back of the manual with the Laboratory Reports. 

After sufficient information has been recorded, the next step is to 
consult a taxonomic key, which enables one to identify the organism. 
For this final step, Bergey's Manual of Systematic Bacteriology will be 
used. Copies of volumes 1 and 2 of this book will be available in the 
laboratory, library, or bath. In addition, a CD-ROM computer simula- 
tion program called Identibacter interactus may be available, which 
сап be used for identifying and reporting your unknown. Exercise 51 
pertains to the use of Bergey's Manual and identibacter interactus. 

Success in this endeavor will require meticulous techniques, in- 
teligent interpretation, and careful recordkeeping. Your mastery of 
aseptic methods in the handling of cultures and the performance of 
inoculations will show up clearly in your results. Contamination of 
your cultures with unwanted organisms will yield false results, mak- 
ing identification hazardous speculation. If you have reason to 
doubt the validity of the results of a specific test, repeat it; don't rely 
оп chance! As soon as you have made an observation or com- 
pleted a test, record the information on the Descriptive Chart. Do 
not trust your memory—record data immediately. 
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‘Your unknown cultures will be used for making many 
different kinds of slides and inoculations. Despite 
‘meticulous aseptic practice on your part, ће chance of 
contamination of these cultures increases with fre- 
quency of use, If you were to attempt to make all your 
inoculations from the single tube given to you, itis 
very likely that somewhere along the way contamina- 
tion would result. 

‘Another problem that will arise is aging of the cul- 
ture. Two or three weeks may be necessary for the per- 
formance of all tests. In this period of time, the organ- 
isms in the broth culture may die, particularly if the 
cultures kept very long at room temperature. To ensure. 
against the hazards of contamination or death of your 
organisms, it is essential that you prepare stock cultures 
before any slides or routine inoculations are made, 


Preparation and Care of Stock Cultures 


Different types of organisms require different 
kinds of stock media, but for those used in this unit, 
‘nutrient agar slants will suffice. For each unknown, 
you will inoculate two slants. One of these will be 
your reserve stock and the other one will be your 
working stock. 

‘The reserve stock culture will nor be used for 
‘making slides or routine inoculations; instead, it will 
be stored in the refrigerator after incubation until 
some time later when a transfer may be made from it 
to another reserve stock or working stock culture, 

‘The working stock culture will be used for mak- 
ing slides and routine inoculations. When it becomes 
too old to use or has been damaged in some way, re- 
place it with a fresh culture that is made from the re- 
serve stock. 
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Note in figure 45.1 that one slant will be incu- 
bated at 20° C and the other at 37° C. This will enable 
you to leam something about the optimum growth 
temperature of your unknown, which will be pertinent 
in Exercise 47, Proceed as follows: 


First PERIOD 


Inoculate two nutrient agar slants from each of your 
‘unknowns as follows: 


Materials: 
for each unknown: 
2 nutrient agar slants (screw-cap type) 
‘gummed labels 


1. Label two slants with the code number of the un- 
known and your initials. Use gummed labels. 
‘Also, mark one tube 20° C and the other 37° C. 

2. With a loop, inoculate each slant with a straight 
streak from the bottom to the top. Since these 
slants will be used for your cultural study in 
Exercise 47, a straight streak is more useful than 
‘one that is spread over the entire surface, 

3. Расе the two slants in separate baskets on the 
demonstration table that are designated with la- 
bels for the two temperatures (20° C and 37° C). 

‘Although the 20° C temperature is thought of 
as "room temperature," it should be incubated in 
a biological incubator instead of leaving it out at 
laboratory room temperature. Laboratory temper- 
atures are often quite variable in a 24-hour period. 





SECOND PERIOD 
After 24 hours incubation, evaluate the slants made 
from each of your unknowns, as follows: 
1. Examine the slants to note the extent of growth. 
‘Some organisms require close examination to see 


the growth, especially if the growth is thin and 
‘translucent, 


Preparation and Care of Stock Cultures * 


E 


Exercise 45 


Determine which temperature seems to promote. 

the best growth, 

Record on the Descriptive Chart the presumed op- 

timum temperature. (Obviously, this may not be 

the actual optimum growth temperature, but for all 
practical purposes, it will suffice for this exercise.) 

If there is no growth visible on either slant, there 

are several possible explanations: 

* Tt may be that the culture you were issued was 
not viable. 

+ Another possibility might be that the organism. 
grows too slowly to be visible at this time. 

+ Or, possibly, neither temperature was suitable! 

‘Think through these possibilities and decide what 

you should do to circumvent the problem. 

Label the tube with te best growth reserve 

stock. Label the other tube working stock. 

If both tubes have good growth, place them in the 

refrigerator until needed. 

I one tube has very scanty growth, refrigerate the 

good one (reserve stock) and incubate the other 

One at the more desirable temperature for another 

24 hours, then refrigerate. 

Remember these points concerning your stock 

cultures 

* Most stock cultures will keep for 4 weeks in 
the refrigerator. Some fastidious pathogens 
will survive for only a few days. Although 
none of the organisms issued in this unit are of 
the extremely delicate type, don't wait 4 weeks 
to make а new reserve stock culture; instead, 
make fresh transfers every 10 days. 

+ Don't use your reserve stock culture for mak- 
ing slides or routine inoculations. 

* Don't store either of your stock cultures in 
your desk drawer or a cupboard. After the ini- 
tial incubation period cultures must be refrig- 
crated. After 2 or 3 days at room temperature, 
cultures begin to deteriorate. Some die out 
completely 

Answer the questions on the Laboratory Report. 


153 





[ menson: Mierebiolagieal Т VI tention ot 


Та мерне зың T 


no 
‘Applications Lab Manual, Unknown Bacteria [^ Companies, 200 
gh Elton 





46 


The first step in the identification of an unknown bac- 
terial organism is to learn as much as possible about 
its morphological characteristics. One needs to know 
"whether the organism is rod-, coccus-, or spiral- 
shaped; whether or not itis pleomorphic; its reaction. 
to gram staining; and the presence or absence of en- 
dospores, capsules, or granules. All this morphologi- 
cal information provides a starting point in the cate- 
gorization of an unknown, 

Figure 46.1 illustrates the steps that will be fol- 
lowed in determining morphological characteristics 
of your unknown. Note that fresh broth and slant cul- 
tures will be needed to make the various slides and 
perform motility tests. Since most of the slide tech- 
niques were covered in Part 3, you will find it neces- 
sary to refer to that section from time to time, Note 
that gram staining, motility testing, and measure- 
ments will be made from the broth culture; gram 
staining and other stained slides will also be made 
from the agar slant. The rationale as to the choice of 
broth or agar slants will be explained as each tech- 
nique is performed. 

As soon as morphological information is ac- 
quired be sure to record your observations on the 
Descriptive Chart at the back of the manual. Proceed 
as follows: 


Materials: 
gram-staining kit 
spore-staining kit 
acid-fast staining kit 
Locffler's methylene blue stain 
nigrosine or india ink 
tubes of nutrient broth and nutrient agar 
gummed labels for test tubes. 


New Inoculations 


For all of these staining techniques you will need 
24-48 hour cultures of your unknown. If your work- 
ing stock slant is a fresh culture, use it. If you don't 
have a fresh broth culture of your unknown inoculate 
a tube of nutrient broth and incubate it at its estimated 
optimum temperature for 24 hours, 
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Morphological Study of Unknown 


Gram’s Stai 
Since a good gram-stained slide will provide you with 
‘more valuable information than any other slide, this is 
the place to start. Make gram-stained slides from both 
the broth and agar slants, and compare them under oil 

‘Two questions must be answered at this time: (1) Is 
the organism gram-positive, orisit gram-negative? and 
(2) Is the organism rod- or coccus-shaped? If your 
staining technique is correct, you should have no prob- 
lem with the Gram reaction. If the organism is a long 
той, the morphology question is easily settled; how- 
ever, if your organism is a very short rod, you may in- 
correctly decide it is coccus-shaped. 

Keep in mind that short rods with round ends 
(coccobacilli) look like cocci. If you have what 
‘seems to be a coccobacillus, examine many cells be- 
fore you make a final decision. Also, keep in mind 
that while rod-shaped organisms frequently appear 
as cocci under certain growth conditions, cocci 
rarely appear as rods. (Streptococcus mutans is 
unique in forming rods under certain conditions.) 
‘Thus, it is generally safe to assume that if you have a 
slide on which you see both coccuslike cells and 
short rods, the organism is probably rod-shaped. This 
assumption is valid, however, only if you are not 
working with a contaminated culture! 

Record the shape of the organism and its reaction 
to the stain on the Descriptive Chart. 


Cell Size 

‘Once you have a good gram-stained slide, determine 
the size of the organism with an ocular micrometer. 
Refer to Exercise 5. If the size is variable, determine 
the size range. Record this information on the 
Descriptive Chart. 


‘Motility and Cellular Arrangement 
If your organism is a nonpathogen make a wet mount 
‘or hanging drop slide from the broth culture. Refer to 
Exercise 19. This will enable you to determine 
whether the organism is motile, and it will allow you 
to confirm the cellular arrangement. By making this 
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Figure 44.1 Procedure for morphological study 
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Exercise 48 + Morphological Study of Unknown 


slide from broth instead of the agar slant, the cells will 
be well dispersed in natural clumps. Note whether the 
cells occur singly, in pairs, masses, or chains 
Remember to place the slide preparation in a beaker 
of disinfectant when finished with it. 

If your organism happens to be a pathogen do not 
make a slide preparation of the organisms; instead, 
stab the organism into a tube of semisolid or SIM 
‘medium to determine motility (Exercise 19). Incubate 
for 48 hours. 

Be sure to record your observations on the 
Descriptive Chart. 


Endospores 
If your unknown is a gram-positive rod, check for en- 
dospores. Only rarely is a coccus or gram-negative rod 
а spore-former. Examination of your gram-stained 
slide made from the agar slant should provide a clue, 
since endospores show up as transparent holes im 
gram-stained spore-formers. Endospores can also be 
seen on unstained organisms if studied with phase- 
contrast optics. 

If there seems to be evidence that the organism is 
а spore-former, make а slide using one of the spore- 
staining techniques you used in Exercise 16. Since 
some spore-formers require at least a week's time of 
incubation before forming spores, it is prudent 10 
double-check for spores in older cultures 

Record on the Descriptive Chart whether the 
spore is terminal, subterminal, or in the middle of 
the rod. 





 Acid-Fast Staining 
your organism а gram-positive, non-spore-forming 
is acid-fast. 
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Although some bacteria require 4 or 5 days growth to 
exhibit acid-fastness, most species become acid-fast 
within 2 days. For best results, therefore, do not use cul- 
tures that are too old. 

‘Another point to keep in mind is that most acid- 
fast bacteria do not produce cells that are 100% aci 
fast. An organism is considered acid-fast if only por- 
tions of the cells exhibit this characteristic. Refer to 
Exercise 17 for this staining technique. 

A final bit of advice: If you feel insecure about 
your adeptness at Gram staining and think that you 
‘might possibly have a gram-positive organism, even 
though your organism seems to be gram-negative, 
make an acid-fast stained slide. Many students find 
(much to their chagrin later) that they didn’t do acid- 
fast staining because their organism seemed to be 
gram-negative. An improperly gram-stained slide can 
be very misleading when it comes to unknown identi- 
fication. 





Other Structures 


If the protoplast in gram-stained slides stains шь 
evenly, you might wish to do a simple stain with 
Loeffler's methylene blue (Exercise 13) for evidence 
of metachromatic granules. 

‘Although a capsule stain (Exercise 14) may be 
performed at this time, it might be better to wait until 
a later date when you have the organism growing on 
blood agar. Capsules usually are more apparent when 
the organisms are grown on this medium, 


LABORATORY REPORT 


‘There is no Laboratory Report to fill out for this exer- 
cise, All information is recorded on the Descriptive 
Chart. 





Î menson: Mierebiolagieal Т vun. itniienionot 
‘Applications Lab Manual, Unknewn Bacteria 
ght Elton 


4. Cura Characters 


T ome metrann 
Campanias, 2001 





Cultural Characteristics 


‘The cultural characteristics of an organism pertain 
to its macroscopic appearance on different kinds of 
media, Descriptive terms, which are familiar to all 
bacteriologists, and are used in Bergey's Manual, 
must be used in recording cultural characteristics 
‘The most frequently used media for a cultural study 
are nutrient agar, nutrient broth, and nutrient 
gelatin, For certain types of unknowns it is also de- 
sirable to inoculate a blood agar plate; if necessary, 
this plate can be inoculated later. In addition to these 
media, you will be inoculating a fluid thioglycollate 
medium to determine the oxygen requirements of 
your unknown. 


FIRST PERIOD 
(lnoculations) 
During this period one nutrient agar plate, one nutri- 
ent gelatin deep, two nutrient broths, and one tube of. 
fluid thioglycollate medium will be inoculated. 
Tnoculations will be made with the original broth cul- 
ture of your unknown. The reason for inoculating two 
tubes of nutrient broth here is to recheck the optimum 
growth temperature of your unknown. In Exercise 45 
you incubated your nutrient agar slants at 20° C and 
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37° С. It may well be that the optimum growth tem- 
perature is closer to 30° C. It is to check out this in- 
termediate temperature that an extra nutrient broth is 
being inoculated. Proceed as follows: 


Materials: 

‘for each unknown: 
1 nutrient agar pour 
1 nutrient gelatin deep 
2 nutrient broths 
1 fluid thioglycollate medium (FTM) 
1 Petri plate 

1. Pour a Petri plate of nutrient agar for each un- 
known and streak it with a method that will give 
good isolation of colonies. Use the original broth 
culture for streaking. 

2. Inoculate the tubes of nutrient broth with a loop. 

3 Make a stab inoculation into the gelatin deep by 
stabbing the inoculating needle (straight wire) di- 
rectly down into the medium to the bottom of the 
tube and pulling it straight out. The medium must. 
not be disturbed laterally. 

4. Inoculate the tube of FTM with a loopful of your 
unknown, Mix the organisms throughout the tube 
by rolling the tube between your palms. 





Pitom 





Arborescent 








Figure 47.1 Types of bacterial growth on nutrient agar slants 
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5. Place all tubes except one nutrient broth into a 
basket and incubate for 24 hours at the tempera- 
ture that seemed best in Exercise 45, Incubate the. 
remaining tube of nutrient broth separately at 30° 
C. Incubate the agar plate, inverted, at the pre- 
sumed best temperature. 


SECOND PERIOD 
(Evaluation) 


‘After the cultures have been properly incubated, carry 
them to your desk in a careful manner to avoid dis- 
turbing the growth pattern in the nutrient broths and 
ЕТМ. Before studying any of the tubes or plates, place 
the tube of nutrient gelatin in an ice water bath. It will 
be studied later. Proceed as follows to study each type 
of medium and record the proper descriptive termi- 
nology on the Descriptive Chart 


‘Materials: 
reserve stock agar slant of unknown 
spectrophotometer and cuvettes 
hand lens 
ice water bath near sink 


Nutrient Agar Slant (Reserve Stock) 
Examine your reserve stock agar slant of your un- 
known that has been stored in the refrigerator since 
the last laboratory period. Evaluate it in terms of the 
following criteria: 


Amount of Growth The abundance of growth may 
be described as none, slight, moderate, and abundant. 


Color Pigmentation should be looked for on the or- 
ganisms and within the medium, Most organisms will 
lack chromogenesis, exhibiting a white growth; oth- 
crs are various shades of different colors. Some bac- 
teria produce soluble pigments that diffuse into the 
medium. Hold the slant up to a strong light to exam- 
ine it for diffused pigmentation 


Opacity Organisms that grow prolifically on the 
surface of a medium will appear more opaque than 
those that exhibit a small amount of growth. Degrees 
of opacity may be expressed in terms of opaque, 
transparent, and translucent (partially transparent). 


Form The gross appearance of different types of 
growth are illustrated in figure 47.1. The following 
descriptions of each type will help in differentiation: 
Filorn: characterized by uniform growth along 
the line of inoculation 
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Echinulate: margins of growth exhibit toothed 
‘appearance 

Beaded: separate or semiconfluent colonies 
along the line of inoculation. 

Effuse: growth is thin, veil-like, unusually 
spreading 

Arborescent: branched, trelike growth 

Rhizoid: rootlike appearance 


‘Nutrient Broth 

‘The nature of growth on the surface, subsurface, and 
bottom of the tube is significant in nutrient broth cul- 
tures, Describe your cultures as thoroughly as pos: 
ble on the Descriptive Chart with respect to these 
characteristics 





Surface Figure 472 illustrates different types of 
surface growth. A pellicle type of surface differs from 
the membranous type in that the later is much thinner. 
A flocculent surface is made up of floating adherent 
masses of bacteria, 

















Figure 47.2 Types of surface growth in nutrient broth 


Subsurface Below the surface, the broth may be 
described as turbid if itis cloudy; granular if specific 
small particles can be seen; flocculent if small masses 
are floating around; and flaky if large particles are in 
suspension. 


Sediment The amount of sediment in the bottom of 
the tube may vary from none to a great deal. To de- 
scribe the type of sediment, agitate the tube, putting 
the material in suspension. The type of sediment can 
be described as granular, flocculent, flaky, and viscid. 
Test for viscosity by probing the bottom of the tube 
with a sterile inoculating loop. 


Amount of Growth To determine the amount of 
growth, it is necessary to shake the tube to disperse 
the organisms. Terms such as slight (scanty), moder- 
ate, and abundant adequately describe the amount. 
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Optimum Temperature To determine which tem- 
perature produced the best growth, pour the contents 
from each tube of nutrient broth into separate cuvettes 
and measure their percent transmittances on the spec- 
twophotometer. If the percent transmittance is less at 
30° С than at the other presumed optimum tempera- 
ture, revise the optimum temperature on your 
Descriptive Chart. 


Fluid Thioglycollate Medium 

Since the primary purpose of inoculating a tube of 
fluid thioglycollate medium is to determine oxygen 
requirements of your unknown, examine the tube to 
note the position of growth in the tube. Compare your 
tube with figure 22.5 on page 92 to make your analy- 
sis, Designate your organism as being aerobic, mi- 
croaerophilic, facultative, or anaerobic on the 
Descriptive Chart. 


Gelatin Stab Culture 
‘Remove your tube of nutrient gelatin from the ice wa- 
ter bath and examine it. Check first to see if liquefac- 
tion has occurred. Organisms that are able to liquefy 
gelatin produce the enzyme gelatinase, 


iquefaction Tilt the tube from side to side to see if 
а portion of the medium is still liquid. If liquefaction 
has occurred, check the configuration with figure 47.3 
to see if any of the illustrations match your tube. A de- 
scription of each type follows: 


Crateriform: saucer-shaped liquefaction 
Napiforn: turniplike 

Dnfundibular: funnel-like or inverted cone 
Saccate: elongate sac, tubular, cylindrical 
‘Stratiform: liquefied to the walls of the tube in 
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Note: The configuration of liquefaction is not as 
significant as the mere fact that liquefaction takes 
place. If your organism liquefies gelatin, but you 
are unable to determine the exact configuration, 
don't worry about it. However, be sure to record 
оп the Descriptive Chart the presence or absence 
of gelatinase production, 

‘Another important point: Some organisms 
produce gelatinase at a very slow rate. Tubes that 
эге negative should be incubated for another 4 or 
5 days to see if gelatinase is produced slowly. 


Туре of Growth (No Liquefaction) If no liquefac- 
tion has occurred, check the tube to see if the organ- 
ism grows in nutrient gelatin (some do, some don't). 
If growth has occurred compare the growth with the 
left-hand illustration in figure 47.3. It should be 
pointed out, however, that, from а categorization 
standpoint, the nature of growth in gelatin is not very 
important. 


‘Nutrient Agar Plate 

Colonies grown on plates of nutrient agar should be 
studied with respect to size, color, pacity, form, ele- 
vation, and margin. With a dissecting microscope or 
hand lens study individual colonies carefully. Refer to 
figure 47.4 for descriptive terminology. Record your 
observations on the Descriptive Chart 


LABORATORY REPORT 
There is no Laboratory Report for this exercise. 
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Figure 47.3 Growth in gelatin stabs 
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Figure 47.4 Colony characteristics. 
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Physiological Characteristics: 
Oxidation and Fermentation Tests 


‘The assemblage of morphological and cultural charac- 
teristics on your Descriptive Chart during the past few 
laboratory periods may be leading you to believe that 
you already know the name of your unknown. 
Students at this stage often begin to draw premature 
conclusions. To provide you with a clearer perspective 
of where you are in the categorization process, refer to 
the separation outlines in figures 51.1 and 51.2, pages 
178 and 179. Note that morphological and cultural 
characteristics can lead you to 11 separate groups of 
genera. It is very likely that one of these groups con- 
tains the genus that includes your unknown, 

‘Although morphological and cultural characteris- 
tics are essential in getting to the genus, species de- 
termination requires a good deal more information. 
‘The physiological information that will be accumu- 
lated here and in the next two exercises will make 
species identification possible. 

Before we get into the details of the various inoc- 
ulations and tests, let's review some of the essentials 
of microbial metabolism. 


METABOLIC REACTIONS 
The chemical reactions that occur within the cells of 
all living organisms are referred to as metabolism. 
‘These reactions are catalyzed by protein molecules 
called enzymes. The majority of enzymes function 
within the cell and are called endoenzymes. Many 
bacteria also produce exoenzymes, which are released 
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by the cell to catalyze reactions outside of the cell 
Figure 48.1 illustrates how these enzymes function. 

Tn deriving energy from food, bacteria may be 
either oxidative ог fermentative. Oxidative bacteria 
utilize oxygen to yield carbon dioxide and water. 
These bacteria have a cytochrome enzyme system. 
By utilizing organic compounds as electron donors, 
with oxygen as the ultimate electron (and hydro: 
gen) acceptor, they produce CO, and water as end- 
products. Fermentative bacteria, on the other hand, 
also utilize organic compounds for energy, but they 
lack а cytochrome system. Instead of producing 
only CO; and water, they produce complex end- 
products, such as acids, aldehydes, and alcohols 
Various gases, such as carbon dioxide, hydrogen, 
and methane, are also produced. In fermentative 
bacteria, the organic compounds act both as clec- 
tron donors and electron acceptors. 

Sugars, particularly glucose, are the compounds 
most widely used by fermenting organisms. Other sub- 
stances such as organic acids, amino acids, purines, 
and pyrimidines also can be fermented by some Басе. 
ria. The end-products of a particular fermentation are 
determined by the nature of the organism, the charac- 
teristics of the substrate, and environmental conditions 
such as temperature and pH. 

Although fermentation and oxidation represent 
two different types of energy-yielding reactions, they 
сап both be present in the same organism, as is true of 
facultative anaerobes. It was pointed out in Exercise 








Energy 





Waste 











= ي 
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s Products 


Celular Material 








Figure 42.1 Note that the hydrolytic exoenzymes spilt larger molecules into smaller ones, utilizing water in the process. 
‘Tho smaller molecules are then assimilated by the cell to be acted upon by endoenzymes to produce energy and cellu- 
lar material 
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22 that in the presence of molecular oxygen these or- 
ganisms shift from fermentation to oxidation. An ex- 
ception, however, is seen in the lactic acid bacteria 
‘where fermentation occurs in the presence of air (О;). 


TESTS TO BE PERFORMED 
Six types of reactions will be studied in this exercise: 
(1) Durham-tube sugar fermentations, (2) mixed acid 
fermentation, (3) butanediol fermentation, (4) cata- 
lase production, (5) oxidase production, and (6) ni- 
trate reduction. The performance of all these tests on 
your unknown will involve a considerable number of 
inoculations because а set of positive test controls will 
also be needed, Although photographs of positive test 
results are provided in this exercise, seeing the actual 
test results in test tubes will make it more meaningful. 

Аз you perform these various tests, attempt to 
keep in mind what groups of bacteria relate to each 
test. Although some tests are not very specific in 
pointing the way to unknown identification, others are 
very narrow in application. 

Опе last comment of importance: I is nor routine 
practice to perform all these tests in identifying every 
unknown, Remember that although it might appear 
that our prime concern here is to identify an organism, 
‘our most important goal is to learn about the various 
types of tests for enzymes that are available. The use 
of unknown bacteria to leam about them simply 
‘makes it more of a challenge. In actual practice, phys- 
iological tests are used very selectively. The “shotgun 
approach” employed here is used to expose you to the 
multitude of tests that are available. 


First PERIOD 
(inoculations) 


‘The following two sets of inoculations (unknown and 
test controls) may be done separately or combined 
into one operation. The media for each set of inocula- 
tions are listed separately under each heading. 


Unknown Inoculations 

Figure 48.2 illustrates the procedure for inoculating 
seven test tubes and one Petri plate with your un- 
known. Since your instructor may want you to inoc- 
ulate some different sugar broths, blanks have been 
provided in the materials list for write-ins. If differ- 
ent media are distinguished from each other with 
different-colored tube caps, write down the colors 
after each medium below. 


‘Materials: (for each unknown) 
Durham tubes with phenol red indicator 
1 glucose broth 
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1 lactose broth 
1 mannitol broth. 


2MR-VP medium 

1 nitrate broth 

1 nutrient agar slant 

1 Petri plate of trypticase soy agar (TSA) 


1. Label each tube with the number of your un- 
known and an identifying letter as designated in 
figure 482. 

2. Label one half of the Petri plate UNKNOWN and 
the other half P AERUGINOSA. 

3. Inoculate all broths and the slant with а loop. 
Inoculate one half of the TSA plate with your un- 
known, using an isolation technique. 


‘Test Control Inoculations 

Figure 48.4 on page 165 illustrates the procedure that 
will be used for inoculating five test tubes to be used 
for positive test controls. The Petri plate shown on the 
right side is the same one that is shown in figure 48.2; 
thus, it will not be listed in the materials below. 


Materials: 

1 glucose broth (Durham tube) 

2MR-VP medium 

1 nitrate broth 

1 nutrient agar slant 

nutrient broth cultures of Escherichia сой, 
Enterobacter aerogenes, Staphylococcus 
aureus, and Pseudomonas aeruginosa 


1. Label each tube with the code letter assigned to it 
as listed: 
glucose broth А! 

MR-VP medium Р! 
MR-VP medium Е! 
nitrate broth 1 
nutrient agar slant б! 

2. Inoculate each of these tubes with a loopful of 
the appropriate test organism according to fig- 
ure 48.4, 

3. Inoculate the other half of the TSA plate with P 
aeruginosa. 


Incubation 
Except for tube E (MR-VP), all the unknown inocula- 
tions should be incubated for 24-48 hours at the un- 
known's optimum temperature. Tube Е should be in- 
cubated for 3-5 days at the optimum temperature. 
Except for Tube E! of the test controls, incubate 
all the test-control tubes and the TSA plate at 37° C for 
24-48 hours. Tube Е! should be incubated at 37° C for 
3-5 days, 
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Figure 48.2 Procedure for performing oxidation and fermentation tests 
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SECOND PERIOD 
(Test Evaluations) 


‘After24to 48 hours incubation, arrange all your tubes 
(except tubes E and Е!) in a test-tube rack in alphabet- 
ical order, with the unknown tubes in one row and the 
test controls in another row. As you interpret the re- 
sults, record the information on the Descriptive Chart 
immediately. Don't trust your memory. Any result that 
is not properly recorded will have to be repeated. 





Durham Tube Sugar Fermentations 

When we use a bank of Durham tubes containing 
various sugars, we are able to determine what sugars 
an organism is able to ferment. If an organism is able 
to ferment a particular sugar, acid will be produced 
and gas may be produced. The presence of acid is de- 
tectable with the color change of a pH indicator in 
the medium. Gas production is revealed by the for- 
mation of a void in the inverted vial of the Durham 
tube. Iit were important to know the composition of 
the gas, we would have to use a Smith tube as shown. 
in figure 48.3. For our purposes here, the Durham 
tube is preferable. 





Figure 482 Two types of fermentation tubes 


Media The sugar broths used here contain 0.5% of 
the specific carbohydrate plus sufficient amounts of 
beef extract and peptone to satisfy the nitrogen and 
‘mineral needs of most bacteria, The pH indicator phe- 
nol red is included for acid detection. This indicator is 
red when the pH is above 7 and yellow below this 
point. 

Although there are many sugars that one might 
use, glucose, lactose, and mannitol are logical ones to 
begin with. Your instructor may have had you include 
опе or more additional kinds, and itis very likely that 
you may wish to use some others later. 
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Interpretation Examine the glucose test contol 
tube (tube A), which you inoculated with E. сой. 
Note that the phenol red has tumed yellow, indicating 
acid production. Also, note that the inverted vial has a 
gas bubble in it These observations tell us that E.coli 
ferments glucose to produce acid and gas. The left- 
hand illustration in figure 48.5, page 167, illustrates 
how this positive tube compares with а negative tube 
and an uninoculated one 

Now examine the three sugar broths (tubes A, В, 
and C) that were inoculated with your unknown and 
record your observations on the Descriptive Chart If 
there is no color change, record NONE after the spe- 
cific sugar. If the tube is yellow with no gas, record 
ACID. Tf the inverted vial contains gas and the tube is 
yellow, record ACID AND GAS. 

‘An important point to keep in mind at this time 
is that a negative result on an unknown is as impor- 
tant as а positive result. Don't feel that you have 
failed in your technique if many of your tubes are 
negative! 


Mixed Acid Fermentation 
(Methyi-Red Test) 


А considerable number of gram-negative intestinal 
bacteria can be differentiated on the basis of the 
end-products produced when they ferment the glu- 
cose in MR-VP medium. Genera of bacteria such as 
Escherichia, Salmonella, Proteus, and Aeromonas 
ferment glucose to produce large amounts of lactic, 
acetic, succinic, and formic acids, plus CO», Ha, and 
ethanol, The accumulation of these acids lowers the 
РН of the medium to 5.0 and less. 

If methyl red is added to such a culture, ће indi- 
cator turns red, an indication that the organism is a 
mixed acid fermenter. These organisms are generally 
great gas producers, too, because they produce the en- 
zyme formic hydrogenylase, which splits formic acid 
into equal parts of CO, and Hh. 





HCOOH 9 тине, CO, + H, 











Medium MR-VP medium is essentially a glucose 
broth with some buffered peptone and dipotassium 
phosphate, 


Test Procedure Perform the methyl-red test first on 
your test-control tube (Р!) and then on your unknown. 
(tube D). Proceed as follows: 
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Figure 484 Procedure for doing positive test controls 
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Materials: ‘multaneously present, the test is valid. This indirect 


dropping bottle of methyl-red indicator 


1. Add 3 or4 drops of methyl red to test-control tube 
D', which was inoculated with E. сой. The tube 
should become red immediately. А reddish color, 
as shown in the left-hand tube of the middle illus- 
tration of figure 48.5 is a positive methyl-red test. 

2. Repeat the same procedure with your unknown 
culture (tube D) of MR-VP medium. If your un- 
known culture becomes yellow like the right- 
hand tube in figure 47.5, your unknown is nega- 
tive for this test. 

3. Record your results on the Descriptive Chart 


Butanediol Fermentation. 
(Voges-Proskauer Test) 


А negative methyl-red test may indicate that ће or- 
ganism being tested produced a lot of 2,3 butanediol 
and ethanol instead of acids. АШ species of 
Enterobacter and Serratia, as well as some species of 
Erwinia, Bacillus, and Aeromonas, do just that. The 
production of these nonacid end-products results in 
less lowering of the pH in MR-VP medium, causing 
the methyl-red test to be negative. 

Unfortunately, there is no satisfactory test for 23 
butanediol; however, acetoin (acetylmethylcarbinol), 
a precursor of 2,3 butanediol, is easily detected with 
Вапйї'з reagent. 

Barritt's reagent consists of alpha naphthol and 
КОН. When added to a 3 to 5 day culture of MR-VP 
‘medium, and allowed to stand for some time, the 
‘medium changes to pink or red in the presence of ace- 
toin. Since acetoin and 2,3 butanediol are always si- 


DURHAM TUBES 


From latt to right uninoculated 
Posto, and negatie. 


METHYL RED TEST 


“Tube on iett is postive (Е сой; 
{ube on right is negate. 


method of testing for 2,3 butanediol is called the 
Voges-Proskauer test. 


est Procedure Perform the Voges-Proskauer test 

оп your unknown and test-control mbes of MR-VP 

medium (tubes E and Е!). Note that the test-control 
tube was inoculated with E. aerogenes. Follow this 
procedure: 

Materials: 

'Barritt’s reagents 
2 pipettes (1 ml size) 
2 empty test tubes 

1. Label one empty test tube E (for unknown) and 
the other E" (for control). 

2. Pipette 1 ml from culture tube E to the empty tube 
E and 1 ml from culture tube E! to the empty tube 
E". Use separate pipettes for each tube. 

3. Add 18 drops (about 0.5 ml) of Barrit s solution 
A (alpha naphthol) to cach of the tubes that con- 
tain 1 ml of culture. 

4. Add an equal amount of Bart's solution B 
(KOH) to the same tubes. 

S. Shake the tubes vigorously every 20 seconds un- 
"il the control tube (E) turns pink or red. Let the 
tubes stand for 1 or 2 hours to see if the unknown 
tums red. Vigorous shaking is very important to 
achieve complete aeration. 

A positive Voges- Proskauer reaction is pink 
or red. The left-hand tube in the right hand illus- 
tration of figure 48.5 shows what a positive result 
looks like. 

6. Record your results on the Descriptive Char. 


VOGES-PROSKAUER TEST 


Tube on left в positive (Е aerogenes}; 
{ube on night е negate. 
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Catalase Production 


Most aerobes and facultatives that utilize oxygen pro- 
duce hydrogen peroxide, which is toxic to their own 
enzyme systems. Their survival in ће presence of this 
antimetabolite is possible because they produce an en- 
zyme called catalase, which converts the hydrogen 
peroxide to water and oxygen: 





2H,0, "=. 2H,0 + O, 











It has been postulated that the death of strict 
anaerobes in the presence of oxygen may be due to the 
suicidal act of H,O, production in the absence of cata- 
lase production. The presence or absence of catalase 
production is an important means of differentiation 
between certain groups of bacteria, 


‘Test Procedure To determine whether or not cata- 
ase is produced, all that is necessary is to place a few 
drops of 3% hydrogen peroxide on the organisms of a 
slant culture. If the hydrogen peroxide effervesces, 
the organism is catalase-positive, 
Materials: 

3% hydrogen peroxide 

test-control tube С! with S. aureus growth and 

‘unknown tube G 


1. While holding test-control tube б! at an angle, al- 
low а few drops of HO, to flow slowly down 
over the 5. aureus growth on the slant, Note how 
bubbles emerge from the organisms. 

2. Repeat the test on your unknown (tube G) and 
record your results on the Descriptive Chart. 


Oxidase Production 

‘The production of oxidase is one of the most signifi- 
cant tests we have for differentiating certain groups of 
bacteria. For example, all the Enterobacteriaceae are 


oxidase-negative and most species of Pseudomonas 
are oxidase-positive, Another important group, the 
Neisseria, are oxidase producers 

‘Two methods are described here for performing 
this test. The first method utilizes the entire TSA 
plate; the second method is less demanding in that 
only a loopful of organisms from the plate is used. 
Both methods are equally reliable. 


Materials: 


‘TSA plate streaked with unknown and Р. 
aeruginosa 

oxidase test reagents (1% solution of dimethyl- 
p-phenylenediamine hydrochloride) 

Whatman no. 2 filter paper 

Petri dish 


Entire Plate Method Onto the TSA plate where 
you streaked your unknown and Р. aeruginosa, pour 
some of the oxidase test reagent, covering the 
colonies of both organisms. 

‘Observe that the Pseudomonas colonies first be- 
come pink, then change to maroon, dark red, and fi- 
nally black. Refer to figure 48.6. If your unknown fol- 
lows the same color sequence, it, too, is oxidase-positive. 
Record your results on the Descriptive Chart. 


Filter Paper Method On a piece of Whatman no, 2 
filter paper in a Petri dish, place several drops of oxi- 
dase test reagent, Remove a loopful of the organisms 
from one of the colonies and smear the organisms over 
а small area of the paper. The positive color reaction 
described above will show up within 10-15 seconds. 
Record your results on the Descriptive Chart 


Nitrate Reduction 

Many facultative bacteria are able to use the oxygen in 
nitrate as a hydrogen acceptor in anaerobic respiration, 
thus converting nitrate to nitrite. This enzymatic reaction 
is controlled by an inducible enzyme called nitratase. 








Figure 48.6 Oxidase Test: The colonies on the left are 
Positivo; the ones on tho right are negative, 
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Figure 48.7 Nitrate Reduction Test Tube on left is pos- 
имо (E. сой; tube on right is negative. 
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The chemical reaction for this enzymatic reaction 
is as follows: 





NOs + 2e + 2H* ИНО, + НЮ 











Since the presence of free oxygen prevents nitrate 
reduction, actively multiplying organisms will use up 
the oxygen first and then utilize the nitrate. In cultur- 
ing some organisms, itis desirable to use anaerobic 
methods to ensure nitrate reduction. 


‘Test Procedure The nitrate broth used in this test 
consists of beef extract, peptone, and potassium ni- 
trate. To test for nitrite after incubation, we use two 
reagents designated as A and B. 

‘Reagent A contains sulfanilic acid and reagent B. 
contains dimethyl-alpha-naphthylamine. In the pres- 
ence of nitrite, these reagents cause the culture to turn 
red. Negative results must be confirmed as negative 
with zinc dust. 

Materials: 
nitrate broth cultures of unknown (tube F) and 
test control E. coli (tube F') 
nitrite test reagents (solutions А and B) 
zinc dust 


1. Add2or3dropsofnitrite test solution A (sulfanilic 
acid) and an equal amount of solution В (dimethyl- 


Exercise 48 


alpha-naphthylamine) to the nitrate broth culture of 
Е coli tube F'), А red color should appear almost. 
immediately (see figure 48.7), indicating that ni- 
trate reduction has occurred, 





CAUTION 
Avoid skin contact with solution В. Dimethyl-alpha- 
naphthylamine is carcinogenic. 











2. Repeat this procedure with your unknown (tube 
Е). If the red color does not develop, your un- 
known is negative for nitrate reduction. All nega- 
tive results should be confirmed as being negative 
as follows: 


Negative Confirmation: Add a pinch of zinc dust 
to the tube and shake it vigorously. If the tube be- 
comes red, the testis confirmed as being negative. 
Zinc causes this reaction by reducing nitrate to ni- 
trite; the newly formed nitrite reacts with the 
reagents to produce the red color. 

3. Record your results on the Descriptive Chart. 


LABORATORY REPORT 


Answer the questions on Laboratory Report 48-50 
that pertain to this exercise. 
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As indicated in the last exercise, many bacteria pro- 
duce hydrolases, which split complex organic com- 
pounds into smaller units. These exoenzymes accom- 
plish molecular splitting in the presence of water. We 
have already observed one example of protein hy- 
drolysis in Exercise 47: gelatin hydrolysis by gelati- 
nase. In this exercise we will observe the hydrolysis 
of starch, casein, fat, tryptophan, and urea. Each test 
plays an important role in the identification of certain 
types of bacteria. This exercise will be performed in 
the same manner as the previous one with test controls. 
being made for comparisons. 

Figure 49.1 illustrates the general procedure to 
be used. Three agar plates and four test tubes will be 
inoculated. After incubation, some of the plates and 
tubes will have test reagents added to them; others 
will reveal the presence of hydrolysis by changes 
that have occurred during incubation. Proceed as 
follows: 


First PERIOD 
(inoculations) 


If each student is working with only one unknown, 
students can work in pairs to share Petri plates. Note 
in figure 49.1 how each plate can serve for two un- 
knowns with the test-control organism streaked down 
the middle. If each student is working with two un- 
knowns, the plates will not be shared. Whether or not 
the two tubes for test controls will be shared depends 
оп the availability of materials. 


Materials: 
per pair of students with one unknown each, or 
for one student with two unknowns: 

1 starch agar plate 

1 skim milk agar plate 

1 spirit blue agar plate 

3 urea broths 

3 typtone broths 
nutrient broth cultures of В. subtilis, E. coli, 
S. aureus, and P. vulgaris. 

1. Label and streak the three different agar plates in 
the manner shown in figure 49.1. Note that straight 
line streaks are made on each рые. Indicate, also, 
the type of medium in each plate 
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2. Label a tube of urea broth P. VULGARIS and a 
tube of tryptone broth E. COLI. These will be 
your test controls for urea and tryptophan hydrol- 
ysis. Inoculate each tube accordingly. 

3. For each unknown, label one tube of urea broth 
and one tube of tryptone broth with the code num- 
ber of your unknown. Inoculate each tube with 
the appropriate unknown. 

4. Incubate the plates and two test-control tubes at 
37° C. Incubate the unknown tubes of urea broth 
‘and tryptone broth at the optimum temperatures 
for the unknowns. 


SECOND PERIOD 
(Evaluation of Tests) 


‘After 24 to 48 hours incubation of unknowns and test 
‘controls, compare your unknowns with the test con- 
trols, recording all data on the Descriptive Chart. 


Starch Hydrolysis 

Since many bacteria are capable of hydrolyzing 
starch, this test has fairly wide application. The starch 
‘molecule is a large one consisting of two constituents: 
amylose, a straight chain polymer of 200 to 300 glu- 
‘cose units, and amylopectin, a larger branched poly- 
mer with phosphate groups. Bacteria that hydrolyze 
starch produce amylases that yield molecules of mal- 
tose, glucose, and dextrins. 

Materials: 

Grams iodine 

starch agar culture plate 
Iodine solution (Gram’s) is an indicator of starch. 
When iodine comes in contact with а medium con- 
taining starch, it turns blue. If starch is hydrolyzed 
and starch is no longer present, the medium will have 
a clear zone next to the growth. 

Ву pouring Gram’s iodine over the growth on the. 
medium, one can see clearly where starch has been 
hydrolyzed. If the area immediately adjacent to the 
‘growth is clear, amylase is produced. 

Pour enough iodine over each streak to com- 
pletely wet the entire surface of the plate. Rotate and 
tilt the plate gently to spread the iodine, Compare 
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TEST CONTROL TUBE INOCULATIONS: 


Atryplone broth в inoculated with E col, and a 
urea broth is inoculated with Р vulgari eu 
баю at 37° © for 24-48 hours, 


INOCULATIONS: 
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INCUBATION: 
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Figure 40.1 Procedure for doing hydrolysis tests on unknowns 
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your unknowns with the positive result seen along the 
growth of В. subtilis. The left-hand illustration of fig- 
ше 49.2 illustrates what it looks like 


Casein Hydrolysis 
Casein is the predominant protein in milk. Its pres- 
ence causes milk to have its characteristic white ap- 
pearance. Many bacteria produce the exoenzyme са- 
seinase, which hydrolyzes casein to produce more 
soluble, transparent derivatives. Protein hydrolysis 
also is referred to as proteolysis, ог peptonization. 
Examine the streaks on the skim milk agar 
plates, Note that a clear zone exists adjacent to the 
growth of B. subtilis. This is evidence of casein hy- 
drolysis. The middle illustration in figure 49.2 
shows what it looks like. Compare your unknown 
with this positive result and record the results on the 
Descriptive Chart. 


Fat Hydrolysis 

‘The ability of organisms to hydrolyze fat is accom- 
plished with the enzyme lipase. In this reaction the fat 
‘molecule is split to form one molecule of glycerol and 
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three fatty acid molecules. The glycerol and fatty 
acids can be used by the organism to synthesize bac- 
terial fats and other cell components. In many in- 
stances they are even oxidized to yield energy under 
aerobic conditions. This ability of bacteria to decom- 
pose fats plays a role in the rancidty of certain foods, 
such as margarine. 

Spirit blue agar contains a vegetable oil that, 
when hydrolyzed by most organisms, results in the 
lowering of the pH sufficiently to produce a dark 
blue precipitate. Unfortunately, the hydrolytic ac- 
tion of some organisms on this medium does not pro- 
duce a blue precipitate because the pH is not lowered 
sufficiently. 

Examine the S. aureus growth carefully. You 
should be able to see this dark blue reaction. The 
right-hand illustration in figure 49.2 exhibits what it 
should look like. 

‘Compare the positive reaction of 5. aureus with 
the reaction of your unknown. If your unknown ap- 
pears to be negative, hold the plate up toward the light 
and look for a region near growth where ой droplets 
are depleted. If you see depletion of ой drops, con- 
sider your organism to be positive for this test. Record 
the results on the Descriptive Chart. 


‘Tryptophan Hydrolysis 
Certain bacteria, such as E. coli, have the ability to 
split the amino acid tryptophan into indole and pyru- 
Vie acid. The enzyme that causes this hydrolysis is 
‘nyptophanase. Indole can be easily detected with 
Kovacs’ reagent. This test is particularly useful in dif- 
ferentiating E. сой from some closely related enteric 
bacteria. 
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‘Tryptone broth (1%) is used for this test because 
it contains a great deal of tryptophan. Tryptone is a 
peptone derived from casein by pancreatic digestion. 
Materials: 

Kovacs’ reagent 

tryplone broth cultures of unknown. 

and E. coli 

То test for indole, add 10 or 12 drops of Kovacs’ 
reagent to the E. coli culture in tryptone broth, A red 
layer should form at the top of the culture, as shown 
in figure 49.3, Repeat the test on your unknown and 
record the results on the Descriptive Chart. 


Urea Hydrolysis, 

‘The differentiation of gram-negative enteric bacteria 
is greatly helped if one can demonstrate that the un- 
known can produce urease. This enzyme splits off 
ammonia from the urea molecule, as shown nearby. 
Note in the separation outline in figure 51.3 that three 


genera (Proteus, Providencia, and Morganella) are 
positive for the production of this hydrolytic enzyme. 

Urea broth is a buffered solution of yeast extract 
‘and urea. It also contains phenol red as a pH indicator. 
Since urea is unstable and breaks down in the auto- 
clave at 15 psi steam pressure, it is usually sterilized 
by filtration. It is tubed in small amounts to hasten the 
visibility of the reaction. 

When urease is produced by an organism in this 
medium, the ammonia that is released raises the pH. 
As the pH becomes higher, the phenol red changes 
from a yellow color (pH 6.8) to а red or cerise color 
(РН 8.1 or more). 

Examine your tube of urea broth that was inocu- 
lated with Proteus vulgaris, Compare your unknown 
with this standard. Figure 49.4 reveals how positive 
and negative results of the test should appear. /f your 
unknown is negative, incubate the tube for a total of 7 
days to check for а slow urease producer. Record your 
result on the Descriptive Chart. 























Figure 423 Indole Test: Tube on the left is positive (E. 
col tube on the right is negative. 


Figure 40.4 Urease Test: From left to right—uninocu- 
lated, positive Proteus) and negative 
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‘There are several additional physiological tests used 
їп unknown identification that are best grouped sep- 
arately as “miscellaneous tests.” They include tests 
for hydrogen sulfide production, citrate utilization, 
phenylalanine deaminization, and litmus milk reac- 
tions. During the first period. inoculations of four 
kinds of media will be made for these tests. An ex- 
planation of the value of the IMViC tests will also be 
included. 


First PERIOD 
(inoculations) 


Since test controls are included in this exercise, two 
sets of inoculations will be made. For economy of ma- 
terials, one set of test controls will be made by stu- 
dents working in pairs. 
Materials: 
Jor test controls, per pair of students: 
1 Kligler's iron agar deep or SIM medium 
1 Simmons citrate agar slant 
1 phenylalanine agar slant 
nutrient broth cultures of Proteus vulgaris, 
Staphylococcus aureus, and Enterobacter 
‘aerogenes 


per unknown, per student: 
1 Kligler's iron agar deep or SIM medium 
1 Simmons citrate agar slant 
1 phenylalanine agar slant 
1 litmus milk 


1. Label one tube of Kligler's iron agar (or SIM 
medium) P VULGARIS and additional tubes with 
your unknown numbers. Inoculate each tube by 
stabbing with a straight wire. 

2. Label one tube of Simmons citrate agar E. AERO- 
GENES and additional tubes with your unknown 
numbers. Use a straight wire to streak-stab each 
slant; ie, streak the slant first, and then stab into 
the middie of the slant. 

3. Label one tube of phenylalanine agar slant P 
VULGARIS and the other with your unknown 
code number. Streak each slant with the appropri- 
ale organisms. 

4. With a loop, inoculate one tube of litmus milk 
with your unknown. (Note: A test control for this 
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‘medium will not be made. Figure $0.2 will take 
its place.) 

5. Incubate the unknowns at their optimum temper- 
atures. Incubate the test controls at 37° C for 
24-48 hours. 


SECOND PERIOD 
(Evaluation of Tests) 


After 24 to 48 hours incubation, examine the tubes to 
evaluate according to the following discussion. 
Record all results on the Descriptive Chart. 


‘Hydrogen Sulfide Production 

Certain bacteria, such as Proteus vulgaris, produce hy- 
drogen sulfide from the amino acid cysteine. These or- 
ganisms produce the enzyme cysteine desulfurase, 
which works in conjunction with the coenzyme pyri- 

doxyl phosphate. The production of HS is the initial 
step in the deamination of cysteine as indicated below: 
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Kligler's iron agar or SIM medium is used here to 
detect hydrogen sulfide production. Both of these me- 
dia contain iron salts that react with Н, to form a 
dark precipitate of iron sulfide. 

Kligler's iron agar also contains glucose, lactose, 
and phenol red. When this medium is used in slants it 
is an excellent medium for detecting glucose and lac- 
tose fermentation. SIM medium, on the other hand, 
сап also be used for determining motility and testing 
for indole production. 

Examine the tube of one of these media that was 
inoculated with P. vulgaris. If it is Kligler's iron agar 
it will look like the left-hand tube in figure 50.1. A 
positive reaction in SIM medium will look like the 
small tube on the right. 

Compare your unknown with this control tube 
and record your results on the Descriptive Chart. 
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Citrate Utilization 


‘The ability of some organisms, such as E. aerogenes 
and Salmonella typhimurium, to utilize citrate as a 
sole source of carbon can be а very useful differenti- 
ation characteristic in working with intestinal bacte- 
ria. Koser's citrate medium and Simmons citrate agar 
are two media that are used to detect this ability in 
bacteria. In both of these synthetic media sodium cit- 
Tate is the sole carbon source; nitrogen is supplied by 
ammonium salis instead of amino acids. 

Examine the test control slant of this medium that 
was inoculated with E. aerogenes. Note the distinct 
Prussian blue color change that has occurred. Refer 
to the right-hand illustration in figure 50.1. Record 
your results on the Descriptive Chart. 


Phenylalanine Deamination 

А few bacteria, such as Proteus, Morganella, and 
Providencia, produce the deaminase phenylalanase, 
that deaminizes the amino acid phenylalanine to pro- 
duce phenylpyruvic acid (PPA). This characteristic is 
used to help differentiate these three genera from 
other genera of the Enterobacteriaceac, The reaction 
is as follows: 








Proceed as follows to test for the production of 
phenylpyruvic acid, which is evidence that the en- 
туше phenylalanase has been produced: 





Poste tubes have back precipitate. 
Large tubes: Kiger; Smal tubos SIM. 


Left-hand tube exhibits a postive re- 
acto (green) Other ube la negative. 
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Materials: 
dropping bottle of 10% ferric chloride 


Allow 5-10 drops of 10% ferric chloride to flow dawn 
over the slants of the test control (Р. vulgaris) and your 
unknowns. To hasten the reaction, use а loop to emul- 
sify the organisms into solution. A deep green color 
should appear on the test control slant in 1-5 minutes. 
Refer to the middle illustration in figure 50.1. 
‘Compare your unknown with the control and record 
your results on the Laboratory Report. 


The IMViC Tests 

In the differentiation of E. aerogenes and E. coli, as 
‘well as some other related species, four physiological 
tests have been grouped together into what are called 
the IMViC tests. The Г stands for indole; the M and V 
stand for methyl red and Voges-Proskauer tests; isim- 
ply facilitates pronunciation; and the C signifies cit- 
rate utilization. In the differentiation of the two col- 
iforms E. coli and E. aerogenes, the test results appear 
as charted below, revealing completely opposite reac- 
tions for the two organisms on all tests. 








E ca 


E aerogenes = = 














‘The significance of these tests is that when test- 
ing drinking water for the presence of the sewage in- 
саг E. coli, one must be able to rule out E, aero- 
genes, which has many of the morphological and 
physiological characteristics of E. cali, Since E. 
‘aerogenes is not always associated with sewage, its 








Figure 50.1 Hydrogen sulfide, PPA, and citrate utilization tests 
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presence in water would not necessarily indicate 
sewage contamination, 

If you are attempting to identify a gram-negative, 
facultative, rod-shaped bacterial organism, group 
these series of tests together in this manner to see how 
your unknown fits this combination of tests. 


Litmus Milk Reactions 

Litmus milk contains 10% powdered skim milk and a 
small amount of litmus as a pH indicator. When the 
‘medium is made up, its pH is adjusted to 6.8. It is an 
excellent growth medium for many organisms and 
сап be very helpful in unknown characterization, In 
addition to revealing the presence or absence of fer- 
‘mentation, it can detect certain proteolytic character- 
istics in bacteria. A number of facultative bacteria 
with strong reducing powers are able to utilize litmus 
as an alternative electron acceptor to render it color- 
less, Figure 502 reveals the color changes that cover 
the spectrum of litmus milk changes. Since some of 
the reactions take 4 to 5 days to occur, the cultures 
should be incubated for at least this period of time; 
they should be examined every 24 hours, however. 
Look for the following reactions: 


Acid Reaction Litmus becomes pink. Typical of 
fermentative bacteria, 


‘Alkaline Reaction Litmus tums blue or purple. 
Many proteolytic bacteria cause this reaction in the 
first 24 hours. 


Litmus Reduction Culture becomes white; ac- 
tively reproducing bacteria reduce the O/R potential 
of medium. 


Coagulation Curd formation. Solidification is due 
to protein coagulation. Tilting tube at 45° will indicate 
"whether or not this has occurred, 


Peptonization Medium becomes translucent, It of- 
ten turns brown at this stage. Caused by proteolytic 
bacteria. 


Ropiness Thick, slimy residue in bottom of tube. 
Ropiness can be demonstrated with sterile loop. 


Record the litmus milk reactions of your unknown on 
the Descriptive Chart. 


LABORATORY REPORT 


Complete Laboratory Report 48-50, which reviews. 
all physiological tests performed in the last three 
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Figure 60.2 Litmus mik reactions: (A) Alkaline. (B) Acid. (C) Upper transparent portion is peptonization; solid white por- 
tion in bottom is coagulation and litmus reduction; overall redness is interpreted as acid. (D) Coagulation and litmus re- 
duction in lower half, some peptonization (transparency) and acid in top portion. (E) Litmus Indicator is masked by pro- 
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Use of Bergey's Manual and 
Tdentibacter Interactus 


Once you have recorded all the data on your 
Descriptive Chart pertaining to morphological, cul- 
tural, and physiological characteristics of your un- 
known, you are ready to determine its genus and 
species. Determination of the genus should be rela- 
tively casy; species differentiation, however, is con- 
siderably more difficult 

The most important single source of information 
we have for the identification of bacteria is Bergey's 
Manual of Systematic Bacteriology. This monumental 
achievement, which consists of four volumes, re- 
placed a single-volume eighth edition of Bergey's 
‘Manual of Determinative Bacteriology. Although the 
more recent publication consists of four volumes, 
only volumes 1 and 2 will be used for the identifica- 
tion of the unknowns in this course. 

In addition to using Bergey's Manual, you may 
have an opportunity to use a computer simulation pro- 
gram called Identibacter interactus, which is avail- 
able on a CD-ROM disc. Details of the application of 
this computer program are discussed on page 181 and. 
in Appendix F. 

Bergey's Manual is a worldwide collaborative ef- 
fort that has an editorial board of 13 trustees. Over 
200 specialists from 19 countries are listed as contrib- 
‘tors to the first two volumes. One of the purposes of 
this exercise is to help you glean the information from 
these two volumes that is needed to identify your un- 
known. Before we get into the mechanics of using 
Bergey's Manual, а few comments are in order per- 
taining to the problems of bacterial classification. 


CLASSIFICATION PROBLEMS 
Compared with the classification of bacteria, the clas- 
sification of plants and animals has been relatively 
easy. In these higher forms, a hierarchy of orders, 
families, and genera is based, primarily, on evolution- 
ary evidence revealed by fossils laid down in sedi- 
mentary layers of Earth's crust, Some of the earlier 
editions of Bergey's Manual attempted to use the 
same hierarchia system, but the attempt had to be 
abandoned when the eighth edition was published; 
without paleontological information to support the 
system it literally fell apart. 

‘The present system of classification in Bergey's 
Manual uses a list of "Sections" that separate the var- 
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ious groups. Each section is described in common 
terms so that it is easily understood (even for begin- 
ners). For example, Section 1 is entitled The 
Spirochaetes. Section 4 pertains to Gram-Negative 
Aerobic Rods and Cocci, If one scans the Table of 
Contents in each volume after having completed all 
tests, itis possible, usually, to find a section that con- 
tains the unknown being studied. 

‘A perusal of these sections will reveal that some 
sections have a semblance of hierarchy in the form of 
orders, families, and genera. Other sections list only 
Таш, we sce thatthe classification system of bac- 
teria, as developed in Bergey's Manual, is not the tidy 
system we see in higher forms of life. The important 
thing is that it works, 

Our dependency over the years on Bergey's 
Manual has led many to think of its classification sys- 
tem as the "Official Classification." Staley and Krieg 
in their Overview in Volume 1 emphasize that no of- 
ficial classification of bacteria exists; in other words, 
the system offered in Bergey's Manual is simply а 
workable system, but in no sense of the word should 
it be designated as the official classification system. 


PRESUMPTIVE IDENTIFICATION 
‘The place to start in identifying your unknown is to 
determine what genus it fits into. If Bergey's Manual 
is available, scan the Tables of Contents in Volumes 1 
and 2 to find the section that seems to describe your 
unknown. If these books are not immediately avail- 
able you can determine the genus by referring to the 
separation outlines in figures 51.1 and 51.2. Note that 
seven groups of gram-positive bacteria are winnowed 
out in figure 51.1 and four groups of gram-negative 
bacteria in figure 51.2. 

То determine which genus in the group best fits 
the description of your unknown, compare the genera 
descriptions provided below. Note that each group has 
а section designation to identify its position in 
Bergey's Manual. 


Group I (Section 13, Vol. 2) Although there are only 
three genera listed in this group, Section 13 in 
Bergey's Manual lists three additional genera, one of 
Which is Sporosarcina, a coccus-shaped organism 
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(see Group V). Most members of Group I are motile 
and differentiation is based primarily on oxygen 
needs. 


Bacillus Although most of these organisms are aer- 
‘bic, some are facultative anaerobes, Catalase is 
usually produced, For comparative characteris- 
tics of the 34 species in this genus refer to Table 
13.4 on pages 1122 and 1123. 

Clostridium While most of members of this genus 
are strict anaerobes, some may grow in the pres- 
ence of oxygen. Catalase is not usually pro- 
duced. An excellent key for presumptive species 
identification is provided on pages 1143-1148, 
Species characterization tables are also provided 
‘on pages 1149-1154, 

Sporolactobacillus Microaerophilic and catalase- 
negative. Nitrates are not reduced and indole is 
not formed. Spore formation occurs very infre- 
quently (1% of cells) 

‘Since there is only one species in this genus, 
‘one needs only to be certain that the unknown is 
definitely of this genus, Table 13.11 on page 
1140 can be used to compare other genera that 
are similar to this one, 


Group II (Section 16, Vol. 2) This group consists of 
Family Mycobacteriaceae, with only one genus: 


‘Mycobacterium. Fifty-four species are listed in 
Section 16, Differentiation of species within this 
group depends to some extent on whether the organ- 
ism is classified as a slow or a fast grower. Tables on 
pages 1439-1442 can be used for comparing the char- 
acteristics of the various species. 


Group III (Section 14, Vol. 2) Of the seven diverse 
genera listed in Section 14, only three have been in- 
cluded here in this group. 


Lactobacillus Non-spore-forming rods, varying 
from long and slender to coryneform (club- 
shaped) coccobacilli. Chain formation is com- 
‘mon, Only rarely motile, Facultative anaerobic 
or microaerophilic. Catalase-negative. Nitrate 
usually not reduced. Gelatin not liquefied. 
Indole and H;S not produced. 

Listeria Regular, short rods with rounded ends; oc- 
cur singly and in short chains, Aerobic and fac- 
ultative anaerobic. Motile when grown at 20-25 
C. Catalase-positive and  oxidase-negative. 
Methyl red positive. Voges-Proskauer positive 
Negative for citrate utilization, indole produc- 
tion, urea hydrolysis, gelatinase production, and 
casein hydrolysis. Table 14.12 on page 1241 pro- 
vides information pertaining to species differen- 
tiation in this genus. 
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Figure 51.1 Separation outline for gram-positive rods and cocci 
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Kurthia Regular rods, 2-4 micrometers long with 
rounded ends; in chains in young cultures; coc- 
coidal in older cultures, Strictly aerobic. 
Catalase-positive, oxidase-negative, Also neg- 
ative for gelatinase production and nitrate re- 
duction. Only two species in this genus. 


Group IV (Section 15, Vol. 2) Although there are 21 
genera listed in this section of Bergey's Manual, only 
three genera are described here. 


Corynebacterium Straight to slightly curved rods 
‘with tapered ends. Sometimes club-shaped. 
Palisade arrangements common due to snapping 
division of cells. Metachromatic granules 
formed. Facultative anaerobic. Catalase-positive. 
Most species produce acid from glucose and 
some other sugars. Often produce pellicle in 
broth. Table 15.3 on page 1269 provides informa- 
tion for species characterization, 

Proprionibacterium Pleomorphic rods, often 
diphtheroid or club-shaped with one end 
rounded and the other tapered or pointed. Cells 
may be coccoid, bifid (forked, divided), or even 
branched. Nonmotile. Some produce clumps of 
cells with “Chinese character” arrangements. 
Anaerobic to aerotolerant. Generally catalase- 
positive, Produce large amounts of proprionic 
‘and acetic acids. All produce acid from glucose. 

Arthrobacter Gram-positive rod and coccoid 
forms. Pleomorphic. Growth often starts out as 
rods, followed by shortening as growth contin- 
ues, and finally becoming coccoidal. Some V 


and angular forms; branching by some. Rods 
usually nonmotile; some motile. Oxidative, 
never fermentative, Catalase-positive, Little or 
по gas produced from glucose or other sugars. 
Туре species is Arthrobacter globiformis. For 
species differentiation see tables on pages 1294 
and 1295. 


Group V (Section 13, Vol. 2) This group, which has 
only one genus in it, is closely related to genus 
Bacillus 


Sporosarcina Cells are spherical or oval when sin- 
gle. Cells may adhere to each other when divid- 
ing to produce tetrads or packets of eight or more, 
Endospores formed (see photomicrographs on 
page 1203). Strictly aerobic. Generally motile. 
Only two species: $. ureae and S. halophila. 


Group VI (Section 12, Vol. 2) This section contains 
two families and 15 genera. Our concern here is with 
only three genera in this group. Oxygen requirements 
and cellular arrangement are the principal factors in 
differentiating the genera. Most of these genera are 
not closely related. 


Micrococcus Spheres, occurring as singles, pairs, it- 
regular clusters, tetrads, or cubical packets. 
Usually nonmotile. Strict aerobes (one species is 
facultative anaerobic). Catalase- and oxidase-pos- 
itive, Most species produce carotenoid pigments 
АП species will grow in media containing 5% 
NaCI. For species differentiation see Table 12.4 on 
page 1007. 
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Figure 51.2 Separation outline for gram-negative rods and cocci 
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Planococcus Spheres, occurring singly, in pairs, 
im groups of three cells, occasionally in 
tetrads. Although cells are generally gram- 
positive, they may be gram-variable. Motility 
is present. Catalase- and gelatinase-positive. 
‘Carbohydrates not attacked, Do not hydrolyze 
starch or reduce nitrate. Refer to Table 12.9 on 
page 1013 for species differentiation. 

Staphylococcus Spheres, occurring as singles, 
Pairs, and irregular clusters. Nonmole. 
Facultative anaerobes. Usually catalase-posi- 
tive. Most strains grow in media with 10% 
NaCl. Susceptible to lysis by lysostaphin. 
Glucose fermentation: acid, no gas. Coagulase 
production by some. Refer to Exercise 78 for 
species differentiation, or to Table 12.10 on 
pages 1016 and 1017. 


Group VIL (Section 12, Vol. 2) Note that the single 
genus of this group is included in the same section of 





Members of the genus Streptococcus have spherical to 
ovoid cells that occur in pairs or chains when grown in 
liquid media. Some species, notably, S. mutans, will de- 
velop short rods when grown under certain circum- 
stances. Facultative anaerobes. Catalase-negative. 
Carbohydrates are fermented to produce lactic acid 
‘without gas production. Many species are commen- 
sals or parasites of humans or animals. Refer to 
Exercise 79 for species differentiation of pathogens. 
Several tables in Bergey's Manual provide differenti- 
ation characteristics of all the streptococci. 


Group VIII (Section 4, Vol. 1) Although there are 
many genera of gram-negative aerobic rod-shaped 
bacteria, only four genera are likely to be encoun- 
tered here. 


Pseudomonas Generally motile, Strict aerobes. 
Catalase-positive. Some species produce solu- 
ble fluorescent pigments that diffuse into the 
agar of a slant. Many tables are available in 
Bergey's Manual for species differentiation. 

Alcaligenes Rods, coccal rods, or cocci. Motile. 
‘Obligate aerobes with some strains capable of 
anaerobic respiration in presence of nitrate or 
nitrite. 

Halobacterium Cells may be rod- or disk-shaped. 
Cells divide by constriction. Most are strict aer- 
obes; a few are facultative anaerobes. Catalase- 
and oxidase-positive. Colonies are pink, red, or 
red to orange. Gelatinase not produced. Most 
species require high NaCl concentrations in me- 
dia. Cell lysis occurs in hypotonic solutions. 

Flavobacterium Gram-negative rods with parallel 
sides and rounded ends. Nonmotile. Oxidative. 
Catalase-, oxidase-, and phosphatase-positive. 
Growth on solid media is typically pigmented 
yellow or orange. Nonpigmented strains do ex- 
ist. For differentiation see tables on pages 356 
and 357. 


Groups IX and X (Section 5, Vol. 1) Section 5 in 
Bergey's Manual ists tree families and 34 genera; of 
these 34 only 10 genera of Family Enterobacteriaceae 
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Figure 51.3 Separation outline for groups ІХ and X 
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have been included in these two groups. If your un- 
known appears to fall into one of these groups, use the 
separation outline in figure $1.3 to determine the 
‘genus. Another useful separation outline is provided in 
figure 80.1 on page 270. Keep in mind, when using 
these separation outlines, that there are some minor 
exceptions in the applications of these tests. The di- 
versity of species within a particular genus often pre- 
sents some problematical exceptions to the rule. Your 
final decision can be made only after checking the 
species characteristics tables for each genus in 
Bergey's Manual. 


Group XI These genera are morphologically quite 
similar, yet physiologically quit different. 

Neisseria (Section 4, Vol. 1) Соса, occurring 
singly, but more often in pairs (diplococci; ad- 
jacent sides are fattened, One species (М. elon- 
gata) consists of short rods. Nonmotile. Except 
for М. elongata, all species are oxidase- and 
catalase-positive, Aerobic. 

Veillonella (Section 8, Vol. 1) Cocci, appearing as 
diplococci, masses, and short chains. Diplococci 
have flattening at adjacent surfaces. Nonmotile. 
All are oxidase- and catalase-negative. Nitrate is 
reduced to nitrite. Anaerobic. 


PROBLEM ANALYSIS 
If you have identified your unknown by following the 
above procedures, congratulations! Not everyone suc- 
ceeds at first attempt. If you are having difficulty, con- 
sider the following possibilities: 


* You may have been given the wrong unknown! 
Although this is a remote possibility, it does hap- 
реп at times. Occasionally, clerical errors are 
‘made when unknowns are put together. 

* Yourorganism may be giving you a “false-negative” 
result on a test, This may be due to an incorrectly 
prepared medium, faulty test reagents, or improper 
testing technique. 

* Your unknown organisms may not match the de- 
scription exactly as stated in Bergey's Manual. By 
now you are aware that the words generally, usu- 
ally, and sometimes are frequently used in the 
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book. Itis entirely possible for one of these words 
to be inadvertently left out in Bergey's assign- 
‘ment of certain test results to a species. In other 
words, test results, as stated in the manual, may 
not always apply! 

= Your culture may be contaminated. If you are not 
working with a pure culture, all tests are unreliable. 

‘+ You may not have performed enough tests. Check 
the various tables in Bergey's Manual to see if 
there is some other test that will be helpful. In ad- 
dition, double check the tables to make sure that 
you have read them correctly. 


CONFIRMATION OF RESULTS 
‘There are several ways to confirm your presumptive 
identification. One method is to apply serological 
techniques, if your organism is one for which typing 
serum is available, Another alternative is to use one of 
the miniature multites systems that are described in 
the next section of this manual. Your instructor will 
indicate which of these alternatives, if any, will be 
available 


IDENTIBACTER INTERACTUS 
Mdentibacter interactus is а computer simulation pro- 
gram on a CD-ROM disc that was developed by Allan 
Konopka, Paul Furbacher, and Clark Gedney at 
Purdue University. The program is copyrighted by the 
Purdue Research Foundation, and McGraw-Hill Co. 
has exclusive distribution rights. 

If your laboratory is set up with a computer that 
has this program installed in it, use the program to 
confirm the identification of your unknown. A group 
of SO tests can be pulled down from menus. The tests 
are shown in color exactly as you would see them 
‘when performed in the laboratory. It is your responsi- 
bility to interpret each test as applied to your un- 
Known. Before you attempt to use this program, read 
the comments pertaining to it in Appendix Е. 





LABORATORY REPORT 
There is no Laboratory Report for this exercise. 
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Having run a multitude of tests in Exercises 45 through 50 in an at- 
tempt to identify an unknown, you undoubtedly have become aware 
of the tremendous amount of media, glassware, and preparation 
time that is involved just to set up the tests. And then, after perform- 
ing all of the tests and meticulously following all the instructions, you 
discover that finding the specific organism in "Encyclopedia Bergey" 
is not exactly the simplest task you have accomplished in this 
course. The question must arise occasionally: "There's got to be an 
easier way!" Fortunately, there is: miniaturized multitest systems. 

Miniaturized systems have the following advantages over the 
macromethods you have used to study the physiological charac- 
teristics of your unknown: (1) minimum media preparation, (2) sim- 
plicity of performance, (3) reliability, (4) rapid results, and (5) uniform. 
results. These advantages have resulted in widespread acceptance 
of these systems by microbiologists. 

Since itis not possible to describe all of the systems that are 
available, only four have been selected here: two by Analytab 
Products and two by Becton-Dickinson. All four of these products 
are designed specifically to provide rapid identification of medically 
important organisms, often within 5 hours. Each method consists. 
of a plastic tube or strip that contains many different media to be 
inoculated and incubated. To facilitate rapid identification, these 
systems utilize numerical coding systems that can be applied to 
charts or computer programs. 

The four multitest systems described in this unit have been se- 
lected to provide several options. Exercises 52 and 53 pertain to the 
identification of gram-negative oxidase-negative bacteria (Entero- 
bacteriaceae). Exercise 54 (Oxi/Ferm Tube) is used for identifying 
gram-negative oxidase-positive bacteria. Exercise 55 (Staph-Ident) 
is a rapid system for the differentiation of the staphylococci. 

As convenient as these systems are, one must not assume that 
the conventional macromethods of Part 8 are becoming obsolete. 
Macromethods must still be used for culture studies and confirma- 
tory tests; confirmatory tests by macromethods are often neces- 
агу when a particular test on а miniaturized system is in question. 
Another point to keep in mind is that all of the miniaturized mutti- 
test systems have been developed for the identification of med- 
‘cally important microorganisms. If one is trying to identify a sapro- 
phytic organism of the soil, water, or some other habitat, there is по 
substitute for the conventional methods. 

If these systems are available to you in this laboratory, they may 
be used to confirm your conclusions that were drawn in Part 8 or 
they may be used in conjunction with some of the exercises in Part 
14. Your instructor will indicate what applications will be made. 
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Enterobacteriaceae Identification: 


The API 20E System 


‘The АРІ 20E System is a miniaturized version of 
conventional tests that is used for the identification of 
members of the family Enterobacteriaceae and other 
gram-negative bacteria. It was developed by 
Analytab Products, of Plainview, New York. This 
system utilizes a plastic strip (figure 52.1) with 20 
separate compartments. Each compartment consists 
of a depression, or cupule, and a small tube that con- 
tains a specific dehydrated medium (sce illustration 
4, figure 52.2). The system has a capacity of 23 bio- 
chemical tests. 

"То inoculate each compartment it is necessary to 
first make up a saline suspension of the unknown or- 
ganism; then, with the aid of a Pasteur pipette, each 
compartment is filled with the bacterial suspension. 
‘The cupule receives the suspension and allows it to 
flow into the tube of medium, The dehydrated 
medium is reconstituted by the saline. To provide 
anaerobic conditions for some of the compartments it 
is necessary to add sterile mineral oil to them. 

‘After incubation for 18-24 hours, the reactions 
are recorded, test reagents are added to some com- 
partments, and test results are tabulated. Once the test 
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results are tabulated, a profile number (7 or 9 digits) is 
computed. By finding the profile number in a code 
book, the Analytical Profile Index, one is able to de- 
termine the name of the organism. If no Analytical 
Profile Index is available, characterization can be 
done by using Chart Ш in Appendix D. 

‘Although this system is intended for the identifica- 
tion of nonenterics, as well as the Enterobacteriaceae, 
only the identification of the later will be pursued in 
this experiment. Proceed as follows to use the API 20E 
‘System to identify your unknown enteric. 


First PERIOD 

‘Two things will be accomplished during this period: 
(1) the oxidase test will be performed if it has not been 
previously performed, and (2) the API 20E test strip. 
will be inoculated. АЙ steps are illustrated in figure 
522. Proceed as follows to use this system: 
Materials: 

‘agar slant or plate culture of unknown 

test tube of 5 ml 0.85% sterile saline 











Figure 52.1 Positive and negative test results on API 20Е test strips. 


185 





[ menson: Microbiological | DC манан минаны | 52 Enorabacuriacone 





(©The Nowa 
‘Applications Lab Manual, Systeme Moniales The API E Companies, 200 
‘ehh Elton System 

Exercise 52 + Enterobacteriaceae Identification: The API 20E System. 
API 20E test strip ‘compartments. Use another sterile Pasteur pipette 
‘API incubation tray and cover for this step. 


squeeze bottle of tap water 
test tube of 5 ml sterile mineral oil 
Pasteur pipettes (5 ml size) 
oxidase test reagent 

Whatman no. 2 filter paper 

empty Petri dish 

Vortex mixer 


1. If you haven't already done the oxidase test on 
your unknown, do so at this time, It must be es- 
tablished that your unknown is definitely oxidase- 
negative before using this system. Use the filter 
paper method that is described on page 168. 

2. Prepare a saline suspension of your unknown by 
transferring organisms from the center of a well- 
established colony on an agar plate (or from a 
slant culture) to a tube of 0.85% saline solution. 
Disperse the organisms well throughout the 
saline. 

3. Label the end strip of the API 20E tray with your 
name and unknown number. See illustration 2, 
figure 52.2. 

4. Dispense about 5 ml of tap water into the tray 
with a squeeze bottle. Note that the bottom of 
the tray has numerous depressions to accept the 
water. 

5. Remove ап API 20E test strip from the sealed 
pouch and place it into the tray (see illustration 3). 
Ве sure to rescal the pouch to protect the remain- 
ing strips. 

6. Vortex mix the saline suspension to get uniform 
dispersal, and fill a sterile Pasteur pipette with the 
suspension. Take care not to spill any of the or- 
ganisms on the table or yourself. You may have a 
pathogen! 

7. noculate all the tubes on the test strip with the 

pipette by depositing the suspension into the 
cupules as you tilt the API tray (see illustration 4, 
figure 522) 
Important: Slightly underfll ADH, LDC, ODC, 
HS, and URE. (Note that the labels for these 
compartments are underlined on the strip.) 
Underfilling these compartments leaves room for 
oil to be added and facilitates interpretation of the 
results. 

3. Since the media in СТП, ГУР, and IGELI com- 
partments require oxygen, completely fill both the 
cupule and tube of these compartments. Note that 
the labels on these three compartments are brack- 
eted as shown here. 

9. To provide anaerobic conditions for the ADH, 
LDC, ODC. HS, and URE compartments, dis- 
pense sterile mineral oil to the cupules of these 
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10. Place the lid on the incubation tray and incubate 
at 37° C for 18 to 24 hours. Refrigeration after in- 
cubation is not recommended. 


SECOND PERIOD 
(Evaluation of Tests) 


During this period all reactions will be recorded on 
the Laboratory Report, test reagents will be added to 
four compartments, and the seven-digit profile num- 
ber will be determined so that the unknown can be 
looked up in the API 20E Analytical Profile Index. 
Proceed as follows: 


Materials: 
incubation tray with API 20E test strip. 
10% ferric chloride 
Barritt's reagents A and В 
Kovacs’ reagent 
nitrite test reagents A and B 
zinc dust or 20-mesh granular zinc 
hydrogen peroxide (1.5%) 

АРІ 20E Analytical Profile Index 
Pasteur pipettes 


1. Before any test reagents are added to any of the 
‘compartments, consult Chart I, Appendix D, to 
determine the nature of positive reactions of each 
test, except TDA, VP, and IND. 

2. Refer to Chart Il, Appendix D, for an explanation 
of the 20 symbols that are used on the plastic test 
strip 

3, Record the results of these tests on the Laboratory 
Report. 

4. IGLU testis negative (blue or blue-green), and 
there are fewer than three positive reactions 
before adding reagents, do not progress any fur- 
ther with this test as outlined here in this experi- 
‘ment. Organisms that are GLU-negative are 
nonenterics. 

For nonenterics, additional incubation time is 
required. If you wish to follow through on an or- 
ganism of this type, consult your instructor for 
more information, 

5. И GLU test is positive (yellow), or there are 
more than three positive reactions, proceed to 
‘add reagents as indicated in the following steps. 

6. Add one drop of 10% ferric chloride to the TDA 
tube. A positive reaction (brown-red), if it occurs, 
will occur immediately. A negative reaction color 
is yellow. 

7. Add one drop cach of Barritt’s A and B solutions 
to the VP tube, Read the VP tube within 10 min- 
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utes. The pale pink color that occurs immediately 
has no significance, A positive reaction is dark 
pink or red and may take 10 minutes before it ap- 
pears, 

8. Add one drop of Kovacs’ reagent to the IND 
tube. Look for a positive (red ring) reaction 
within 2 minutes. 

‘After several minutes the acid in the reagent 
reacts with the plastic cupule to produce а color 
change from yellow to brownish-red, which is 
considered negative. 

9. Examine the GLU tube closely for evidence of 
bubbles. Bubbles indicate the reduction of nitrate 
and the formation of Nz gas. Note on the 
Laboratory Report that there is a place to record 
the presence of this gas. 

10. Add two drops of each nitrite test reagent to the 
GLU tube. A positive (red) reaction should show 
up within 2 to 3 minutes if nitrates are reduced. 

If this test is negative, confirm negativity 
with zinc dust or 20-mesh granular zinc. A pink- 
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orange color after 10 minutes confirms that ni- 
trate reduction did not occur. A yellow color re- 
sults if Na was produced. 

11. Add one drop of hydrogen peroxide to each of 
the MAN, INO, and SOR cupules. If catalase is 
produced, gas bubbles will appear within 2 min- 
utes. Best results will be obtained in tubes that 
have no gas from fermentation. 


FINAL CONFIRMATION 
After all test results have been recorded and the 
seven-digit profile number has been determined, ac- 
cording to the procedures outlined on the Laboratory 
Report, identify your unknown by looking up the pro- 
file number in the API 20E Analytical Profile Index. 


CLEANUP 


When finished with the test strip be sure to place it in 
а container of disinfectant that has been designated 
for test strip disposal. 
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Enterobacteriaceae Identification: 


The Enterotube П System 


‘The Enterotube II miniaturized multitest system 
was developed by Becton-Dickinson of Cock- 
eysville, Maryland, for rapid identification of 
Enterobacteriaceae. It incorporates 12 different 
conventional media and 15 biochemical tests into a 
single ready-to-use tube that can be simultaneously 
inoculated in a moment's time with a minimum of 
equipment. 

If you have an unknown gram-negative rod or 
coccobacillus that appears to be one of ће Entero- 
bacteriaceae, you may wish to try this system on it. 
Before applying this test, however, make certain that 
your unknown is oxidase-negative, since with only а 
few exceptions, all Enterobacteriaceae are oxidase- 
negative. If you have a gram-negative rod that is oxi- 
dase-positive you might try the Oxi/Ferm Tube П in- 
stead, which is featured in the next exercise, 

Figure 53.1 illustrates an uninoculated tube (up- 
per) and а tube with all positive reactions (lower). 
Figure 53.2 outlines the entire procedure for utilizing 
this system. 
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Each of the 12 compartments of an Enterotube II 
contains a different agar-based medium. Compartments 
that require aerobic conditions have openings for access 
to air. Those compartments that require anaerobic con- 
ditions have layers of paraffin wax over the media. 
Extending through all compartments of the entire tube is 
‘an inoculating wire. To inoculate the media, one simply 
picks up some organisms on the end of the wire and 
pulls the wire through each of the chambers in a single, 
rotating action. 

‘After incubation, the reactions in all the compart- 
‘ments are noted and the indole testis performed. The 
Voges-Proskauer test may also be performed as a 
confirmation test. Positive reactions are given nu- 
‘merical values, which are totaled to arrive at a five- 
digit code, Identification of the unknown is achieved 
by consulting a coding manual, the Enterotube I 
Interpretation Guide, which lists these numerical 
codes for the Enterobacteriaceae, Proceed as follows 
to use an Enterotube Il in the identification of your 
unknown. 
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Figure 527 Enterotube II color differences between uninoculated and positive tests 


Courtesy of Becton- Dickinson, Cockaysvile, Maryland 


189 





| menson: Merebiologieal T ос манын Matt 





за кинеси | 


(©The Now 
‘Applications Lab Manual, Systeme eatin The Companies, 2001 
ght Elton ааш System 
Exercise 53 * Enterobacteriacese Identification: The Enterotube II System 
First PERIOD. Guide. Of the two methods, the latter is much pre- 


Inoculation and Incubation 


The Enterotube Ш can be used to identify 
Enterobacteriaceae from colonies on agar that have 
been inoculated from urine, blood, sputum, etc. The 
culture may be taken from media such as MacConkey, 
ЕМВ, SS, Hektoen enteric, ог trypticase soy agar. 
Materials: 

culture plate of unknown 

1 Enterotube II 


1. Write your initials or unknown number on the 
white paper label on the side of the tube. 

‘Unscrew both caps from the Enterotube IL The tip 

of the inoculating end is under the white cap. 

3. Without heat-sterilizing the exposed inoculating 
wire, insert it into a well-isolated colony. 

4. Inoculate each chamber by first twisting the wire 
and then withdrawing it through all 12 compart- 
ments. Rotate the wire as you pall it through. See 
illustration 2, figure 53.2. 

5. Again, without sterilizing, reinsert the wire, and 
with a turning motion, force it through ll 12 com- 
partments until the notch on the wire is aligned 
with the opening of the tube. (The notch is about 
1%" from handle end of wire.) The tip of the wire 
should be visible in the citrate compartment. See 
illustration 3, figure 53.2. 

6. Break the wire at the notch by bending, as shown 
in step 4, figure 53.2. The portion of the wire re- 
maining in the tube maintains anaerobic condi- 
tions essential for fermentation of glucose, pro- 
duction of gas, and decarboxylation of lysine and 
ornithine. 

7. With the retained portion of the needle, punch 
holes through the thin plastic coverings over the 
small depressions on the sides of the last eight 
compartments (adonitol, lactose, arabinose, sor- 
bitol, Voges-Proskauer, dulcitol/PA, urea, and cit- 
rate). These holes will enable aerobic growth in 
these eight compartments 

3. Replace the caps at both ends. 

9. Incubate at 35° to 37° C for 18 to 24 hours with 
the Enterotube II lying on its flat surface. When 
incubating several tubes together, allow space be- 
‘ween them to allow for air circulation 





SECOND PERIOD 
Reading Results 
Reading the results on the Enterotube may be done in 
опе of two ways: (1) by simply comparing the results 
with information on Chart IV, Appendix D, or (2) by 
finding the five-digit code number you compute for 
your unknown in the Enterotube I Interpretation 
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ferred. The chart in the appendix should be used only 
if the Interpretation Guide is not available. 

Whether or not the Interpretation Guide is 
available, these three steps will be performed during 
this period to complete this experiment: (1) positive 
test results must first be recorded on the Laboratory 
Report, (2) the indole test, a presumptive test, is per- 
formed on compartment 4, and (3) confirmatory 
tests, if needed, are performed. The Voges- 
Proskauer test falls in the latter category. Proceed as 
follows: 


Materials: 
Enterotube П, inoculated and incubated 
Kovacs’ reagent 
10% KOH with 0.3% creatine solution 
5% alpha-naphthol in absolute ethyl alcohol 
syringes with needles, or disposable Pasteur 
pipettes 

test-tube rack 

Enterotube II Results Pad (optional) 

coding manual: Enterorube И Interpretation 
Guide 


1. Compare the colors of each compartment of your 
Enterotube II with the lower tube illustrated in 
figure 53.1. 

2. With a pencil, mark a small plus (+) or minus (—) 
near each compartment symbol on the white label 
on the side of the tube. 

3. Consult table 53.1 for information as to the sig 
nificance of each compartment label 

4. Record the results of the tests on the Laboratory 
Report. All results must be recorded before doing 
the indole test 

5. Record results on the Laboratory Report. 
Important: If at this point you discover that 
your unknown is GLU-negative, proceed no fur- 
ther with the Enterotube П because your un- 
known is not one of the Enterobacteriaceae. 
Your unknown may be Acinetobacter sp. or 
Pseudomonas maltophilia. If an Oxi/Ferm Tube 
is available, try it, using the procedure outlined 
in the next exercise. 

6. Indole Test: Perform the indole test as follows: 
а, Place the Enterotube П into a test-tube rack 

with the GLU-GAS compartment pointing up- 
ward. 

b. Inject one or two drops of Kovacs’ reagent 
onto the surface of the medium in the HaS/ 
indole compartment. This may be done with a 
syringe and needle through the thin Mylar 
plastic film that covers the flat surface, or with 
а disposable Pasteur pipette through а small 
hole made in the Mylar film with a hot inocu- 
lating needle. 
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Remove organisms from a walisclatad colon. Avoid 
touching the agar wih the wire. To prevent damaging 
Entarotube Il media, do not heat tarte the inocuiat- 
ing wira. 





inoculate each compartment by frst twisting the wire 
and than withdrawing al the way out through the 12 
Compartments, using а turing movement. 








insert the wr (wthou steriizing), using a tuning 
maton through all 12 compartments unti ha notch en 
the wire в aligned with the opening of the tube 





Break the wire at the notch by bending. The portion of 
же wire remaining in the tube matans anaerobic con- 
‘tone essential бг tus fermentation. 








Punch holas wilh broken off part of wie through the thin 
plastic covering over depressions on sides of te last 
‘ght compartments (dono trough crate) Replace 
‘ape and incubate at a6" C or 1824 hours. 








Afar interpreting and recording posite results on the 
idas of ha tube, робот the indole test by inectng 1 
ог2 dropa of Kovacs! reagent into the Ново 
compartment. 








Y 





























npn 


cr CEE 


© 2. = 


Bes 
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Робот the Vogos-Proskauer test, if needed or cor- 
‘ration, by injecing the reagents into to H,Sîndole 
compartment 

‘Ato ening the numbers of the positive tests 

con he Laboratory Raport, otal up the numbers of each 
акани series о determine the Sgt code number. 
Fiero the Entertube I Interpretation Guido for iden- 
tiation of the unknown by using the code number. 





Figure 53.2 The Enterotube II procedure 
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Exercise 53 + Enterobacteriaceae Identification: The Enterotube II System 


c. A positive testis indicated by the development 
‘of a red color on the surface of the medium or 
‘Mylar film within 10 seconds, 

7. Voges-Proskauer Test: Since this test is used as 
a confirmatory test, it should be performed only 
when called for in the Enterotube I! Interpretation 
Guide. If itis called for, perform the test in the fol- 
loving manner: 

а. Use a syringe or Pasteur pipette to inject two 
drops of potassium hydroxide containing crea- 
tine into the V-P section, 





Table 53.1 Biochemical Reactions of Enterotube И 


b. Inject three drops of 5% alpha-naphthol. 

с. A positive test is indicated by а red color 
‘within 10 minutes. 

3. Record the indole and У.Р results on the 
Laboratory Report. 


LABORATORY REPORT 
Determine the name of your unknown by following the. 
instructions on the Laboratory Report. Note that two 
methods of making the final determination are given. 





UNINOGULATED REACTED 


SwwsoL COLOR COLOR 


ТИРЕ OF REACTION 





GLUGAS 





as 








Glucose (GLU) The end products of bactarial fermentation ot 
glucosa are either acid or acid and gas. The shift in pM due to 
{he production of acid is indicated by a color changé пот red 
[alkane to yellow (acidic Any degree cf yellow should bo. 
interpreted as а postive reaction, orange should be considered 
negative 


roduetion (GAS) Complete separation ot the wax overlay 

from tne запасе of the glucose mediam occurs when gas is 

produced. The amount of separation between the medium and 
lay will vary with tha strain of bacteria. 





Е м [ШЇ 


Lysine бесы 
which results їп the formation of the alkaline end produet 
Sacaverine, s indicated by a change inthe color ө Ihe indi 
"alor tram pale yellow facilc) to purple (alkaline), Any degree ot 
purple should bo intorpretod as а positive reaction. The medium 
remains yellow if decarboxylation of isine does not occur. 





wise. Bacterial decarboxylation of lysine, 





ins Decarboxyla 








Bacterial decarboxylation of or 
product puirescino о be produc 





Te 





acidic Йом nature of the metum is converted to purple as 
alkalinity occurs. Any degree of purple should be Interpreted as 
a positive reaction, The medium remaina yellow If dacarboxyla 
tian of ornitina doos not occur. 





нозо 


aS Production Hydrogen sulfide, liberated by bacteria that 
reduce sulfur containing compouni such ae ре 
sodium thiosulfate, reacts win the ron salts їп ne medium to 


Tonos and 





form a black precipitate o fem sulfide usualy along Ine Ine 
of inoculation. Some Proteus апа Provideneia strains may рк. 
"luca а diffuse brown coloration in this 

nat be contused with rus HS production 


sum, which should 





Indole Formation The production of indole from the matab- 


ism of tryptophan by the bacteria! enzyme tryptephanase |3 
‘atectea by the development of a pink 10 red color after Ine 
Зам of Kovae's reagent 
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Enterobacteriaceae Identification: The Enterotube П System * Exercise 53 


‘Table 53.1 Biochemical Reactions of Enterotube II (continued) 





SYMBOL 


UNINOULATED REACTED 


Coton 


согон 


ТУРЕ OF REACTION 





T L | 





‘Adonitol_ Bacterial fermentation of adonitol, which results in 
Me formation of acidic end products, is indicated by a change. 
in color of ha indicator present In the medium пот red 
liane) to yellow (acidic) Any sign of yellow should be inter- 
preted аз à positive reaction; range should be considered. 
egale. 








| 
B [ [| 


Lactase Bacterial fermentation of lactosa, which results inthe 
formation of acidic snd products, is Рафа by а change im 
olor of the Indicator present in the medium from rec (aano) 
to yellow (acidic) Any sign of Yellow should be interpreted as a 
positive reaction; Orange should ba considered negative, 





ARAB 


Arinose Bacterial formentation of arabinose, which results In 
{he formation of acidic end products, i indicated by a change 
"m color rom red (alkaline) tà yallow (acido) Any elg ot yellow 
‘should be interpreted аз a postive reaction: orange should be 
considered negative, 





зона 











Sorbitol Bacterial fermentation о! sorbitol, which results Inthe 
formation of acidic end product, в indicated by a change im 
Calor rem red (alkaline) to yellow (acidic). Any sign at yellow 
‘Should bo Inerprated as a positive reaction, orange should bo. 
Considered negative, 








ve, 














Voges-rosteuer Acetyimsthyicarbine| (acetoin) is an int 
mediate in tho production of butylene glycol trom glucose fer. 
попой The presence of асела 1 Indicated by Io вакар. 
Ment of a red color within 20 minutes. Most positive resctlonz 
aro evident within 10 minutes, 











DULPA 


Duleitol_ Bacterial fermentation of висо, which resulta n tno 
formation of acidic end products, is Indicated by a change in 
Calor of the indicator present in the mediam Irom green 
{alkaline} to yellow or pale yellow (acci). 


Phenylalanine Deaminase This test detects the formation of 
pyruvic acid from the deamination of phenylalanine, The pyruvic 
ЭШ formad reacts with a ferric salt in the medium to produco a 
блатото е black Yo smoky gray color 














UREA 


of | 
ETT 


Wree The production of urease by some bacteria hycrolyzes 
uraa inthis medium fo produce ammonia, which causes a shit 
In pH trom yellow (acide) to reddist purple alkaline). This test 
1s Strongly positive for Proteus In hours and weakly pesto 
Tor Klebsiella and some Enterobacter species in 24 hours. 














Crate Organisms that are able to utilizo the citrate in this 
medium as (nei sola source of carbon produce alkaline motabo- 
ies that change the color af the indicator from green (acide) 
to беер blue (alkaline), Any degree of blue should be considered 

positive 
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‘The Oxi/Ferm Tube I, produced by Becton-Dickinson, 
takes care of the identification of ihe oxidase-positive, 
‘gram-negative bacteria that cannot be identified by us- 
ing the Enterotube II system, The two multitest systems 
were developed to work together. Ї ап unknown gram- 
negative rod is oxidase-negative, the Enterotube II is 
used. If the organism is oxidase-positive, the Oxi/Ferm 
‘Tube П must be used. Whenever an oxidase-negative 
‘gram-negative rod turns out to be glucose-negative on 
the Enterotube П test, one must move on to use the 
(Oxi/Ferm Tube II 

The Oxi/Ferm Tube II system is intended for 
the identification of non-fastidious species of 
oxidative-fermentative gram-negative rods from 
clinical specimens. This includes the following gen- 
era: Aeromonas, Plesiomonas, Vibrio, Achromobacter, 
Alcaligenes, Bordetella, Moraxella, and Pasteurella. 
‘Some other gram-negative bacteria can also be identi- 
fied with additional biochemical tests. The system in- 
corporates 12 different conventional media that can be 
inoculated simultaneously in a moment's time with a 


O/F Gram-Negative Rods Identification: 
The Oxi/Ferm Tube II System 


minimum of equipment. A total of 14 physiological 
tests are performed. 

Like the Enterotube П system, the Oxi/Ferm Tube 
IL has an inoculating wire that extends through all 12 
‘compartments of the entire tube. To inoculate the me- 
dia, one simply picks up some organisms on the end 
of the wire and pulls the wire through each of the 
chambers in a rotating action, 

After incubation, the results are recorded and 
Kovacs’ reagent is injected into one of the compart- 
ments to perform the indole test. Positive reactions 
are given numerical values that are totaled to arrive at 
a five-digit code. By looking up the code in an 
OxifFerm Biocode Manual, one can quickly deter- 
mine the name of the unknown and any tests that 
might be needed to confirm the identification, 

Figure 54.1 illustrates an uninoculated tube and a 
tube with all positive reactions, Figure 54.2 illustrates 
the entire procedure for utilizing this system. A mini- 
mum of two periods are required to use this system. 
Proceed as follows: 
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Figure 541 Oxi/Ferm Tube Il color differences between uninoculated and positive tests 
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Remove organisme trom a welisolated colony. Avid 
touching the agar with the wire. To prevent damaging 
Enterotube Il media, do not heat striae the inocuiat- 
ing wire. 





inoculate each compartment by frst isting the wire 
and then ийан al the way ош through the 12 
compartments, using а turning movement. 





Reinert the wire (without seizing), using a turning 
moton through all 12 compartments unl the notch on 
{he wire is aligned wit he opening ofthe tube. 





Break the wire at he notch by bending. The portion of 
‘he wire remaining in the tube maintains anaerobic con- 
ions essential for true fermentation. 





ре 


Punch holes with broken part of wire through the thin 
lasts covering over depressions оп sides f he last 

















After encircling the numbers of the positive tests on 
the Laboratory Report, ttl up the numbers of each 

bracketed eres to determine the 5-dig code number. 
Filer а Biocode Manual orientation o the 

'unknow by using the code number 





Figure S42 The Ox/Ferm Tube И procedure 
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Exercise 54 + O/F Gram-Negative Rods Identification: The Oxi/Ferm Tube II System 


First PERIOD 
Inoculation and Incubation 


The Oxi/Ferm Tube II must be inoculated with a large 
inoculum from а well-isolated colony. Culture purity, 
of course, is of paramount importance. If there is any 
doubt of purity, a TSA plate should he inoculated and 
incubated at 35° C for 24 hours, followed by 24 hours 
incubation at room temperature, If no growth occurs 
оп TSA, but growth does occur on blood agar, the or- 
ganism has special growth requirements. Such organ- 
isms are too fastidious and cannot be identified with 
the Oxi/Ferm Tube Ш. 


‘Materials: 
culture plate of unknown 
1 OxifFerm Tube IL 
1 plate of trypticase soy agar (TSA) (for purity 
check, if needed) 


1. Write your initials or unknown number on the 
side of the tube. 

2. Unscrew both caps from the Oxi/Ferm Tube IL The 
tip of the inoculating end is under the white cap. 

3. Without heat-sterilizing the exposed inoculating 
wire, insert И into a well-isolated colony. Do not 
puncture the agar. 

4. Inoculate each chamber by first twisting the wire 
and then withdrawing И through all 12 compart- 
ments. Rotate the wire as you pul it through. See 
illustration 2, figure 54.2. 

5. If a purity check of the culture is necessary, 
streak a Petri plate of TSA with the inoculating 
wire that has just been pulled through the tube. 
Do not flame. 

6. Again, without sterilizing, reinsert the wire, and 
‘witha turning motion, force И through ай 12 com- 
partments until the notch on the wire is aligned 
With the opening of the tube. (The notch is about 
1%” from the handle end of the wire.) The tip of 
the wire should be visible inthe citrate compart- 
ment. See illustration 3, figure 54.2. 

7. Break the wire at the notch by bending, as noted 
in step 4, figure 54.2. The portion of the wire re- 
maining in the tube maintains anaerobic condi- 
tions essential for true fermentation. 

3. With the retained portion of the needle, punch 
holes through the thin plastic coverings over the 
small depressions on the sides of the last eight 
compartments (sucrosefindole, xylose, aerobic 
glucose, maltose, mannitol, phenylalanine, urea, 
and citrate). These holes will enable aerobic 
growth in these eight compartments 

9. Replace both caps on the tube. 

10. Incubate at 35° to 37° C for 24 hours, with the 

tube lying on its flat surface or upright. At the end 
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of 24 hours inspect the tube to check results and 
continue incubation for another 24 hours. The 24- 
hour check may be needed for doing confirmatory 
tests as required in the Biocode Manual. 
‘Occasionally, an Oxi/Ferm Tube II should be in- 
cubated longer than 48 hours. 


SECOND PERIOD 
Evaluation of Tests 


During this period you will record the results of the 
various tests on your Oxi/Ferm Tube II, do an indole 
test, tabulate your results, use the Biocode Manual, 
and perform any confirmatory tests called for. 
Proceed as follows: 


Materials: 
‘Oxi/Ferm Tube II, inoculated and incubated 
Kovacs’ reagent 
syringes with needles, or disposable Pasteur 

pipettes 
Becton-Dickinson Biocode Manual (a booklet) 

1. Compare the colors of each compartment of your 
Oxi/Ferm Tube II with the lower tube illustrated 
in figure 54.1. 

2. With a pencil, mark a small plus (+) or minus (—) 
near each compartment symbol on the white label 
on the side of the tube. 

3, Consult Table 54.1 for information as to the sig- 
nificance of each compartment label. 

4. Record the results of all the tests on the Laboratory 
Report. All results must be recorded before doing 
the indole test 

5. Indole Test (illustration 6, figure 54.2): Do an in- 
dole test by injecting two or three drops of 
Kovacs’ reagent through the flat plastic surface 
into the sucrose/indole compartment. Release the 
reagent onto the inside flat surface and allow it to 
drop down onto the agar. 

Ifa Pasteur pipette is used instead of a syringe 
needle, it will be necessary to form a small hole in 
the Mylar film with a hot inoculating needle to 
admit the tip of the Pasteur pipette. 

‘A positive test is indicated by the develop- 
ment of a red color on the surface of the medium 
or Mylar film within 10 seconds. 

6. Record the results of the indole test on the 
Laboratory Report. 


LABORATORY REPORT 
Follow the instructions on the Laboratory Report for 
determining the five-digit code, Use the Biocode 
Manual booklet for identifying your unknown. 
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‘Table 541 Biochemical Reactions of the Oxi/Ferm Tube I 





[Special Remarks 
[козиме fermentation i shown by change color rom green [nau о. 
[etw (ac). Most oxidative- тапа, gram-negative rods are nega, 








Deaan carina results ha Tomar c aai end 
[products that changes bromeresol purple rom yellow (acid) to purple 
kale). Grey is negate 





[Беса®ожуйбоп of yane resume formation of akin and produci 
[at changes bromcrosl purple from увіои (aci) to purple (alkane). Grey | 
[+ negane. 





Femariator of lacicss anges th color ote adum Tom red (eura 
negate. 


























reacts with a Terie salt to produce а brownish inge. 





[The producion of ammonia by te acion of urease on ursa increases the 
(кайгу of no modium. The phenol red in this modium changes em 
beige (acid) o pink or purple. Pale pink shouldbe considered negative. 





Grgarisms tat grow on tis modium are abla ulis cil as oir sole 
curce of carbon. Utizaton of erate races the akin of the medium. 
[The color changes от green (neural) tolus (alkane). 
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‘The API Staph-Ident System, produced by Analytab 
Products of Plainview, New York, was developed to 
provide a rapid (5-hour) method for identifying 13 of 
the most clinically important species of staphylo- 
cocci. This system consists of 10 microcupules that 
contain dehydrated substrates and/or nutrient media. 
Except for the coagulase test, all the tests that are 
needed for the identification of staphylococci are in- 
cluded on the strip. 

Figure 55.1 illustrates two inoculated strips: the 
lower one just after inoculation and the upper one 
with all positive reactions. Note that the appearance of 
each microcupule undergoes a pronounced color 
change when a postive reaction occurs. 

Figure $5.2 illustrates the overall procedure. The 
first step is to make a saline suspension of the organ- 
ism from an isolated colony. A Staph-Ident strip is 
then placed in a tray that has а small amount of water 
added to it to provide humidity during incubation. 
Next, a sterile Pasteur pipette is used to dispense two 
to three drops of the bacterial suspension to each mi- 
crocupule. The inoculated tray is then covered and in- 


Staphylococcus Identification: 
The API Staph-Ident System 


‘cubated aerobically at 35° to 37° C for 5 hours. After 
incubation, a few drops of Staph-Ident reagent are 
added to the tenth microcupule and the results are read 
immediately. Finally, a four-digit profile is computed 
that is used to determine the species from а chart in 
Appendix D. 

As simple as this system might seem, there are а 
few limitations that one must keep in mind. Final 
species determination by a competent microbiologist 
must take into consideration other factors such as the 
source of the specimen, the catalase reaction, colony 
characteristics, and antimicrobial susceptibility pat- 
tern. Very often there are confirmatory tests that must 
also be made. 

If you have been working with an unknown that 
appears to be one of the staphylococci, use this system. 
to confirm your conclusions. If you have already done 
the coagulase test and have learned that your organ- 
ism is coagulase-negative, his system will enable you 
to identify one of the numerous coagulase-negative 
species that are not identifiable by the procedures in 
Exercise 78. 











JUST INOCULATED: ALL NEGATIVE 


Courtesy of АлауаЬ Products, Plainview, NY. 








Figure 55.1 Positive and negative results on API Staph-idont test strips 
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Use several Icopfls ot organisme to mako sane 
1 Suspension of unknown. Turbidity of suspension 





0.55 saline 


shoud match McFarland No. 3 barum sulfate 
Standard. 











Place a STAPH-IDENT tast strip into the bottom of 
‘he moistened гау. Take cara rot to contaminate 
же merocupules with Angers when handing tst 
зир" 





With a Pasteur pipette dispense 2 to 3 crops ol he 
Басма! suspensicn into each ofthe 10 maroc 

риев. Cover ta way with the cand Incubate at 

эт C tor 5 hours 



































1а positive, Record recut 


Figure 55.2 Tho API Staph-Ident procedure 

















Once aii results are recorded on Laboratory Report. 
"group to determine 
ax Ола d 
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Exercise 55 + Staphylococcus Identification: The API Staph-Ident System 
First PERIOD 
(inoculations and Coagulase Test) 


Before setting up this experiment, take into consider- 
ation that it must be completed at the end of 5 hours. 
Holding the test strips overnight is not recommended. 


Materials: 

‘API Staph-ldent test strip 

‘API incubation tray and cover. 

blood agar plate culture of unknown (must not 
have been incubated over 30 hours) 

blood agar plate (if needed for purity check) 

serological tube of 2 ml sterile saline 

test-tube rack 

sterile swabs (optional in step 2 below) 

squeeze bottle of tap water 

tubes containing McFarland No. 3 (BaSO,) 
standard (see Appendix B) 

sterile Pasteur pipette (5 ml size) 


1. Ifthe coagulase test has not been performed, re- 
fer to Exercise 78, page 260, for the procedure 
and perform it on your unknown, 

2. Prepare a saline suspension of your unknown by 
transferring organisms to a tube of sterile saline 
from one or more colonies with a loop or sterile 
swab. Turbidity of the suspension should match a 
tube of No. 3 McFarland barium sulfate standard, 


Important: Do not allow the bacterial suspen- 
sion to go unused for any great length of time. 
Suspensions older than 15 minutes become less 
effective. 


3. Label the end strip of the tray with your name and 
unknown number. See illustration 2, figure 55.2. 

4. Dispense about 5 ml of tap water into the bottom 
of the tray with a squeeze bottle. Note that the bot- 
tom of the tray has numerous depressions to ac- 
cept the water. 

5. Remove the API test strip from its sealed enve- 
lope and place the strip in the bottom of the tray. 

6. After shaking the saline suspension to disperse 
the organisms, fill a sterile Pasteur pipette with 
the bacterial suspension, 

7. Inoculate each of the microcupules with two or 
three drops of the suspension. If a purity check is 
necessary, use the excess suspension to inoculate 
another blood agar plate. 

3. Place the plastic lid on the tray and incubate the 
strip aerobically for 5 hours at 35° to 37° C. 
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Figure 553 Test results of a strip inoculated with S. 
(Courtesy ot Analytab Products) 


SECOND PERIOD 
(Five Hours Later) 


During this period the results will be recorded on the 
Laboratory Report, the profile number will be deter- 
mined, and the unknown will be identified by looking 
up the number on the Staph-Ident Profile Register (ог 
Chart УП, Appendix D). 


Material 
‘API Staph-Ident test strip (incubated 5 hours) 
1 bottle of Staph-Ident reagent (room 

temperature) 
Staph-Ident Profile Register 

1. After S hours incubation, refer to Chart V, 
Appendix D, to interpret and record the results of 
the first nine microcupules (PHS through АВО) 

2. Record the results on the Profile Determination 
Table on the Laboratory Report. Chart VI, 
Appendix D, reveals the biochemistry involved in 
these tests. 

3. Add one or two drops of Staph-Ident reagent to 
the NGP microcupule. Allow 30 seconds for the 
color change to occur. 

А positive test results in a change of color to 
plum-parple. Record the results of this test. 

4. Construct the profile number according to the in- 
structions on the Laboratory Report and deter- 
‘mine the name of your unknown. 

If no recent Profile Register is available, use 
Chart УП, Appendix D. Since the API Register is 
constantly being updated, the one in the appendix 
may be out of date. 





DISPOSAL 


Once all the information has been recorded be sure to 
place the entire incubation unit in a receptacle that is 
to be autoclaved. 
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Microbiology of Soil 


With ideal temperature and moisture conditions, soils provide ex- 
cellent culture media for many kinds of microorganisms. This is es- 
pecially true of cultivated and improved soils. In many different 
ways these organisms contribute to the fertility of the very medium 
they inhabit. The action of certain autotrophic protists on minerals 
produces substances, organic and inorganic, that are available to 
plants. Maintaining a proper balance of available nitrogen to pho- 
tosynthetic plants is one of the most important activities of some 
forms of bacteria. Several experiments in this unit pertain to the су- 
cling of nitrogen between the soil, water, and atmosphere. The de- 
composition of lifeless plant and animal tissues returns materials to 
soils in a form that is reusable by plants. 

In addition to studying phases of the nitrogen cycle, an attempt 
will be made in Exercise 57 to isolate antibiotic producers from soil 
samples. This study will concentrate primarily on Actinomyces-like 
colonies. 
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Soils contain enormous numbers and kinds of mi- 
croorganisms. In addition to the multitudes of bacte- 
ria, there are protozoans, yeasts, molds, algae, and 
microscopic worms in unbelievable numbers. Types 
that predominate will depend on the composition of 
the soil, moisture, pH, and other related environmen- 
tal factors, No one technique can be used for count- 
ing all organisms since such great variability in types 
exists. 

Tn this exercise we will use the plate count pro- 
cedure that was used in Exercise 23 to determine the 
numbers of bacteria, actinomycetes, and molds. It 
will be necessary to use different kinds of media for 
each group of organisms. For economy of time and 
materials, the class will be divided into three 
groups. 


Materials: 

1 bottle (50 ml) of nutrient agar (4 of class) 

1 bottle (50 ml) of glucose peptone acid agar (4 
of class) 

1 bottle (50 m) of glycerol yeast extract agar ( 
of class) 

3 sterile water blanks (99 ml) (per pair of 
students) 

4 sterile Petri plates per student. 

1.1 ml dilution pipettes, 

soil sample 


Microbial Population Counts of Soil 


Liquefy and cool to 50° C a bottle of medium to 
be used for the organisms that you will attempt to 
count, The chart below indicates your assignment: 
Label four Petri plates according to type of ог- 
ganisms and dilutions, Since the numbers of each 
type will vary, different dilutions are necessary. 





Bacteria Actinomycetes Molds 
1:10,000 1:1000 11 
1:100,000. 

1:1,000,000 

1:10,000,000 





Label three 99 ml sterile water blanks as you did 
in Exercise 23. 

Add 1 gram of soil to blank A, shake vigorously 
for 5 minutes, and carry out the dilution of blanks 
Band С. 

With Ll ml pipettes, distribute the proper 
amounts of water from the blanks to the plates for 
your final dilutions. See figure 23.1. For the 
1:1000 and 1:100 plates, you will need 0.1 ml and 
10 ml, respectively, from blank A. 

Pour the appropriate medium into each plate and 
allow them to cool. 

Incubate the plates in your locker for 3 to 7 days. 
‘Count the colonies, using the procedures outlined 
in Exercise 23. Record the results on the first por- 
tion of Laboratory Report $6, 57. 














1,4 7,10, 18, 16, 19, 22, 25,28 Bacteria Nutrient agar 
"2,5, B, 11, 14, 17, 20,23,26,29 ‘Actinomyestas Glycerol yeast extract agar 
а,в, 9, 12, 15, 18, 21, 24, 27, 30 Molds Glucose peptone acid agar 
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Isolation of an Antibiotic Producer from Soil 


‘The constant search of soils throughout the world has 
yielded an abundance of antibiotics of great value for 
ihe treatment of many infectious diseases. Pharma- 
ceutical companies are in constant search for new 
strains of bacteria, molds, and Actinomyces that can 
һе used for antibiotic production. Although many or- 
ganisms in soil produce antibiotics, only a small por- 
tion of new antibiotics are suitable for medical use, In 
this experiment an attempt will be made to isolate an 
antibiotic-producing Actinomyces from soil, Students 
will work in pairs. 


FIRST PERIOD 
(Primary Isolation] 
Unless the organisms in a soil sample are thinned out 


sufficiently, the isolation of potential antibiotic pro- 
ducers is nearly impossible. As indicated in figure 


57 


57.1, it will be necessary to use а series of six dilution 
tubes to produce а final soil dilution of 107°, Proceed 
as follows: 


Materials: 
per pair of students: 

6 large test tubes 
1 bottle of physiological saline solution 
3 Petri plates of glycerol yeast extract agar 
L-shaped glass rod 
beaker of alcohol 
6 1 ml pipettes 
110 mi pipette 
Label six test tubes 1 through 6, and with a 10 ml 
pipette, dispense 9 ml of saline into each tube. 
‘Weigh out 1 g of soil and deposit it into tube 1. 
Vortex mix tube 1 until all soil is well dispersed 
throughout the tube. 





miaf solute пот each tube i 
оп of 1,000,000 tube 6. 


imo dm im 





Ono gram of solis added 


тов 1, containing 9 ml 
"t saine зоо. 


h 


Solin tube 1 thoroughly 
vortex med, 








An aleshol famed glass rod в used 
роза the 10 mol so suspen- 
sion on the suce of each ofthe 
gar plates. 


5 





A tenfold serial dilution of the solis made by transfering 10 


и کک‎ 





the пе one to achieve a fal 


ım ат 








10 mi t transterrod trom 
iubea 4, S and 6 to Perr! 
plates of glycerol yeast ex- 


ET 


Tho tree primary isciation plates of giyoerol yeast 
tract agar platas are incubated at 0. C or 7 days 








Figure 51.1 Primary Isolation of antilotic-producing Actinomyces 


203 





Î menson: Microbiological Т X Microbiology ot Seil 


льва OTe Now 
Арсыз Lab Manual ‘Antic Producer toa Campanian, 2001 
gh Elton Sol 


Exercise 57 + Isolation of an Antibiotic Producer from Soil 


4. Make a tenfold dilution from tube 1 through tube 
6 by transferring 1 ml from tube to tube. Use а 
fresh pipette for each transfer and be sure to 
pipette-mix thoroughly before each transfer. 

5. Label three Petri plates with your initials and the 
dilutions to be deposited into them. 

6. From each of the last three tubes transfer 1 ml to 
a plate of glycerol yeast extract agar. 

7. Spread the organisms over the agar surfaces on 
each plate with an L-shaped glass rod that has 
been sterilized each time in alcohol and open 
flame, Be sure to cool rod before using. 





CAUTION 
Keep Bunsen burner lame away from beaker of al- 
cohol. Alcohol fumes are ignitable, Be sure to flame 
the glass rod when finished. 











3. Incubate the plates at 30° C for 7 days. 


SECOND PERIOD 
(Colony Selection and Inoculation) 


‘The objective in this laboratory period will be to se- 
lect Actinomyces-like colonies that may be antibiotic 


producers. The organisms will be streaked on nutri- 
ent agar plates that have been seeded with 
Staphylococcus epidermidis. After incubation we 
will look for evidence of antibiosis. Students will 
continue to work in pairs. Figure $7.2 illustrates the 
procedure, 


Materials: 
per pair of students: 

4 trypticase soy agar pours (liquefied) 

4 sterile Petri plates 

‘TSB culture of Staphylococcus epidermidis 

1 ml pipette 

3 primary isolate plates from previous period 

"water bath at student station (50° C) 


1. Place four liquefied agar pours in water bath (50° 
С) to prevent solidification, and then inoculate 
cach one with 1 ml of S. epidermidis. 

2. Label the Petri plates with your initials and 
date. 

3, Pour the contents of each inoculated tube into 
Petri plates. Allow agar to cool and solidify. 

4, Examine the three primary isolation plates for the 
presence of Actinomyces-like colonies. They have 








PRIMARY ISOLATION PLATE. 


TO FOURTH 
PERIOD. 


——-— 


30 62-7 days 





Spores trom primary isolate are 
streaked on TSA piate that was 
Seeded wih S epidermidis 





Antibiotic producer is cross-steaked wih 
Staphylococcus epidermis on TSA piate. 





HRD 
PERIOD 











Figure 57.2 Second and third period inoculations 
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Isolation of an Antibiotic Producer from Soil * Exercise 57 


a dusty appearance due to the presence of spores. 
They may be white or colored. Your instructor 
‘will assist in the selection of colonies, 

5. Using a sterile inoculating needle, scrape spores 
from Actinomyces-like colonies on the pi 
isolation plates to inoculate the seeded TSA 
plates. Use inoculum from a different colony for 
‘each of the four plates. 

6. Incubate the plates at 30° C until the next labora- 
tory period. 


THIRD AND FOURTH PERIODS 
(Evidence of Antibiosis and Confirmation) 
Examine the four plates you streaked during the last 
laboratory period. If you see evidence of antibiosis 


(inhibition of $. epidermidis growth), proceed as fol- 
lows to confirm results. 


Materials: 
1 Petri plate of trypticase soy agar 
‘TSB culture of S. epidermidis 
If antibiosis is present, make two streaks on the TSA 
plate as shown in figure 57.2. Make a straight line 
streak first with spores from the Actinomyces colony, 
using a sterile inoculating needle. Cross-streak with 
organisms from a culture of 5. epidermidis. Incubate 
at 30° С until the next period. 


LABORATORY REPORT 


After examining the cross-streaked plate during the 
fourth period, record your results on the Laboratory 
Report and answer all the questions. 
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‘The next three exercises have one thing in common: 
they all pertain to the nitrogen cycle. This exercise is 
presented here to unify these experiments ав you 
study the different phases of the nitrogen cycle. There 
is no laboratory report for this exercise. 

‘As pointed out in Exercise 20, nitrogen is one of 
the essential elements needed by all living organ- 
isms. Although nearly 80% of the atmosphere con- 
sists of molecular nitrogen, very few life-forms are 
able to utilize it in its free state. Instead, most or- 
ganisms can utilize it only if it is combined 
fixed") with another element such as oxygen or 
hydrogen. Nitrates (МОБ), nitrites (NO7), ammo- 
mium (МНД), or organic nitrogenous compounds 
(proteins and nucleic acids) are the principal forms 
of fixed nitrogen. 

Most plants are able to utilize nitrates and am- 
monia. Animals, on the other hand, derive their ni- 
trogen from plants and other animals in the form of 
organic compounds. Microorganisms, however, vary 
considerably in their nitrogen uptake in that they 
may get it from all of the sources listed above, plus 
free nitrogen. 

Figure 58.1 illustrates the four phases of the ni- 
trogen cycle: ammonification, nitrification, nitrogen 
fixation, and denitrification. A discussion of each 
phase follows. 





AMMONIFICATION 


Most of the nitrogen in soil exists in the form of or- 
ganic molecules, mostly proteins and nucleic acids 
that are derived from the decomposition of dead plant 
and animal tissue, When an organism dies, Из proteins 
are attacked by proteases of soil bacteria to produce 
polypeptides and amino acids, The amino groups on 
the amino acids are then removed by a process called 
deamination and converted into ammonia (NH). 
This production of ammonia is called ammonifica- 
tion. In addition to the ammonification of protein and 
nucleic acids of dead animals and plants, other wastes 


The Nitrogen Cycle 


such as urea and uric acid from animal wastes go 
through the ammonification process. Bacteria and 
plants that are able to assimilate ammonia convert it 
into amino acids needed for their own enzyme and 
protoplasm construction, 


NITRIFICATION 
The next sequence of reactions inthe nitrogen cycle in- 
volves the oxidation of the nitrogen in the ammonium 
ion to produce nitrite. This step is followed by the oxi- 
dation of nitrites to produce nitrates. This two-step 
process is called nitrification. Note in the reaction be- 
Jow that the first stage is controlled by autotrophs of the 
‘genera Nitrosomonas and Nitrosococcus, The second 




















Many Bacteria 
Amino Acids 





Ammonia 
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stage is performed by members of the genera 
Nütrobacter and Nitrococcus, Although there are other 
nitrifying bacteria in soil that can perform these con- 
‘versions, they are insignificant contributors to this 
process. 


NITROGEN FIXATION 
‘The conversion of atmospheric nitrogen to ammonia 
is called nitrogen fixation. This process, which is il- 
ustrated on the right side of figure 58.1, is performed 
by three groups of microorganisms: (1) free-living 
bacteria, (2) cyanobacteria, and (3) symbiotic bacteria 
in root nodules of leguminous plants. 

Of the various free-living bacteria, the most ben- 
eficial ones belong to genus Azotobacter. Since these 
organisms are strict aerobes, they function effi- 
ciently in well-aerated garden soils. Due to the fact 
that soils usually lack abundant sources of carbohy- 
drates, most of the other free-living bacteria, such as 
Clostridium and Klebsiella, fail to contribute as 
much fixed nitrogen. 
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Cyanobacteria, such as Nostoc and Anabaena, 
which do not require a carbohydrate source for en- 
ergy, are excellent fixers of atmospheric nitrogen. 
These chlorophyll-packed organisms usually сапу 
their nitrogen-fixing enzymes in specialized struc- 
tures called heterocysts. The fact that these organisms 
are зо productive in nitrogen fixation explains why 
they often contribute to organic pollution of freshwa- 
ter ponds and lakes. 

The symbiotic nitrogen-fixing bacteria are the 
most important contributors to soil enrichment. They 
develop in root nodules of leguminous plants, such as 
peas, beans, peanuts, clover, and alfalfa. The principal 
genera are Rhizobium and Bradyrhizobium. They are 
symbiotic in that they produce nourishment for the 
host plant and the host provides anaerobic conditions 
and nutrients for the bacteria. Farmers utilize this bac- 
terial relationship through стор rotation to pump liter- 
ally millions of tons of fixed nitrogen into their soils 
annually. 


Figure 581 The nitrogen cyclo 


"The Nitrogen Cycle * Exercise 58 
DENITRIFICATION 


Under anaerobic conditions, some microbes can uti- 
lize nitrates as electron acceptors to metabolize other 
‘organic substances, This conversion of nitrates to free 
nitrogen is called denitrification. The denitrification 





process takes place as follows: 

NOs — һб, — NO — мо — № 
Меше Nite юш Мош: Diogen 
n lon Ode Оо 








Pseudomonas aeruginosa and Paracoccus deni- 
trificans are examples of two species that can bring 
about the denitrification of nitrates and nitrites. Since 
the denitrification process occurs in waterlogged soils 
where there is a deficiency of oxygen, farmers mini- 
mize nutrient loss from soil by constant cultivation to 
promote aeration. 
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Among the most beneficial microorganisms of the 
soil are those that are able to convert gaseous nitro- 
gen of the air to “fixed forms” of nitrogen that can be 
utilized by other bacteria and plants. Without these 
nitrogen-fixers, life on this planet would probably 
disappear within a relatively short period of time. 

The utilization of free nitrogen gas by fixation 
can be accomplished by organisms that are able to 
produce the essential enzyme nitrogenase. This en- 
zyme, in the presence of traces of molybdenum, еп- 
ables the organisms to combine atmospheric nitro- 
gen with other elements to form organic compounds 
in living cells. In organic combinations nitrogen is 
‘more reduced than when it is free. From these or- 
ganic compounds, upon their decomposition, the ni- 
trogen is liberated in a fixed form, available to 
plants either directly or through further microbial 
action. 

‘The most important nitrogen-fixers belong to two 
families: Azotobacteraceae and Rhizobiaceae. 
Other organisms of less importance that have this 
ability аге a few strains of Klebsiella, some species of 
Clostridium, the cyanobacteria, and photosynthetic 
bacteria. 

In this exercise we will concern ourselves with 
two activities: the isolation of Azotobacter from gar- 
Чеп soil and the demonstration of Rhizobium in root 
nodules of legumes. 


AZOTOBACTERACEAE 

Bergey's Manual of Systematic Bacteriology, vol- 
ume I, section 4, lists two genera of bacteria in fam- 
ily Azotobacteraceae that fix nitrogen as free-living 
organisms under aerobic conditions: Azotobacter 
and Azomonas. The basic difference between these. 
two genera is that Azorobacter produces drought- 
resistant cysts and Azomonas does not. Aside from 
the presence or absence of cysts, these two genera 
are very similar, Both are large gram-negative 
‘motile rods that may be ovoid or coccoidal in shape 
(pleomorphic). Catalase is produced by both gen- 
era. There are six species of Azotobacter and three 
species of Azomonas. 

Figure 59.1 illustrates the overall procedure that 
we will use for isolating Azotobacteraceae from gar- 
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Nitrogen-Fixing Bacteria 


деп soil. Note that a small amount of rich garden soil 
is added to a bottle of nitrogen-free medium that con- 
tains glucose as a carbon source. The bottle of 
medium is incubated in a horizontal position for 4 to 
7 days at 30° C. 

After incubation, a wet mount slide is made 
from surface growth to see if typical azotobacter- 
like organisms are present. If organisms are present, 
an agar plate of the same medium, less iron, is used 
to streak out for isolated colonies. After another 4 to 
7 days incubation, colonies on the plate are studied 
and more slides are made in an attempt to identify 
the isolates. 

‘The No-free medium used here contains glucose 
for a carbon source and is completely lacking in ni- 
trogen. It is selective in that only organisms that can 
use nitrogen from the air and use the carbon in glu- 
cose will grow on it. All species of Azotobacter and 
Azomonas are able to grow on it. The metallic ion 
‘molybdenum is included to activate the enzyme nitro- 
‘genase, which is involved in this process. 


First PERIOD (ENRICHMENT) 
Proceed as follows to inoculate a bottle of the nitrogen- 
free glucose medium with a sample of garden soil 


Materials: 

1 bottle (50 ml) No-free glucose medium 
(Thompson-Skerman) 

rich garden soil (neutral or alkaline) 

spatula 

1. With a small spatula, put about 1 gm of soil into 
the bottle of medium. Cap the bottle and shake it. 
sufficiently to mix the soil and medium. 

2. Loosen the cap slightly and incubate the bottle at 
30° C for 4 to 7 days. Since the organisms are strict 
acrobes, it is best to incubate the bottle horizontally 
to provide maximum surface exposure to ай. 


SECOND PERIOD (PLATING OUT) 
Daring this period a slide will be made to make cer- 
tain that organisms have grown on the medium. If 
the culture has been successful, a streak plate will be 
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Nitrogen-Fixing Bacteria + Exercise 59 








made on nitrogen-free, iron-free agar Proceed as 1. After 4 to 7 days incubation, carefully move the 
follows bottle of medium to your desktop without agitar- 
ing the culture 
Materials: 2. Make a wet mount slide with a few loopuls from 
microscope slides and cover glasses the surface of the medium and examine under oil 
microscope with phase-contrast optics immersion, preferably ith phase-contrast optics. 
1 agar plate of nitrogen-free, iron-fee glucose Look for large ovoid to rod-shaped organisms, 
medium singly and in pairs. 
ol s 
= 


Ono gram of rich garden sos 
added ta 50 тї of selected enrich 
‘medium, 





Inoculated medium i incubated 
about 30" for 4-7 days In 
тойгогш poston. 





After incubation and betore 
making streak piate, a wet 

mount side в made to deter- 
mine organisms are present 






M organies ae present. 
an agar plate of ron too 
medium a sireaked oul 





Isolated colonies are used for 
malang gram stained sides, doing 
тонну studies, and оопа for 
"crescent water soluble pamen- 
{sono the тейит. Further sub 
culturing may also be done fer 
ertet 








Figure 59.1 Enrichment and isolation procedure for Azotobacter and Azomonas 
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3. Mf azotobacterlike organisms are seen, note 
whether or not they are motile and if cysts are 
present, Cysts look much like endospores in that 
they are refractile. Since cysts often take 2 weeks 
to form, they may not be seen. 

4. Ifthe presence of azotobacter-like organisms is 
confirmed, streak an agar plate of nitrogen-free, 
iron-frce medium, using a good isolation streak 
pattern, Ferrous sulfate has been left out of this 
‘medium to facilitate the detection of water-soluble 
pigments 

5. Incubate the plate at 30° C for 4 or 5 days. A 
longer period of incubation is desirable for cyst 
formation. 


THIRD PERIOD (IDENTIFICATION) 
Azotobacter chroococcum is the type species of genus 
‘Azotobacter The cells are 1.5-2.0 micrometers in di- 
ameter and pleomorphic, ranging from rods to coc- 
coidal in shape. They occur singly, in pairs, and in ir- 
regular clumps. Motility exists with peritrichous 
flagella. Drought-resstant cysts are produced. They 
are strict aerobes. Catalase is produced and starch is 
hydrolyzed. Morphologically, the other five species 
of this genus look very much like this organism. 


Azomonas agilis is the type species of genus 
Azomonas. Except for the absence of cysts, this 
species and the other two species in this genus are 
morphologically very similar to Azotobacter 
chroococcum. Practically all of them produce water- 
soluble fluorescent pigments. 

Differentiation of the six species of the genus 
Azotobacter and three species of Azomonas is based 
primarily on the presence or absence of motility, the 
type of water-soluble pigment produced, and carbon. 
source utilization, Table 59.1 reveals how the organ- 
isms can be differentiated. For presumptive identifi- 
cation, use the following character information to 
identify your isolate 
Materials: 

‘agar plate from previous period 

ultraviolet lamp 


‘Motility Note in table 59.1 that four species of 
Azotobacter and all three species of Azomonas are 
motile. 


Pigmentation Although these organisms produce 
both water-soluble and water-insoluble pigments, 
only the water-soluble ones (those capable of diffus- 


Table 59.1 Differential characteristics of the Azotobacteraceao: 
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ing into an agar medium) are important from the 
standpoint of species differentiation, 


Note in table 59.1 that two of the water-soluble pig- 
ments are fluorescent: one is yellow-green and the 
other is blue-white. To observe fluorescence the cul- 
tures must be exposed to ultraviolet light (wavelength 
364 nm) in a darkened room. The characteristics of 
pigment production in each species may be limited by 
certain factors, as indicated below: 


Brown-black: If the colonies produce this hue 
of diffusible pigment without becoming red- 
violet, the organism is A, nigricans. Although 
the table indicates that A. insignis can produce 
the brown-black pigment, it can do so only if 
the medium contains benzoate. 

Brown-black to red-violet: As indicated in the 
table, A. nigricans and A. armeniacus are the 
only genera that produce this type of pigment. 
Motility is a good way to differentiate these. 
two species. 

Red-violet: Although table 59.1 reveals that five 
species can produce this color of diffusible 
Pigment, one (A. insignis) cannot produce it 
оп the medium we used. A red-violet isolate 
is unlikely to be A. paspali because this or- 
ganism has been isolated from the rhizo- 
sphere of only one species of grass (Paspalum. 
notatum). Thus, isolates that produce this pig- 
ment are probably one of the other three in the 
table 

Green: Note that only A. vinelandii can produce 
this water-soluble pigment; however, only 
1096-8996 of them produce it. 

Yellow-green fluorescent: A. vinelandii, A. pas- 
рай, and all species of Azomonas are able to 
produce this pigment on the medium we used 
Check for fluorescence with an ultraviolet 
amp in a darkened room. 

Blue-white fluorescent: Note in table 59.1 that 
two species of Azomonas can produce this 
type of diffusible pigment; no Azotobacter 
are able to produce it. Check for fluorescence 
‘with an ultraviolet lamp in a darkened room. 





Carbon Source The medium we used in this exper- 
iment contains 1% glucose, which can be utilized by 
all Azotobacter and Azomonas. Selectivity can be 
achieved by replacing the glucose with rhamnose, 
caproate, caprylate, meso-inositol, mannitol, mal- 
‘onate, or several other carbon sources. If more precise 
differentiation is desirable, the student is referred to 
Tables 4.48 and 449 on pages 231 and 232 in 
Bergey's Manual, volume 1 
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Nitrogen-Fixing Bacteria + Exercise 59 


LABORATORY REPORT 


Record your observations and conclusions for the 
 Azotobacteraceae on the Laboratory Report 


RHIZOBIACEAE 


Although the free-living Azotobacteraceae are benefi- 
cial nitrogen-fixers, their contribution to nitrogen en- 
richment of the soil is limited due to the fact that they 
‘would rather utilize NH, in soil than fix nitrogen. In 
other words, if ammonia is present in the soil, nitro- 
gen fixation by these organisms is suppressed. By 
contrast, the symbiotic nitrogen-fixers of genus 
Rhizobium, family Rhizobiaceae, are the principal ni- 
trogen enrichers of soil. 

Bergey's Manual lists three genera in family 
Rhizobiaceae: Rhizobium, Bradyrhizobium, and 
Agrobacterium. Although the three genera are related, 
only genus Rhizobium fixes nitrogen. This genus of 
symbiotic nitrogen-fixers contains only three species. 
Differentiation of these species relies primarily on 
plant inoculation tests, A partial list ofthe host plants 
for each species is as follows: 


R.leguminosarum: peas, vetch, lentils, beans, 
scarlet runner, and clover 

В. meliloti: sweet clover, alfalfa, and fenugreek 

R. lori trefoil, lupines, kidney vetch, chickpea, 
‘mimosa, and a few others 


All three of these species are gram-negative pleamor- 
phic rods (bacteroids), often X-, Y-, хаг, and club- 
shaped; some exhibit branching. Refractile granules 
are usually observed with phase-contrast optics, All 
эге aerobic and motile. Our study of Rhizobium will 
һе of crushed root nodules from whatever legume is 
available. 


Materials: 
‘washed nodules from the root of a legume 
‘methylene blue stain 
microscope slides 

1. Place a nodule on a clean microscope slide and 
crush it by pressing another slide over it. Produce 

athin smear by sliding the top slide over the lower 

After air-drying and fixing with heat, stain the 

smear with methylene blue for 30 seconds. 

3. Examine under oil immersion and draw some of 
the organisms on the Laboratory Report. Look for 
typical bacteroids of various configurations. 


LABORATORY REPORT 
‘Complete the Laboratory Report for this exercise. 
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As indicated in our discussion of the nitrogen cycle in 
Exercise 58, the nitrogen in most plants and animals 
exists in the form of protein. When these organisms 
die, the protein is broken down to amino acids, which, 
їп tum, are deaminated to liberate ammonia. This 
process of the production of ammonia from organic 
compounds is called ammonification. Since most 
bacteria and plants can assimilate ammonia, this is a 
very important step in the nitrogen cycle, The majority 
of bacteria in soil are able to take part in this process. 

"To demonstrate the existence of this process we 
will inoculate peptone broth with a sample of soil, in- 
cubate it for a few days, and test for ammonia produc- 
tion. After a total of 7 days" incubation it will be tested 
again to see if the amount of ammonia has increased. 

First PERIOD 
(Inoculation) 

Materials: 

2 tubes of peptone broth 

fich garden soil 

1. Inoculate one tube of peptone broth with a loop- 
ful of soil. Save the other tube for a control. 


2. Incubate the tube at room temperature for 3-4 
days and 7 days. 
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Ammonification in Soil 


SECOND AND THIRD PERIODS 
(Ammonia Detection) 
‘After 3 or 4 days, test the medium for ammonia with 
the following procedure, Repeat these tests again af- 
ter a total of 7 days of incubation, 


Materials: 
Nessler's reagent 
bromthymol blue and indicator chart spot plate 

1. Deposit a drop of Nessler's reagent into two sep- 
arate depressions of a spot plate. 

2. Adda loopful of the inoculated peptone broth to 
опе depression and а loopful from the sterile 
uninoculated tube in the other. Interpretation of 
‘ammonia presence is as follows: 


Faint yellow color—small amount of ammonia 
Deep yellow—more ammonia 
Brown precipitate—large amount of ammonia 

3. Check the pH of the two tubes by placing several 
loopfuls of each in separate depressions on the 
spot plate and adding 1 drop of bromthymol blue 
to each one. Compare the color with a color chart 
ог set of indicator tubes to determine the pH. 

4. Record results on the Laboratory Report 
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Isolation of a Denitrifier from Soil: 


Using Nitrate Agar 


Denitrification is defined as the reduction of nitrate 
(NO,) to gaseous dinitrogen (N,). The consequence of 
this process is the loss of fixed nitrogen from the soil 
and water. As far as we know today, the only organisms. 
that are able to denitify fixed nitrogen are the prokary- 
otes. Although the percentage of prokaryotes that can 
perform this phenomenon is not very high, that which 
they are able to accomplish is truly extensive, The four 
steps in the denitrification process are as follows: 
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‘That denitrification is extremely important in 
ecological and geochemical terms is undeniable. A 
summary of the effects of denitrification on ecology is 
as follows: 


* Without the existence of denitrification, the nitro- 
gen in our atmosphere would become completely 
depleted within a very short period of time. 
Prokaryotic denitrification is essentially the only 
source of nitrogen in our atmosphere. 

* Denitrification is responsible for the extensive 
depletion of fixed nitrogen in fertilizers that are 
put into the вой by farmers. (It has been estimated 
that somewhere between 5% and 80% of fixed ni- 
trogen is removed from soils by this process.) 

* Denitrification plays а major role in the return of 
Na to the atmosphere from fixed nitrogen that ex- 
ists in runoff water of rivers into the ocean. 

* Denitrification is the most practical means of re- 
ducing fixed nitrogen from sewage in sewage- 
treatment plants. 

+ Nitrous oxide generated in the lower atmosphere 
diffuses upward to the stratosphere where itis con- 
verted to nitric oxide by a photochemical reaction. 
Result: nitric oxide reacts with ozone to bring 
about ozone depletion, which threatens our princi- 
pal barrier against ultraviolet damage to all living 
organisms. (It should be noted here that the signif- 
icance of the cumulative effects of industrial, au- 
tomotive, and other factors on nitrous oxide de- 
pletion of the ozone layer is highly controversial) 
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The essential function of denitrification to or- 
ganisms is the generation of ATP. Although some or- 
ganisms can carry the reaction completely from ni- 
trate to dinitrogen, there are many organisms that are 
able to act only at stages 1, 2, or 3. If an organism can 
‘work from one stage to another without final pro- 
duction of dinitrogen, it is not considered to be a 
denitrifier. 

As far as we know at this time, organisms that can 
convert nitrate to ammonia do not generate ATP from. 
the production of ammonia; rather, ATP is produced 
only when the nitrate is first converted to nitrite, This 
process has been referred to as nitrate respiration. 
‘This reaction, as seen in the metabolism of E. сой, ap- 
pears to be a means of detoxification of nitrite by con- 
version to ammonia. 


HABITATS OF DENITRIFIERS 
‘Although most denitrifiers grow only in an anaerobic 
environment, they are not all restricted to such places. 
Those that grow elsewhere have alternative mecha- 
nisms such as aerobic respiration, photosynthesis, ог 
fermentation to satisfy their ATP needs. 

‘The most favorable environments for these or- 
ganisms are heavily fertilized agricultural soils and 
sewage where nitrogenous compounds abound in 
considerable quantity. However, denitrifying 
prokaryotes have been isolated from soils in the 
Arctic and Antarctic, as well as from sediments in 
freshwater, brackish Water, and salt water. A ther- 
 mophilic denitrifier has even been isolated from a hot. 
spring. It is obvious, thus, that these organisms are 
ubiquitous, 


ORGANISMS 

Lists that have been compiled of denitrifiers reveal 
that almost all groups of bacteria contain denitrifiers. 
‘Typical groups are the phototrophic bacteria, gliding 
bacteria, spiral and curved bacteria, gram-negative 
aerobic ‘bacteria, gram-negative cocci, chemolithic 
sulfur bacteria, gram-positive spore formers, and 
‘gram-positive non-spore formers. 

Of all the groups listed, the gram-negative aerobic 
group appears to have the largest number of denitri- 
fiers, with genus Pseudomonas predominating. 
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Exercise 61 + Isolation of a Denitrifier from Soil: Using Nitrate Agar 


PROCEDURE 


То isolate denitrifiers from a soil sample, the follow- 
ing conditions must be met in the growth medium: 


* Some nitrate must be available, which will pro- 
vide the only terminal electron acceptor for the 
generation of ATP, 

* А carbon source must be present that cannot be 
fermented by denitrifiers that have a fermentative 
metabolism. Being unable to ferment the carbon 
they are forced to use nitrate or nitrogenous oxide 
for ATP generation, 

* Some peptone must be present to provide essen- 
tial amino acids needed by some denitrifiers. 


Once we get an organism that grows on a medium 
with these characteristics, the next step is to demon- 
strate the ability of the organism to generate visible 
nitrogen gas. An isolate that grows on nitrate media 
and generates gas can be presumed to be a denitrifier. 
Itis these principles that govern the procedure that we 
will follow here, Figure 61.1 illustrates the procedure 
that involves a minimum of three laboratory periods. 


First Period 
Note that the water used in the blender contains 0.1% 
‘Tween 80. Tween 8015 a surface active agent that low- 
crs the surface tension around bacteria to improve dis- 
persion of the organisms. The nitrate agar used in the 
Petri plate is essentially nutrient agar to which 0.5% 
KNO, is added. 
Materials: 
blenders 
fresh soil sample 
90 ml distilled water with 0.1% Tween 80. 
graduate 
Таш pipette 
1 Petri plate of nitrate agar 
GasPak anaerobic jar, generator envelopes, and. 
generator strips 
1. Add 10 grams of soil to 90 ml of water that con- 
tains Tween 80. 
Blend for 2 minutes. 
Label the bottom of a nitrate agar plate with your 
name and date of inoculation, 
4, Pipette 1.0 ml of the blended mix onto the surface 
of a plate of nitrate agar, 
5. Spread the inoculum over the surface of the agar 


with a bent glass rod, 

6. Incubate the plate, inverted, at 30° C for 3 to 5 
days in a GasPak anaerobic jar. 

Second Period 


During this period, nitrate agar plates will be examined 
to select colonies that have developed during the incu- 
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bation period. Since the presence of growth doesn't nec- 
essarily mean that the organism is a denitrifier, И will be 
necessary to see if any of the isolates are nitrogen gas 
producers; thus, Durham tube nitrate broths must be in- 
‘culated and incubated anaerobically. Nitrate broth con- 
sists of nutrient broth plus 0.5% KNO;. 
Materials: 
nitrate agar plates with colonies 
3 Durham tubes of nitrate broth. 
Саврак anaerobic jar, generator envelopes, and 
generator strips 
1. Examine the nitrate agar plate. Look for colonies 
that might be Pseudomonas aeruginosa, which 
produces a soluble pigment into the medium. Р. 
fluorescens is also a denitrifer. 
2, Select three different colonies to inoculate sepa- 
rate tubes. 
Note: Keep а record of the appearance of the 
colonies transferred to the tubes. 
3. Incubate the tubes at 30° C for 3 to 5 days in a 
 GasPak anaerobic jar. 


Third Period 
Although most denitrifiers grow only in an anaerobic 
environment, they are not all restricted to such places. 
Those that grow elsewhere have alternative mecha- 
nisms such as aerobic respiration, photosynthesis, or 
fermentation to satisfy their ATP needs, 
Materials: 
3 Durham tubes from last period 
1 Petri plate of sterile nitrate agar 
GasPak anaerobic jar, generator envelopes, and 
‘generator strips 
1. Record on the Laboratory Report whether you 
have positive or negative results on the three 
Durham tubes. The presence of gas is presump- 
tive evidence that a denitrfier has been isolated. 
2. If you plan to carry this experiment on further to 
‘make more specific identification of an isolate, 
make a streak plate from the positive tube and 
proceed as indicated in figure 61.1 


Fourth Period 

‘This period of inoculations is in preparation of trying to 
do a definitive identification of a denitrifier. Note in б; 
ure 61.1 that from an isolated colony a nutrient broth is 
inoculated and a gram-stained slide із made, After incu- 
bation, the broth culture can be used as a stock culture 
for doing further tests to identify your isolate, The slide 
will reveal the morphological nature of your organism. 





LABORATORY REPORT 
Complete the Laboratory Report for his exercise, 
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Figure 61.1 Procedure for isolating a denitritier 
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Isolation of a Denitrifier from Soil: 


Using an Enrichment Medium 


If you have already performed the experiment in 
Exercise 61, much of the introductory information 
that follows has already been discussed. For students 
who have not done Exercise 61, however, this infor- 
mation is critical to understanding this experiment. 

Denitrification is defined as the reduction of ni- 
trate (NOs) to gaseous dinitrogen (N;). The conse- 
quence of this process is the loss of fixed nitrogen 
from soil and water. As far as we know today, the only 
organisms that are able to denitrify fixed nitrogen are 
the prokaryotes. Although the percentage of prokary- 
otes that can perform this phenomenon is not very 
high, that which they are able to accomplish is truly 
extensive. The four steps in the denitrification process 
are as follows: 
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Result: nitric oxide reacts with ozone to bring 
about ozone depletion, which threatens our princi- 
pal barrier against ultraviolet damage to all living 
organisms, (t should be noted here that the signif- 
icance of the cumulative effects of industrial, au- 
tomotive, and other factors on nitrous oxide de- 
pletion of the ozone layer is highly controversial.) 


‘The essential function of denitrification to organ- 
isms is the generation of ATP. Although some organ- 
isms can carry the reaction completely from nitrate to 
dinitrogen, there are many organisms that are able to 
act only at stages 1, 2, or 3. И an organism can work 
from one stage to another without final production of 
dinitrogen, it is not considered to be a denitrifier. 

As far as we know at this time, organisms that can 
convert nitrate to ammonia do not generate ATP from 
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That denitrification is extremely important in 
ecological and geochemical terms is undeniable. A 
summary of the effects of denitrification on ecology is 
as follows: 


* Without the existence of denitrification, the nitro- 
gen in our atmosphere would become completely 
depleted within a very short period of time. 
Prokaryotic denitrification is essentially the only 
source of nitrogen in our atmosphere. 

* Denitrification is responsible for the extensive 
depletion of fixed nitrogen in fertilizers that are 
put into the вой by farmers. (It has been estimated 
that somewhere between 5% and 80% of fixed ni- 
trogen is removed from soils by this process.) 

* Denitrification plays а major role in the return of 
Nz to the atmosphere from fixed nitrogen that ex- 
ists in runoff water of rivers in the ocean. 

* Denitrification is the most practical means of re- 
ducing fixed nitrogen from sewage in sewage- 
treatment plants. 

+ Nitrous oxide generated in the lower atmosphere 
diffuses upward to the stratosphere where it is con- 
‘verted to nitric oxide by a photochemical reaction. 


the production of ammonia; rather, ATP is produced 
only when the nitrate is first converted to nitrite, This 
process has been referred to as nitrate respiration. This 
reaction, as seen in the metabolism of E. coli, appears 
to be a means of detoxification of nitrite by conversion 
to ammonia. 


HABITATS OF DENITRIFIERS 
‘Although most denitrifiers grow only in an anaerobic 
environment, they are not all restricted to such places. 
Those that grow elsewhere have alternative mecha- 
nisms such as aerobic respiration, photosynthesis, or 
fermentation to satisfy their ATP needs. 

The most favorable environments for these or- 
ganisms are heavily fertilized agricultural soils and 
‘sewage where nitrogenous compounds abound in con- 
siderable quantity. However, denitrifying prokaryotes 
have been isolated from soils in the Arctic and 
‘Antarctic, as well as from sediments in freshwater, 
brackish water, and salt water. A thermophilic denitri- 
fier has even been isolated from a hot spring. It is ob- 
‘vious, thus, that these organisms are ubiquitous. 


ORGANISMS 
Lists that have been compiled of denitrifiers reveal 
that almost all groups of bacteria contain denitrifiers. 
‘Typical groups are the phototrophic bacteria, gliding 
bacteria, spiral and curved bacteria, gram-negative 
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Exercise 82 + Isolation of a Denitrifier from Soil: Using an Enrichment Medium 


aerobic bacteria, gram-negative cocci, chemolithic 
sulfur bacteria, gram-positive spore formers, and 
‘gram-positive non-spore formers. 

Of all the groups listed, the gram-negative aero- 
bic group appears to have the largest number of deni- 
trifiers, with genus Pseudomonas predominating. 


Paracoccus denitrificans In our experiment here we 
will focus on isolating Paracoccus denitrificans, a 
member of this gram-negative aerobic group. 
According to Bergey's Manual, the characteristics of 
this denitrfier are as follows: 

Cells may be spherical or short rods, gram-negative, 
and nonmotile. They are aerobic, having а strictly respi- 
ratory type of metabolism. Anaerobic growth does ос- 
cur, however, if nitrate, nitrite, or nitrous oxide are avail- 
able as terminal electron acceptors. Under anaerobic 
conditions, nitrate is reduced to nitrous oxide and dini- 
trogen gas. Colonies on nutrient agar are 2 to 3 mm in 
diameter, usually circular, entire, smooth, glistening 
‘white, and opaque. 

To isolate Р. denitrificans we will use an enrich- 
‘ment culture technique, which employs a nitrate 
succinate-mineral salts medium. This medium 
contains sodium succinate, potassium nitrate, and 
basic mineral salts. Being able to oxidize the succi- 
nate and use nitrate as a terminal electron acceptor 
to produce nitrogen gas, Р. denitrificans will grow 
very well. 


PROCEDURE 


Figure 62.1 illustrates the procedure for the first two 
laboratory sessions. This phase of the experiment will 
yield a mixed culture of P denitrificans and other soil 
bacteria. To get a pure culture of P. denitrificans we 
will follow the procedure in figure 62.2. Proceed as 
follows: 


First Period 
Materials: 
fresh soil sample 
flask containing 200 ml nitrate 
succinate-mineral salts broth 
sterile glass-stoppered bottle (60 ml size) 
Petri dish top or bottom 


1. Add 1 g of soil to the nitrate succinate-mineral 
salts broth. Shake the flask vigorously and allow 

the soil contents to settle. 

Carefully decant some of the supernatant into a 

glass-stoppered bottle, filling it to total capacity. 

3. Insert the stopper into the bottle in such a way that 
the medium in the neck of the bottle is expelled. 
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4, Place the bottle in the top or bottom of a Petri dish to 
collect any liquid that is expelled during incubation. 

5. Incubate the bottle at 30° C until the next labora- 
tory session, 


Second Period 

Materials: 
flask of sterile nitrate succinate-mineral salis 

broth 
culture in glass-stoppered bottle (from previous 
lab period) 

sterile glass-stoppered bottle (60 ml size) 
1 ml pipette 
microscope slides and caver glasses 
gram-staining kit 

1. Examine the bottled culture for the presence of 
gas. A stream of nitrogen-gas bubbles should be 
visible extending up from the bottom of the bottle 
and collecting at the top of the culture, The glass 
stopper is often displaced by the force of the gas. 

2. Prepare a second enrichment by aseptically trans- 
fering 1 ml of the initial culture to a sterile sec- 
ond glass-stoppered bottle. Fill the bottle com- 
pletely and stopper it. Set this bottle aside in a 
Petri dish cover to incubate at 30° C until the next 
laboratory period. 

3, Prepare a gram-stained slide from the initial cul- 
ture and examine it under oil immersion. 

4. Make a wet mount slide from the initial culture 
and examine with phase-contrast optics. 

5. Record all your observations on the Laboratory 
Report. 


Third Period 
Materials: 
new culture in glass-stoppered bottle (from. 
previous lab period) 
Petri plate with nitrate succinate-mineral salts 
agar 
microscope slides and cover glasses 
‘gram staining kit 
 GasPak anaerobic jar, generator envelopes, and 
generator strips 


1. Examine the second enrichment bottle, looking 
for bubbles. Check its clarity, also 

2. Streak a nitrate succinate-mineral salts agar plate 
from this second enrichment bottle, Set the plate 
aside to incubate in a GasPak jar at 30" C until the 
next laboratory period. 

3. Prepare a gram-stained slide from the second 
enrichment culture and examine it under oil 
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Figure 621 Procedure for culturing Paracoccus denitrificans trom a soll sample 
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Exercise 82 + Isolation of a Denitrifier from Soil: Using an Enrichment Medium. 


4. Make a wet mount slide from the same cuture and 
examine with phase-contrast optics. 

5. Record all your observations on the Laboratory 
Report. 


Fourth Period 

Materials: 
Petri plate culture from last period 
microscope slides and gram-staining kit 

1. Examine the colonies on the streak plate you in- 
cubated anaerobically from the last period. 


‘Compare the characteristics of the colonies with 
the characteristics of Paracoccus denitrificans 
that are given on page 218. Do the colonies look 
like P. denitrificans? 

2, Make a gram-stained slide from one of the 
colonies and examine the slide under the micro- 
scope. How do the characteristics of the organism 
match Bergey's Manual description? Record your 
results on the Laboratory Report. 


LABORATORY REPORT 
Complete the Laboratory Report for this exercise. 
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Figure 822 Procedure for getting a pure culture out of second enrichment culture 
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Microbiology of Water 


‘The microorganisms of natural waters are extremely diverse. The 
numbers and types of bacteria present will depend on the amounts 
of organic matter present, the presence of toxic substances, the wa- 
ters saline content, and environmental factors such as pH, temper- 
ature, and aeration. The largest numbers of heterotrophic forms will 
exist on the bottoms and banks of rivers and lakes where organic 
matter predominates. Open water in the center of large bodies of wa- 
ter, free of floating debris, will have small numbers of bacteria. Many 
species of autotrophic types are present, however, that require only 
the dissolved inorganic salts and minerals that are present. 

‘The threat to human welfare by contamination of water supplies 
with sewage is a prime concern of everyone. The enteric diseases 
such as cholera, typhoid fever, and bacillary dysentery often result 
in epidemics when water supplies are not properly protected or 
treated. Thus, our prime concern in this unit is the sanitary phase 
of water microbiology. The American Public Health Association in 
its Standard Methods for the Examination of Water and Wastewater 
has outlined acceptable procedures for testing water for sewage 
contamination. The exercises of this unit are based on the proce- 
dures in that book. 
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Water that contains lage numbers of bacteria may be 
perfectly safe to drink The important consideration, 
From microbiological standpoint, is the kinds of mi- 
croorganisms that are present. Water from streams 
and lakes that contain multitudes of autotrophs and 
Saprophytic heterotrophs is аз long as 
pathogens for humans are lacking, The intestinal 
Pathogens sich as those that cause typhoid fever, 
Cholera, and bacillary dysentery ше of prime concer, 
‘The fact that human fecal material is carried away by 
water in sewage systems that often empty into rivers 
and lakes presents а colossal sanitary problem; thus, 
Constant testing of municipal water supplies for the 
presence of fecal microorganisms is essential for the 
maintenance of water purity. 

Routine examination of water for the presence of 
intestinal pathogens would be a tedious and difficult, 
if not impossible, task: It is much easier to demon” 
strate the presence of some nonpathogenic intestinal 
types such as Escherichia coli or Streptococcus fae- 
Calis Since these organisms are always found in the 
intestines, and normally are not present in soil or wa- 
ter, it can be assumed that their presence in water in- 
Gicates that fecal material has contaminated the water 
suppl 

Т coli and 5. faecalis are classified as good 
sewage indicators. The characteristics that make 
them good indicators of fecal contamination are (1) 
they are normally not present in water or soil, (2) they 
are relatively easy to identify, and (3) they survive a 
line longer in water than enteric pathogens. It they 
were hardy organisms, surviving a long time in water, 
they would make any water purity test too sensitive 
Since both organisms are non-spore-formers, their 
survival in water is not extensive 

Е. сой and & faecalis are completely different 
organisms. E. coli is a gram-negative non-spore- 
forming rod; S. faecalis i а gram-positive cocci 
The former is classified as а coliform; the latter is an 
enterococcus. Physiologically, they are also com- 
pletely different. 

“The series of tests depicted in figure 63.1 is based 
on tests that will demonstrate the presence of a coliform 
in water. By definition, а coliform is а facultative 
anaerobe that ferments lactose to produce gas and is a 
gram-negative, non-spore-frming rod. Escherichia 
Coli and Enterobacter aerogenes fit this description. 
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Bacteriological Examination of Water: 


Qualitative Tests 


Since S. faecalis is not a coliform, a completely differ- 
‘ent set of tests must be used for it. 

Note that three different tests are shown in figure 
63.1: presumptive, confirmed, and completed. Each 
test exploits one or more of the characteristics of a co- 
liform. A description of each test follows. 


Presumptive Test In the presumptive test a series 
of 9 or 12 tubes of lactose broth are inoculated with 
‘measured amounts of water to see if the water con- 
tains any lactose-fermenting bacteria that produce 
gas. If, after incubation, gas is seen in any of the lac- 
tose broths, it is presumed that coliforms are present 
in the water sample, This test is also used to determine 
the most probable number (MPN) of coliforms pres- 
ent per 100 ml of water. 


Confirmed Test In this test, plates of Levine EMB 
agar or Endo agar are inoculated from positive (gas- 
producing) tubes to see if the organisms that are 
producing the gas are gram-negative (another co- 
liform characteristic). Both of these media inhibit 
the growth of gram-positive bacteria and cause 
colonies of coliforms to be distinguishable from 
noncoliforms. On EMB agar coliforms produce 
small colonies with dark centers (nucleated 
colonies). On Endo agar coliforms produce reddish 
colonies. The presence of coliform-like colonies 
confirms the presence of a lactose-fermenting 
‘gram-negative bacterium. 


Completed Test In the completed test our concern 
isto determine if the isolate from the agar plates truly 
matches our definition of a coliform. Our media for 
this test include a nutrient agar slant and a Durham. 
tube of lactose broth. If gas is produced in the lactose 
tube and a slide from the agar slant reveals that we 
have a gram-negative non-spore-forming rod, we can 
bbe certain that we have a coliform. 

‘The completion of these three tests with posi- 
tive results establishes that coliforms are present; 
however, there is no certainty that E. coli is the co- 
liform present. The organism might be E. aero- 
genes. Of the two, E. coli is the better sewage indi- 
Cator since E. aerogenes can be of nonsewage 
origin. To differentiate these two species, one must 
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figure 83.1 Bacteriological analysis of water 
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Exercise 83 + Bacteriological Examination of Water: Qualitative Teste 


perform the IMViC tests, which are described on 
page 175 in Exercise 50. 

In this exercise, water will be tested from local 
ponds, streams, swimming pools, and other sources 
supplied by students and instructor, Enough known 
positive samples will be evenly distributed through- 
‘out the laboratory so that all students will be able to 
see positive test results. All three tests in figure 63.1 
will be performed. If time permits, the ІММС tests 
тау also be performed. 


THE PRESUMPTIVE TEST 


As stated earlier, the presumptive test is used to de- 
termine if gas-producing lactose fermenters are pres- 
ent in a water sample. If clear surface water is being 
tested, nine tubes of lactose broth will be used as 
shown in figure 63.1. For turbid surface water an ad- 
ditional three tubes of single strength lactose broth 
will be inoculated 

In addition to determining the presence or ab- 
sence of coliforms, we can also use this series of lac- 
tose broth tubes to determine the most probable 
number (MPN) of coliforms present in 100 ml of 
water. A table for determining this value from the 
number of positive lactose tubes is provided in 
Appendix A. 

Before setting up your test, determine whether 
your water sample is clear or turbid. Note that a sep- 
arate set of instructions is provided for each type of 
water. 


Clear Surface Water 


If the water sample is relatively clear, proceed as 
follows: 


‘Materials: 


3 Durham tubes of DSLB 

6 Durham tubes of SSLB 

110 ml pipette 

11 ml pipette 

Note: DSLB designates double strength lactose 
broth. It contains twice as much lactose as 
981.8 (single strength lactose broth. 


1. Setup 3 DSLB and 6 SSLB tubes as illustrated in. 
figure 63.1. Label each tube according to the 

amount of water that is to be dispensed to it; 10 

ті, 1.0 ml, and 0.1 mi, respectively. 

Mix the bottle of water to be tested by shaking 25 

times. 

3. With a 10 ml pipette, transfer 10 ml of water to 
each of the DSLB tubes. 

4, With a 1.0 ml pipette, transfer 1 ml of water to 
each of the middle set of tubes, and 0.1 ml to each 
of the last three SSLB tubes. 
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5. Incubate the tubes at 35° C for 24 hours 

6. Examine the tubes and record the number of tubes 
in each set that have 10% gos or more. 

7. Determine the MPN by referring to table VI, 
Appendix A. Consider the following: 
Example: If you had gas in the first three tubes 
and gas only in one tube of the second series, but 
mone in the last three tubes, your test would be 
read as 3-1-0. Table VI indicates that the MPN 
for this reading would be 43. This means that this 
Particular sample of water would have approxi. 
mately 43 organisms per 100 ml with 95% prob- 
ability of there being between 7 and 210 organ- 
isms. Keep in mind that the MPN figure of 43 is 
only a statistical probability figure. 

8. Record the data on the Laboratory Report 


Turbid Surface Water 


If your water sample appears to have considerable 
pollution, do as follows: 


Material 
3 Durham tubes of DSLB 
9 Durham tubes of SLB 
1 10 ml pipette 
2 1 ml pipettes 
1 water blank (99 ml of sterile water) 
Note: Sce comment in previous materials list 
concerning DSLB and SSLB. 


1. Setup three DSLB and nine SSLB tubes in a test- 
tube rack, with the DSLB tubes on the left, 

2. Label the three DSLB tubes 10 ml, the next three 
SSLB tubes /.0 mi, the next three SSLB tubes 
0.1 mi, and the last three tubes 0.01 ml. 

3. Mix the bottle of water to be tested by shaking 
25 times. 

4. With a 10 ml pipette, transfer 10 ml of water to 
each of the DSLB tubes. 

5. With a 1.0 ml pipette, transfer 1 ml to each of the 
next three tubes, and 0.1 ml to each of the third set 
of tubes. 

6. With the same 1 ml pipette, transfer 1 ml of wa- 
ter to the 99 ml blank of sterile water and shake 
25 times. 

7. With a fresh 1 т pipette, transfer 1.0 ml of water 
from the blank to the remaining tubes of SLB. 
This is equivalent to adding 0.01 ml of full- 
strength water sample, 

8. Incubate the tubes at 35° C for 24 hours 

9. Examine the tubes and record the number of tubes 
їп each set that have 10% gas or more. 

10, Determine the MPN by referring to table VI, 
Appendix A. This table is set up for only 9 tubes. 
‘To apply a 12-tube reading to it, do as follows: 
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э. Select the three consecutive sets of tubes that. 
have at least one tube with no gas. 

b. If the first set of tubes (10 ml tubes) are not 
used, multiply the MPN by 10. 

Example: Your tube reading was 3-3-3-1. What. 

is the MPN? 

‘The first set of tubes (10 ml) is ignored and 
the figures 3-3-1 are applied to the table. The 
MPN for this series is 460. Multiplying this by 10, 
the MPN becomes 4600. 


Example: Your tube reading was 3-1 
is the MPN? 

‘The first three numbers are (3-1-2) applied to 
the table. The MPN is 210. Since the last set of 
tubes is ignored, 210 is the MPN. 








-0. What 


THE CONFIRMED TEST 


Опсе it has been established that gas-producing lac- 
tose fermenters are present in the water, itis presumed 
to be unsafe. However, gas formation may be due to 
noncoliform bacteria. Some of these organisms, such 
as Clostridium perfringens, are gram-positive. To 
confirm the presence of gram-negative lactose fer- 
menters, the next step is to inoculate media such as 
Levine cosin-methylene blue agar or Endo agar from 
positive presumptive tubes. 

Levine EMB agar contains methylene blue, 
which inhibits gram-positive bacteria. Gram-negative 
lactose fermenters (coliforms) that grow on this 
medium will produce “nucleated colonies" (dark cen- 
ters). Colonies of E, coli and E. aerogenes can be dif- 
ferentiated on the basis of size and the presence of а 
greenish metallic sheen. E. coli colonies on this 
medium are small and have this metallic sheen, 
whereas E. aerogenes colonies usually lack the sheen 
and are larger. Differentiation in this manner is not 
completely reliable, however. It should be remem- 
bered that Е. сой is the more reliable sewage indica- 
tor since it is not normally present in soil, while E. 
‘aerogenes has been isolated from soil and grains. 

Endo agar contains a fuchsin sulfite indicator 
that makes identification of lactose fermenters rela- 
tively easy. Coliform colonies and the surrounding 
medium appear red on Endo agar. Nonfermenters of 
lactose, on the other hand, are colorless and do not af- 
fect the color of the medium. 

In addition to these two media, there are several 
Other media that can be used for the confirmed test. 
Brilliant green bile lactose broth, Eijkman's medium, 





and EC medium are just a few examples that can be 
used. 

To demonstrate the confirmation of a positive 
presumptive in this exercise, the class will use Levine 
EMB agar and Endo agar. One half of the class will 
use one medium; the other half will use the other 
medium. Plates will be exchanged for comparisons. 


Materials: 


1 Petri plate of Levine EMB agar (odd- 
numbered students) 

1 Petri plate of Endo agar (even-numbered 
students) 


1. Select one positive lactose broth tube from the 
presumptive test and streak a plate of medium ac- 
cording to your assignment. Use a streak method 
that will produce good isolation of colonies. If all 
your tubes were negative, borrow a positive tube 
from another student. 

2. Incubate the plate for 24 hours at 35° C. 

3. Look for typical coliform colonies on both kinds 
of media. Record your results on the Laboratory 
Report. If no coliform colonies are present, the 
water is considered bacteriologically safe to 
drink 
Note: In actual practice, confirmation of all pre- 
sumptive tubes would be necessary to ensure ac- 
curacy of results. 





THE COMPLETED TEST 

A final check of the colonies that appear on the con- 
firmatory media is made by inoculating a nutrient 
agar slant and a Durham tube of lactose broth. After 
incubation for 24 hours at 35° C, the lactose broth is 
examined for gas production, A gram-stained slide is 
‘made from the slant, and the slide is examined under 
oil immersion optics, 

If the organism proves to be a gram-negative, 
mon-spore-forming rod that ferments lactose, we 
know that coliforms were present in the tested water 
sample. If time permits, complete these last tests and 
record the results on the Laboratory Report. 


THE IMViC Tests 
Review the discussion of the IMViC tests on page 
175. The significance of these tests should be much 
‘more apparent at this time. Your instructor will indi- 
cate whether these tests should also be performed if 
you have a positive completed test. 
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In addition to the multiple tube test, a method utilizing 
the membrane filter has been recognized by the United 
States Public Health Service as a reliable method for 
the detection of coliforms in water. These filter disks 
are 150 micrometers thick, have pores of 0.45 microm- 
eter diameter, and have 80% area perforation, The pre- 
cision of manufacture is such that bacteria larger than 
0.47 micrometer cannot pass through. Eighty percent 
area perforation facilitates rapid filtration. 

To test a sample of water, the water is passed 
through one of these filters. АП bacteria present in the 
sample will be retained directly on the filter's surface. 
The membrane filter is then placed on an absorbent 
pad saturated with liquid nutrient medium and incu- 
bated for 22 to 24 hours. The organisms on the filter 
disk will form colonies that can be counted under the 
microscope. If a differential medium such as m Endo 
MF broth is used, coliforms will exhibit а characteris- 
tic golden metalli sheen. 

The advantages of this method over the multiple 
tube test are (1) higher degree of reproducibility of re- 
sults; 2) greater sensitivity since larger volumes of 
water can be used; and (3) shorter time (one-fourth) 
for getting results 

Figure 64.1 illustrates the procedure we will use. 
in this experiment. 


Materials: 
‘vacuum pump or water faucet aspirators 
membrane filter assemblies (sterile) 
side-arm flask, 1000 ml size, and rubber hose 
sterile graduates (100 ml or 250 ml size) 
sterile, plastic Petri dishes, 50 mm dia 
(Millipore #PD10 047 00) 

sterile membrane filter disks (Millipore 
#HAWG 047 AO) 

sterile absorbent disks (packed with filters) 

sterile water 

5 ml pipettes 

bottles of m Endo МЕ broth (50 ml)* 
‘water samples 


"Sea hppa Tor speci preparation method 
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Prepare a small plastic Petri dish as follows: 

а. With a flamed forceps, transfer a sterile ab- 
sorbent pad to a sterile plastic Petri dish. 

b. Using a 5 ml pipette, transfer 2.0 ml of m Endo 
MF broth to the absorbent pad. 

‘Assemble a membrane filtering unit as follows: 

а, Aseprically insert the filter holder base into the 
neck of a 1-Шег side-arm flask. 

b. With a flamed forceps, place a sterile mem- 
brane filter disk, grid side up, on the filter 
holder base. 

с. Place the filter funnel on top of the membrane 
filter disk and secure it to the base with the 
clamp. 


. Attach the rubber hose to a vacuum source (pump 


ог water aspirator) and pour the appropriate 
amount of water into the funnel. 

The amount of water used will depend on wa- 
ter quality. No less than 50 ml should be used. 
‘Waters with few bacteria and low turbidity permit. 
samples of 200 ml or more. Your instructor will 
advise you as to the amount of water that you 
should use. Use a sterile graduate for measuring 
the water. 

Rinse the inner sides of the funnel with 20 ml of 
sterile water. 

Disconnect the vacuum source, remove the fun- 
nel, and carefully transfer the filter disk with ster- 
ile Forceps to the Petri dish of m Endo MF broth. 
Keep grid side up. 

Incubate at 35° C for 22 to 24 hours. Don't 
invert. 

After incubation, remove the filter from the dish 
and dry for 1 hour on absorbent paper. 

Count the colonies on the disk with low-power 
‘magnification, using reflected light. Ignore all 
colonies that lack the golden metallic sheen, If 
desired, the disk may be held flat by mounting 
between two 2” X 3" microscope slides after dry- 
ing. Record your count on the first portion of 
Laboratory Report 64, 65 
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In determining the total numbers of bacteria in wa- 
ter, we are faced with the same problems that are en- 
countered with soil. Water organisms have great 
variability in physiological needs, and no single 
‘medium, pH, or temperature is ideal for all types. 
Despite the fact that only small numbers of organ- 
isms in water will grow on nutrient media, the stan- 
dard plate count can perform an important function 
in water testing. Probably its most important use is 
to give us a tool to reveal the effectiveness of vari- 
‘ous stages in the purification of water. Plate counts 
‘made of water before and after storage, for example, 
can tell us how effective holding is in reducing bac- 
terial numbers. 

In this exercise, various samples of water will be 
evaluated by routine standard plate count proce- 
dures. Since different dilution procedures are re- 
quired for different types of water, two methods are 
given. 


Tap WATER PROCEDURE 


If the water is of low bacterial count, such as in the 
сазе of tap water, use the following method. 


‘Materials: 
10 ml pipettes 
2 tryptone glucose extract agar pours (TGEA) 
2 sterile Petri plates 
Quebec colony counter and hand counters 
water samples 


1. Liquefytwo tubes of TGEA and cool to 45° C. 

2. After shaking the sample of water 25 times trans- 
fer 1 ml of water to each of the two sterile Petri 
plates. 
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A Quantitative Test 


3. Pour the medium into the dishes, rotate suffi- 
ciently to get good mixing of medium and water, 

and let cool. 

Incubate at 35° C for 24 hours. 

Count the colonies of both plates on the Quebec 

colony counter and record your average count of 

the two plates on the Laboratory Report. 


SURFACE WATER PROCEDURE 


Ifthe water is likely to have а high bacterial count, as 
in the case of surface water, proceed as follows: 
Materials: 

1 bottle (75 ml) of tryptone glucose extract agar 

(TGEA) 

6 sterile Petri plates 

2 water blanks (99 ml) 

10 ml pipettes 


1. Liquefy a bottle of TGEA medium and cool to 
45°C. 

2. After shaking your water sample 25 times, pro- 
duce two water blanks with dilutions of 1:100 and 
1:1000. See Exercise 23. 

3. Distribute aliquots from these blanks to six Petri 
dishes, which will provide you with two plates 
each of 1:100, 1:1000, and 1:10,000 dilutions. 

4. Pour one-sixth of the TGEA medium into each 
plate and rotate sufficiently to get even mixing of 
the water and medium. 

5. Incubate at 35° C for 24 hours. 

6. Select the pair of plates that has 30 to 300 
colonies on each plate and count all the colonies 
‘on both plates. Record the average count for the 
two plates on the second portion of Laboratory 
Report 64, 65. 
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Products 


Milk and food provide excellent growth media for bacteria when 
suitable temperatures exist. This is in direct contrast to natural wa- 
ters, which lack the essential nutrients for pathogens. The intro- 
duction of a few pathogens into food or milk products becomes a 
much more serious problem because of the ability of these sub- 
stances to support tremendous increases in bacterial numbers. 
Many milk-borne epidemics of human diseases have been spread 
by contamination of milk by soiled hands of dairy workers, unsan- 
itary utensils, flies, and polluted water supplies. The same thing can 
be said for improper handling of foods in the home, restaurants, 
hospitals, and other institutions. 

We learned in Part 11 that bacteriological testing of water is pri- 
marily qualitative—emphasis being placed on the presence or ab- 
sence of coliforms as indicators of sewage. Bacteriological testing 
of milk and food may also be performed in this same manner, us- 
ing similar media and procedures to detect the presence of coli- 
forms. However, most testing by public health authorities is quan- 
titative. Although the presence of small numbers of bacteria in 
these substances does not necessarily mean that pathogens are 
lacking, low counts do reflect better care in handling of food and 
milk than is true when high counts are present. 

Standardized testing procedures for milk products are outlined 
by the American Public Health Association in Standard Methods for 
the Examination of Dairy Products. The procedures in Exercises 66, 
67, and 67 are excerpts from that publication. Copies of the book 
may be available in the laboratory as well as in the library. 

Exercises 69, 70, and 71 pertain to bacterial counts in dried fruit 
and meats, as well as to spoilage of canned vegetables and meats. 
Since bacterial counts in foods are performed with some of the 
techniques you have learned in previous exercises, you will have an 
opportunity to apply some of those skills here, Exercises 72 and 73 
pertain to fermentation methods used in the production of wine and 
yogurt. 
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‘The bacterial count in milk is the most reliable indi- 
cation we have of its sanitary quality. It is for this rea- 
son that the American Public Health Association rec- 
ognizes the standard plate count as the official method 
in its Milk Ordinance and Code. Although human 
pathogens may not be present in a high count, it may 
indicate a diseased udder, unsanitary handling of 
milk, or unfavorable storage temperatures. In general, 
therefore, a high count means that there is a greater 
likelihood of disease transmission, On the other hand, 
itis necessary to avoid the wrong interpretation of low 
plate counts, since it is possible to have pathogens 
such as the brucellosis and tuberculosis organisms 
‘when counts are within acceptable numbers. Routine 
examination and testing of animals act as safeguards 
against the latter situation, 

In this exercise, standard plate counts will be made 
оГ two samples of milk: a supposedly good sample and 
опе of known poor quality. Odd-numbered students will 
work with the high-quality milk and even-numbered stu- 
dents will est the poor-quality sample. A modification 
of the procedures in Exercise 23 will be used. 


Нісн-Оолитү Мик 

Materials: 

milk sample 

1 sterile water blank (99 ml) 

4 sterile Petri plates 

1.1 ml dilution pipettes 

1 bottle of TGEA (40 ml) 

Quebec colony counter 

mechanical hand counter 
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1. Following the procedures used in Exercise 23, 
рош four plates with dilutions of 1:1, 1:10, 1:100, 
and 1:1000. Before starting the dilution proce- 
dures, shake the milk sample 25 times in the cus- 
tomary manner. 

2. Incubate the plates at 35° C for 24 hours and 
count the colonies on the plate that has between 
30 and 300 colonies. 

3. Record your results on the first portion of 
Laboratory Report 66, 67. 





Poon-QuaLrrv MILK 

Materials: 

milk sample 

3 sterile water blanks (99 ml) 

4 sterile Petri plates 

1.1 ml dilution pipettes 

1 bottle TGEA (50 ml) 

Quebec colony counter 

‘mechanical hand counter. 


1. Following the procedures used in Exercise 23, 
рош four plates with dilutions of 1:10,000, 
1:100,000, 1:1,000,000, and 1:10,000,000. Before 
starting the dilutions, shake the milk sample 25 
times in the customary manner. 

2. Incubate the plates at 35° C for 24 hours and 
‘count the colonies on the plate that has between 
30 and 300 colonies. 

3. Record your results on the first portion of 
Laboratory Report 66, 67. 
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Direct Microscopic Count of Organisms 


in Milk: 
The Breed Count 


When it is necessary to determine milk quality in a 
much shorter time than is possible with a standard 
plate count, one can make a direct microscopic 
count on a slide. This is accomplished by staining а 
‘measured amount of milk that has been spread over an 
area one square centimeter on a slide, The slide is ex- 
amined under ой and all of the organisms in an entire 
microscopic field are counted. To increase accuracy, 
several fields are counted to get average field counts. 
Before the field counts can be translated into organ- 
isms per milliliter, however, it is necessary to caleu- 
late the field area. 
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High-quality milk will have very few organisms. 
per field, necessitating the examination of many 
fields. A slide made of poor-quality milk, on the other 
hand, will reveal large numbers of bacteria per field, 
thus requiring the examination of fewer fields. An ex- 
perienced technician can determine, usually within 
15 minutes, whether or not the milk is of acceptable 
quality. 

Tn addition to being much faster than the SPC, the 
direct microscopic count has two other distinct ad- 
vantages. First of all, it will reveal the presence of 
bacteria that do not form colonies on an agar plate at 
35° C; thermophiles, psychrophiles, and dead bacteria 
‘would fall in this category. Secondly, the presence of 
excessive numbers of leukocytes and pus-forming 
streptococci on a slide wall be evidence that the ani- 
mal that produced the milk has an udder infection 
(mastitis). 

In view of all these advantages, it is apparent that 
the direct microscopic count has real value in milk 
testing. It is widely used for testing raw milk in 
creamery receiving stations and for diagnosing the 
types of contamination and growth in pasteurized 
milk products. 

In this exercise, samples of raw whole milk will 
be examined. Milk that has been separated, blended, 
homogenized, and pasteurized will lack leukocytes 
and normal flora. 


SLIDE PREPARATION 
There are several acceptable ways of spreading the 
milk onto the slide. Figure 67.1 illustrates a method 
using a guide card. The Breed slide used in figure 67.2 


Figure 67.1 Using a guide card to spread milk sample 
over one square centimeter on a side 


has five one-centimeter areas that are surrounded by 
ground glass, obviating the need for a card. Proceed as 
follows: 
Materials: 
Breed slide or guide card 
Breed pipettes (001 ml) 
methylene blue, xylol, 95% alcohol. 
beaker of water and electric hot plate 
samples of raw milk (poor and high quality) 
1. Shake the milk sample 25 times to completely dis- 
perse the organisms and break up large clumps of 
bacteria. 


2. Transfer 0.01 ml of milk to one square on the 
slide, The pipette may be filled by capillary ас- 
tion or by suction, depending on the type of 
pipette. The instructor will indicate which 
method to use. Be sure to wipe off the outside tip. 
of the pipette with tissue before touching the slide 
to avoid getting more than 0.01 ml on the slide. 

3. Allow the slide to air-dry and then place it over 
a beaker of boiling water for 5 minutes to steam- 
fixit. 

4. Flood the slide with xylol to remove fat globules. 

5. Remove the xylol from the slide by flooding the 
slide with 95% ethyl alcohol. 

6. Gently immerse the slide into a beaker of distilled 
water to remove the alcohol, Do not hold it under 
running water; the milk film will wash off. 
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7. Stain the smear with methylene blue for 15 sec- 
fonds and dip the slide again in water to remove 
the excess stain, 

8. Decolorize the smear to pale blue with 95% alco- 
hol and dip in distilled water to stop decolorization. 

9. Allow the slide to completely air-dry before ex- 
amination, 


CALIBRATION OF MICROSCOPE, 
(Microscope Factor [MF] 


Before counting the organisms in each field it is nec- 
essary to know what part of a milliliter of milk is rep- 
resented in that field. The relationship of the field to a 
milliliter is the microscope factor (МЕ). To calculate 
the MEF, itis necessary to use a stage micrometer to 
‘measure the diameter of the oil immersion field. By 
applying the formula ar^ to this measurement, the 
area is easily determined. With the amount of milk 
(0.01 ml) and the area of the slide (1 cm) it is a sim- 
ple matter to calculate the MF. 


‘Materials: 
stage micrometer 





1. Place a stage micrometer on the microscope stage 
and bring it into focus under oil. Measure the di- 
ameter of the field, keeping in mind that each 
space is equivalent to 001 mm. 

2. Calculate the area of the field in square millime- 
ters, using the formula ar (т = 3.14). 

3. Convert the area of the field from square mil- 
limeters to square centimeters by dividing by 100. 

4. Calculate the number of fields in one square cen- 
timeter by dividing one square centimeter by the 
area of the field in square centimeters. 

5. To get the part of a milliliter that is represented in 
а single field (microscope factor), multiply the 
number of fields by 100. The value should be 
around 500,000. Therefore, a single field repre- 
sents 1/500,000 of a ml of milk. Record your 
computations on the Laboratory Report. 


EXAMINATION OF SLIDE 
Two methods of counting the bacteria can be used: in- 
dividual cells may be tallied or only clumps of bacte- 
ria may be counted. In both cases, the number per mil- 
lilier will be higher than a standard plate count, but a 
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Figure 67.2 Procedure for making a stained slide of а raw milk sample 
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clump count will be closer to the SPC. Both methods 
will be used. 


1. After the microscope has been calibrated, replace 
the stage micrometer with the stained slide, 
Examine it under oil immersion optics. 

2. Count the individual cells in five fields and record 
your results on the Laboratory Report. A field is the 
entire area encompassed by the oil immersion lens. 
Аз you see leukocytes, record their numbers, also. 


| J mem 





Mik trom a cow with masts. Long chain straptococci 
and numerous leukocytes are visti. 





Exercise 67 


3. Count only clumps of bacteria in five fields, 
recording the numbers of leukocytes as well 
Record the totals on the Laboratory Report. 

4, Calculate the number of organisms, clumps, and 
body cells per milliliter using the microscope factor. 


LABORATORY REPORT 
‘Complete the last portion of Laboratory Report 66, 67. 
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Figure 67.3 Microscopie fields of тїк samples 
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Milk that contains large numbers of actively growing 
bacteria will have a lowered oxidation-reduction po- 
tential due to the exhaustion of dissolved oxygen by 
microorganisms. The fact that methylene blue loses 
its color (becomes reduced) in such an environment 
is the basis for the reductase test. In this test, 1 ml of 
methylene blue (1:25,000) is added to 10 ml of milk. 
‘The tube is sealed with a rubber stopper and slowly 
inverted three times to mix. It is placed in a water 
bath at 35° C and examined at intervals up to 6 hours. 
‘The time it takes for the methylene blue to become 
colorless is the methylene blue reduction time 
(MBRT). The shorter the MBRT, the lower the qual- 


Reductase Test 


ity of milk. An MBRT of 6 hours is very good. Milk 
with an MBRT of 30 minutes is of very poor quality. 

‘The validity of this test is based on the assump- 
tion that all bacteria in milk lower the oxidation- 
reduction potential at 35° С. Large numbers of psy- 
cchrophiles, thermophiles, and thermodurics, which do 
mot grow at this temperature, would not produce а 
positive test. Raw milk, however, will contain pri- 
marily Streptococcus lactis and Escherichia coli, 
which are strong reducers; thus, this testis suitable for 
screening raw milk at receiving stations. Its principal 
value is that less technical training of personnel is re- 
quired for its performance. 
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Figure 68.1 Procedure for testing raw milk with reductase test 
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In this exercise, samples of low- and high-quality 
raw milk will be tested. 


Materials: 

2 sterile test tubes with rubber stoppers for each 
student 

raw milk samples of low- and high-quality 
(samples A and B) 

water bath set at 35° С 

‘methylene blue (1:25,000) 

10 ml pipettes 

1 ml pipettes 

gummed labels 


1. Attach gummed labels with your name and type 
of milk to two test tubes. Each student will test a 
good-quality as well as a poor-quality milk. 

2. Using separate 10 ml pipettes for each type of 
milk, transfer 10 ml to each test tube. To the milk 
in the tubes add 1 ml of methylene blue with a 1 
mil pipette, Insert rubber stoppers and gently in- 


The Reductase Tert 
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The Reductase Test * Exercise 68 


vert three times to mix. Record your name and the 
time on the labels and place the tubes in the water 
bath, which is set at 35° C. 

After 5 minutes incubation, remove the tubes 
from the bath and invert once to mix. This is the 
last time they should be mixed. 

Carefully remove the tubes from the water bath 
30 minutes later and every half hour until the end 
of the laboratory period. When at least four-fifths 
of the tube has turned white, the end point of re- 
duction has taken place. Record this time on the 
Laboratory Report. The classification of milk 
quality is as follows: 


Class 1: Excellent, not decolorized in 8 hours. 

Class 2: Good, decolorized in less than 8 hours, 
but not less than 6 hours. 

Class 3: Fair, decolorized in less than 6 hours, 
but not less than 2 hours. 

Class 4: Poor, decolorized in less than 2 hours, 
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‘The standard plate count, as well as the multiple tube 
test, can be used on foods much in the same manner that 
they are used on milk and water to determine total counts 
and the presence of coliforms. To get the organisms in 
suspension, however, a food blender is necessary. 

Та this exercise, samples of ground meat dried 1. 
fruit, and frozen food will be tested for total numbers 


of bacteria. This will not be а coliform count. Thein- — 2. 


structor will indicate the specific kinds of foods to be 
tested and make individual assignments, Figure 69.1 
illustrates the general procedure. 





3 Petri plates 
1 bottle (45 ml) of Plate Count agar or 
Standard Methods agar 
199 ml sterile water blank 
2.1.1 ml dilution pipettes 
per class: 6 
food blender 


sterile blender jars (one for each type of food) т. 


sterile weighing paper 


Bacterial Counts of Foods 


180 ml sterile water blanks (one for each type 
of food) 

samples of ground meat, dried fruit, and frozen 
vegetables, thawed 2 hours 


Using aseptic techniques, weigh out on sterile 
weighing paper 20 grams of food to be tested. 
‘Add the food and 180 ml of sterile water to a ster- 
ile mechanical blender jar. Blend the mixture for 
5 minutes. This suspension will provide a 1:10 
dilution. 

With а 1.1 ml dilution pipette dispense from the 
blender 0.1 ml to plate Land 1.0 ml to the water 
blank. See figure 69. 

Shake the water blank 25 times in an arc for 7 sec- 
fonds with your elbow on the table as done in 
Exercise 23 (Bacterial Population Counts). 

Using a fresh pipette, dispense 0.1 ml to plate Ш 
and LO ml to plate IL 

Pour agar (50° C) into the three plates and incu- 
bate them at 35° C for 24 hours. 

Count the colonies on the best plate and record 
the results on the Laboratory Report. 
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20 grams ot tod is blonde in 
180 ml of sterio water for 5 











Figure 68.1 Dilution procedure for bacterial counts of food 
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Тааттаттан 


Spoilage of heat-processed, commercially canned 
foods is confined almost entirely to the action of bac- 
teria that produce heat-resistant endospores. Canning 
of foods normally involves heat exposure for long pe- 
пой of time at temperatures that are adequate to kill 
spores of most bacteria. Particular concern is given to 
the processing of low-acid foods in which 
Clostridium botulinum can thrive to produce botulism 
food poisoning. 

Spoilage occurs when the heat processing fails to 
meet accepted standards. This can occur for several 
reasons: (1) lack of knowledge on the part of the 
processor (usually the case in home canning); (2) 
carelessness in handling the raw materials before can- 
ning, resulting in an unacceptably high level of con- 
tamination that ordinary heat processing may be inad- 
equate to control; (3) equipment malfunction that 
results in undetected underprocessing; and (4) defec- 


70 


tive containers that permit the entrance of organisms 
after the heat process. 

‘Our concem here will be with the most common 
types of food spoilage caused by heat-resistant spore- 
forming bacteria. There are three types: “flat sour,” 
“ТА. spoilage,” and “stinker spoilage." 

Flat sour pertains to spoilage in which acids are 
formed with no gas production; result: sour food in 
cans that have flat ends. Т.А. spoilage is caused by 
thermophilic anaerobes that produce acid and gases 
(СО; and Н», but not HS) in low-acid foods. Cans 
swell to various degrees, sometimes bursting. Stinker 
spoilage is due to spore-formers that produce hydro- 
gen sulfide and blackening of the can and contents. 
Blackening is due to the reaction of HoS with the iron 
in the can to form iron sulfide, 

In this уой will have an opportunity to 
become familiar with some of the morphological and 
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‘Figure 70.1 Canned food inoculation procedure 


237 





[ Benson: Mierebiologieal Û XL Microbiology oto | 70 Microbial зіме T 


отамани г 
‘Applications Lab Manual, ав Foal Prodacts Canned Foods Companies, 200 
Egi Elton 

Exercise 70 + Microbial Spoilage of Canned Food 


physiological characteristics of organisms that cause 
canned food spoilage, including both aerobic and anaer- 
bic endospore formers of Bacillus and Clostridium, as 
‘well as a non-spore-forming bacterium. 

Working as a single group, the entire class will in- 
culate 10 cans of vegetables (corn and peas) with 
five different organisms. Figure 70.1 illustrates the 
procedure. Note that the cans will be sealed with sol- 
der after inoculation and incubated at different tem- 
peratures. After incubation the cans will be opened so 
that stained microscope slides can be made to deter- 
‘mine Gram reaction and presence of endospores. Your 
instructor will assign individual students or groups of 
students to inoculate one ог more of the 10 cans. One 
сап of com and one can of peas will be inoculated 
‘with each of the organisms. Proceed as follows: 


First PERIOD 
(inoculations) 


‘Materials: 
5 small cans of com 
5 small cans of peas 
cultures of B. stearothermophilus, 
B. coagulans, C. sporogenes, 
С. thermosaccharolyticum, and E. coli 
ice picks or awls 
hammer 
solder and soldering iron 
plastic bags 
gummed labels and rubber bands 


1. Label the can or cans with the name of the organ- 
ism that has been assigned to you, Use white 
gummed labels. In addition, place a similar label 
оп one of the plastic bags to be used after sealing 
of the cans, 

2. With an ice pick or awl, punch a small hole 
through a flat area in the top of each can. This can 
bbe done easily with the heel of your hand or a 
hammer, if available. 

3. Pour off a small amount of the liquid from the can 
to leave an air space under the lid. 

4, Use an inoculating needle to inoculate each can of 
corn or peas with the organism indicated on the 
label 

5. Take the cans up to the demonstration table where 
the instructor will seal the hole with solder. 
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6. After sealing, place each can in two plastic bags. 
Each bag must be closed separately with rubber 
bands, and the outer bag must have a label on it. 

7. Incubation will be as follows till the next period: 
+ 55° C—C. thermosaccharolyticum and 

B. stearothermophilus 
* 37° C—C. sporogenes and B. coagulans 
* 3 C — E coli 


Note: If cans begin to swell during incubation, 
they should be placed in refrigerator. 





SECOND PERIOD 
(interpretation) 

fier incubation, place the cans under a hood to open. 

them. The odors of some of the cans will be very 

strong due to H,S production. 

Materials: 
can opener, punch type 
small plastic beakers 
Parafilm 
gram-staining kit 
spore-staining kit 

1. Open each can carefully with a punch-type can 
opener. If the can is swollen, hold an inverted 
plastic funnel over the can during perforation to 
minimize the effects of any explosive release of 
contents. 

2. Remove about 10 пй of the liquid through the 
opening, pouring it into a small plastic beaker. 
Cover with Parafilm. This fluid will be used for 
making stained slides. 

3, Retur the cans of food to the plastic bags, reclose 
them, and dispose in a proper trash bin. 

4. Prepare gram-stained and endospore-stained 
slides from your canned food extract as well as 
from the extracts of all the other cans. Examine 
under brightfield oil immersion, 

5. Record your observations on the report sheet on 
the demonstration table. It will be duplicated and 
а сору will be made available to each student. 


LABORATORY REPORT 
Complete the first portion of Laboratory Report 70, 71. 
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Microbial Spoilage of Refrigerated Meat 


Contamination of meats by microbes occurs during 
and after slaughter. Many contaminants come from 
the animal itself, others from utensils and equip- 
тем. The conditions for rapid microbial growth in 
freshly cut meats are very favorable, and spoilage 
can be expected to occur rather quickly unless steps 
are taken to prevent it. Although immediate refriger- 
ation is essential after slaughter, it will not prevent 
spoilage indefinitely, or even for a long period of 
time under certain conditions. In time, cold-tolerant 
microbes will destroy the meat, even at low refriger- 
ator temperatures. 

Microorganisms that grow at temperatures be- 
tween 5° and 0° C are classified as being either psy- 
chrophilic or psychrotrophic. The difference be- 
tween the two groups is that psychrophiles seldom 
grow at temperatures above 22° C and psy- 
chrotrophs (psychrotolerants or low-temperature 
mesophiles) grow well above 25° C. While the opti- 
mum growth temperature range for psychrophiles is 
15°-18° C, psychrotrophs have an optimum growth 
temperature range of 25°-30° C. It is the psy- 
chrotrophic microorganisms that cause most meat 
spoilage during refrigeration. | 

"The majority of psychrophiles are gram-negative 
and include species of Aeromonas, Alcaligenes, 
Cytophagia, Flavobacterium, Pseudomonas, Serratia, 
and Vibrio. Gram-positive psychrophiles include 
species of Arthrobacter, Bacillus, Clostridium, and 
Micrococcus. 

Psychrotrophs include a much broader spectrum 
of gram-positive and gram-negative rods, cocci, 
vibrios, spore-omers, and non-spore-formers. Typi- 
cal genera are Acinetobacter, Chromobacterium, Cit- 
robacter, Corynebacterium, Enterobacter, Escheri- 
chia, Klebsiella, Lactobacillus, Moraxella, Staphy- 
lococcus,and Streptococcus. 

"The widespread use of vacuum or modified at- 
mospheric packaging of raw and processed meat has 
resulted in food spoilage due to facultative and obli- 
gate anaerobes, such as Lactobacillus, Leuconostoc, 
Pediococcus, and certain Enterobacteriaceae. 

Although most of the previously mentioned psy- 
chrotrophic representatives are nonpathogens, there 
are significant pathogenic psychrotrophs such as 
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‘Aeromonas hydrophila, Clostridium botulinum, Lis- 
teria monocytogenes, Vibrio cholera, Yersinia enter- 
сойса, and some strains of E. coli 

In addition to bacterial spoilage of meat there are 
many yeasts and molds that are psychrophilic and psy- 
chrotrophic. Examples of psychrophilic yeasts are 
Cryptococcus, Leucosporidium, and Torulopsis. 
Pychrotrophic fungi include Candida, Cryptococcus, 
Saccharomyces, Айетана, Aspergillus, Cladosporium, 
Fusarium, Mucor, Penicillium, and many more. 

Our concern in this experiment will be to test 
fone ог more meat samples for the prevalence of 
psychrophilic-psychrotrophic organisms. To accom- 
plish this, we will liquefy and dilute out a sample of 
ground meat so that it can be plated out and then in- 
cubated in a refrigerator for 2 weeks. After incuba- 
tion, colony counts will be made to determine the 
number of organisms of this type that exist in a gram 
of the sample. 

Figure 711 illustrates the overall procedure. 
Work in pairs to perform the experiment 


First PERIOD 

Materials: 
at demonstration table: 

ground meat and balance. 

sterile foil-wrapped scoopula 

1 blank of phosphate buffered water (90 ml) 

blender with sterile blender jar 

sterile Petri dish or sterile filter paper 


per pair of students: 
4 large test tubes of sterile phosphate buffered 
water (9 ml each) 
ATSA plates 
9 sterile 1 ml pipettes 
L-shaped glass spreading rod 
beaker of 95% ethyl alcohol 


At Demonstration Table 


1. Witha sterile scoopula, weigh 10g of ground meat 
into a sterile Petri plate or onto a sterile piece of 
filter paper. 
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Pour 90 ml of sterile buffered water from water 

blank into a sterile blender jar and add the meat. 

3, Blend the meat and water at moderate speed for 1 
minute. 


Student Pair 


1. Label the four water blanks 1 through 4. 

2. Label the four Petri plates with their dilutions, as 
indicated in figure 71.1. Add your initials and 
date also, 

3. Once blender suspension is ready, pipette 1 ml 
from jar to tube 1 

4, Using a fresh 1 ml pipette, mix the contents in 
tube 1 and transfer 1 ml to tube 2. 

5. Repeat step 4 for tubes 3 and 4, using fresh 
pipettes for each tube 

6. Dispense 0.1 ml from each tube to their respective 
plates of TSA. Note that by using only 0.1 ml per 
plate you are increasing the dilution factor by 10 
times in each plate. 

7. Using a sterile L-shaped glass rod, spread the or- 
ganisms on the agar surfaces. Sterilize the rod 


cach time by dipping in alcohol and flaming gen- 
Чу. Be sure to let rod cool completely each time. 

8, Incubate the plates for 2 weeks in the back of the 
refrigerator (away from door-opening) where the 
temperature will remain between 0° and 5° С. 


SECOND PERIOD 

Materials: 

‘Quebec colony counters 
hand tally counters 
gram-staining kit 

1. After incubation, count the colonies on all the 
plates and calculate the number of psychrophiles 
and psychrotrophs per gram of meat, 

2. Selecta colony from one of the plates and prepare 
а gram-stained slide, Examine under oil immer- 
sion and record your observations on the 
Laboratory Report. 


LABORATORY REPORT 
Complete the last portion of Laboratory Report 70, 71. 
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Figure 71.1 Dilution and inoculation procedure 
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Microbiology of Alchohol Fermentation 


Fermented food and beverages are as old as civiliza- 
tion, Historical evidence indicates that beer and wine 
making were well established as long ago as 2000 B.C. 
‘An Assyrian tablet states that Noah took beer aboard 
the ark. 

Beer, wine, vinegar, buttermilk, cottage cheese, 
sauerkraut, pickles, and yogurt are some of the more 
commonly known products of fermentation. Most of 
these foods and beverages are produced by different 
strains of yeasts (Saccharomyces) ог bacteria 
Lactobacillus, Acetobacter, etc.) 

Fermentation is actually a means of food preser- 
vation because the acids formed and the reduced en- 
vironment (anaerobiasis) hold back the growth of 
many spoilage microbes. 

‘Wine is essentially fermented fruit juice in which 
alcoholic fermentation is carried out by Saccharomyces. 
cerevisiae var. llipsoideus. Although we usually asso- 
ciate wine with fermented grape juice, it may also be 
made from various berries, dandelions, rhubarb, etc. 
‘Three conditions are necessary: simple sugar, yeast, 
and anaerobic conditions. The reaction is as follows: 
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1 
C4,,0, 55 2C,H,0H +200, 


(Commercially, wine is produced in two forms: red 
and white, To produce red wines, the distillers use red. 
grapes with the skins left on during the initial stage of 
the fermentation process. For white wines either red. 
ог white grapes can be used, but the skins are dis 
carded. White and red wines are fermented at 13° C 
(55° F) and 24° C (75° F), respectively. 

In this exercise we will set up a grape juice fer- 
‘mentation experiment to learn about some of the char- 
acteristics of sugar fermentation to alcohol. Note in. 
figure 72.1 that a balloon will be attached over the 
‘mouth of the fermentation flask to exclude oxygen up- 
take and to trap gases that might be produced. To de- 
tect the presence of hydrogen sulfide production we 
will tape a lead acetate test strip inside the neck of the 
flask. The pH of the substrate will also be monitored. 
before and after the reaction to note any changes that 
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Exercise 72 + Microbiology of Alchohol Fermentation 


First PERIOD 


‘Materials: 
100 ml grape juice (no preservative) 
bottle of juice culture of wine yeast 
125 ml Erlenmeyer flask 
110 ml pipette 
balloon. 
hydrogen sulfide (lead acetate) test paper 
tape 
pH meter 


1. Label an Erlenmeyer flask with your initials and 
date, 

2. Addabout 100 ml of grape juice to the flask (fer- 
menter) 

3. Determine the pH of the juice with а pH meter 
and record the pH on the Laboratory Report. 

4, Agitate the container of yeast juice culture to sus- 
pend the culture, remove 5 mi with a pipette, and 
add it to the flask. 

5. Attach a short strip of tape toa piece of lead-acetate 
test paper (3 cm long), and attach it to the inside 
surface of the neck of the flask. Make certain that 
neither the tape nor the test strip protrudes from the 
flask. 
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6. Cover the flask opening with a balloon. 
7. Incubate at 15°-17° C for 2-5 days. 


SECOND PERIOD 

Materials: 
pH meter 

1. Remove the balloon and note the aroma of the 
flask contents, Describe the odor on the 
Laboratory Report. 

2. Determine the pH and record it on the Laboratory 
Report. 

3, Record any change in color of the lead-acetate-test 
strip on the Laboratory Report. If any HS is pro- 
duced, the paper will darken due to the formation 
of lead sulfide as hydrogen sulfide reacts with the 
lead acetate. 

4, Wash out the flask and return it to the drain rack. 


LABORATORY REPORT 


Complete the first portion of Laboratory Report 72, 
73 by answering all the questions. 
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Microbiology of Yogurt Production 


For centuries, people throughout the world have 
been producing fermented milk products using 
yeasts and lactic acid-producing bacteria. The yo- 
gurt of eastern central Europe, the kefir of the 
Cossacks, the koumiss of central Asia, and the leben 
of Egypt are just a few examples. In all of these fer- 
mented milks, lactobacilli act together with some 
other microorganisms to curdle and thicken milk, 
producing a distinctive flavor desired by the pro- 
ducer. Kefir of the Cossacks is made by charging 
milk with small cauliflower-like grains that contain 
Streptococcus lactis, Saccharomyces delbrueckii, 
and Lactobacillus brevis. As the grains swell in the 
milk they release the growing microorganisms to fer- 
ment the milk. The usual method for producing yo- 
gurt in large-scale production is to add pure cultures 
of Streptococcus thermophilus and Lactobacillus 
bulgaricus to pasteurized milk. 


75 


Tn this exercise you will produce a batch of yogurt 
from milk by using an inoculum from commercial yo- 
gurt. Gram-stained slides will be made from the fin- 
ished product to determine the types of organisms that 
control the reaction. If proper safety measures are fol- 
lowed, the sample can be tasted. 

‘Two slightly different ways of performing this ex- 
periment are provided here. Your instructor will indi- 
cate which method will be followed. 


METHOD А 
(First Period) 


Figure 73.1 illustrates the procedure for this method. 
Note that 4 g of powdered milk are added to 100 ml of 
‘whole milk. This mixture is then heated to boiling and 
cooled to 45°C, After cooling, the milk is inoculated with. 
yogurt and incubated at 45° C for 24 hours, Proceed: 











Orca heated mik has I Ca 
ль 
ИН 








Figure 721 Yogurt production by Method A 
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Exercise 73 + Microbiology of Yogurt Production 

Materials: paper Dixie cup (5 oz size) and cover 
dried powdered milk electric hot plate or Bunsen burner and tripod 
whole milk 


commercial yogurt (with viable organisms) 
small beaker, graduate, teaspoon, stirring rod 
plastic wrap 
filter paper (for weighing) 

1. Ona piece of filter paper weigh 4 grams of dried 
powdered milk. 

2. Toa beaker of 100 ml of whole milk add the pow- 
dered milk and stir thoroughly with sterile glass 
rod to dissolve, 

3, Heat to boiling, while stirring constantly. 

4. Cool to 45° Cand inoculate with 1 teaspoon of the 
commercial yogurt. Str. Be sure to check the la- 
bel to make certain that product contains a live 
culture. Cover with plastic wrap. 

5. Incubate at 45° C for 24 hours. 


METHOD В 
(First Period) 
Figure 73.2 illustrates a slightly different method of 
culturing yogurt, which, due to its simplicity, may be 
preferred, Note that no whole milk is used and provi- 
sions are made for producing a sample for tasting. 


Materials: 
small beaker, graduate, teaspoon, stirring rod 
dried powdered milk 
commercial yogurt (with viable organisms) 
plastic wrap 
filter paper for weighing 


1. Ona piece of filter paper weigh 25 grams of dried 
powdered milk. 

2. Heat 100 ml of water in a beaker to boiling and 
cool to 45° С. 

3, Add the 25 grams of powdered milk and 1 tea- 
‘spoon of yogurt tothe beaker of water. Mix the in- 
gredients with а sterile glass rod. 

4. Рош some of the mixture into a sterile Dixie cup 
and cover loosely. Cover the remainder in the 
beaker with plastic wrap. 

5. Incubate at 45° C for 24 hours. 


SECOND PERIOD 
(Both Methods) 
1. Examine the product and record on the Laboratory 


Report the color, aroma, texture, and, if desired, 
the taste, 





CAUTION 
Refrain from working with other bacteria or doing 
other exercises while tasting the yogurt. 











2. Make slide preparations of the yogurt culture. Fix 
and stain with methylene blue. Examine under oil 
immersion and record your results on Laboratory 
Report 72, 73. 

LABORATORY REPORT 

Complete the last portion of Laboratory Report 72, 73 

by answering all the questions. 





300 mi of water is bold in 
‘lean smal beaker 








3 


1. Products evaluated with respect to texture, 
lor aroma, and taste. Sample in Die cup can be 
used or tasting. 

2 Sides, stained wih methylene blue, are studied 
o determine morphology of organisms. 








Twenty ve grams of died powdered mak 
and a loaspoont o commercial yogurt 
эе tired into the 100 ml of water at 45° С. 


кодака atas" C - 
SEX Sample tor tasting. 








Figure 73.2 Yogurt production by Method В 
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Bacterial Genetic Variations 


Variations in bacteria that are due to environmental factors and that 
do not involve restructuring DNA are designated as temporary 
variations. Such variations may be morphological or physiological 
and disappear as soon as the environmental changes that brought 
them about disappear. For example, as a culture of E. coli becomes 
old and the nutrients within the tube become depleted, the new 
cells that form become so short that they appear coccoidal. 
Reinoculation of the organism into fresh media, however, results in 
the reappearance of distinct bacilli of characteristic length. 

Variations in bacteria that involve alteration of the DNA macro- 
molecule are designated as permanent variations. It is because 
they survive a large number of transfers that they are so named. 
Such variations are due to mutations. Variations of this type occur 
spontaneously. They also might be induced by physical and chem- 
ical methods. Some permanent variations also are caused by the 
transfer of DNA from one organism to another, either directly by 
conjugation or indirectly by phage. It is these permanent genetic 
variations that the three exercises of this unit represent. 

Exercises 74 and 75 of this unit demonstrate how spontaneous 
mutations are constantly occurring in bacterial populations. The 
genetic change that occurs in these two exercises pertains to the 
development of bacterial resistance to streptomycin. In Exercise 76 
we will study how chemically induced mutagenicity that causes 
back mutations is used in the Ames test to determine possible car- 
cinogenicity of chemical compounds. 
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‘An excellent way to determine the ability of organ- 
isms to produce mutants that are resistant to antibi- 
otics is to grow them on a gradient plate of a par- 
ticular antibiotic. Such a plate consists of two 
different wedgelike layers of media: a bottom layer 
of plain nutrient agar and a top layer of nutrient agar 
with the antibiotic, Since the antibiotic is only in the 
top layer, it tends to diffuse into the lower layer, pro- 
ducing a gradient of antibiotic concentration from 
low to high. 

In this exercise we will make a gradient plate us- 
ing streptomycin in the medium. E. coli, which is nor- 
mally sensitive to this antibiotic, will be spread over 
the surface of the plate and incubated for 4 to 7 days. 
‘Any colonies that develop in the high concentration 
area will be streptomycin-resistant mutants. 


PLATE PREPARATION 
The gradient plate used in this experiment will have a 
high concentration of 100 meg of streptomycin per 
milliliter of medium. This concentration is 10 times 
the strength used in sensitivity disks in the Kirby. 
‘Bauer test method, Prepare a gradient plate as follows: 





Mutant Isolation by Gradient Plate Method 


Materials: 
1 sterile Petri plate 
2 nutrient agar pours (10 ml per tube) 

1 tube of streptomycin solution (1%) 
1 wood spacer (К° Х 4" X 2^) 
1 mi pipette 

1. Liquefy two pours of nutrient agar and cool to 
50°C. 

2. With wood spacer under one edge of Petri plate 
(see figure 74.1), pour contents of one agar pour 
into plate. Let stand until solidification has 
occurred. 

3. Remove the wood spacer ftom under the plate. 

4. Pipette 0.1 ml of streptomycin into second agar 
pour, mix tube between palms, and pour contents 
‘over medium of plate that is now resting level on. 
the table. 

5. Label the low and high concentration areas on the 
bottom of the plate. 


INOCULATION 


The inoculation procedure is illustrated in figure 74.2. 
‘The technique involves spreading a measured amount 




















کڪ 
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Plain nutriant agar is poured into Patri dish with pate in 
slant position, 


‘Streptomycin agar is poured over pain agar wit plate in| 
normal postion. 








Figure 741 Procedure for pouring a gradient plate 
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Mutant Isolation by Gradient Plate Method. 


of the culture on the surface of the medium with a 
glass bent rod to provide optimum distribution, 


Materials: 
1 beaker of 95% ethanol 
1 glass rod spreader 
nutrient broth culture of E. coli 
1 ml pipette 
1. Pipette 0.1 ml of E. coli suspension onto surface 
of medium in Petri plate. 
Sterilize glass spreading rod by dipping itin alco- 
hol first and then passing it quickly through the 
‘lame of a Bunsen burner. Cool the rod by placing 
against sterile medium in plate before contacting 
organisms. 
Spread the culture cvenly over the surface with 
the glass rod. 
Invert and incubate the plate at 37° C for 4 to 7 
days in a closed canister or plastic bag. Unless 
incubated in this manner, excessive dehydration 
might occur. 


Exercise 74 


First EVALUATION 
After 4 to 7 days, look for colonies of E. coli in the 
area of high streptomycin concentration. Count the 
colonies that appear to be resistant mutants and record 
your count on the Laboratory Report. 

Select a well-isolated colony in ће high concen- 
tration area and, with a sterile loop, smear the colony 
over the surface of the medium toward the higher con- 
centration portion of the plate. Do this with two or 
three colonies. Return the plate to the incubator for 
another 2 ог 3 days. 


FINAL EVALUATION 


Examine the plate again to note what effect the 
spreading of the colonies had on their growth. Record 
your observations on Laboratory Report 74, 75. 








1 


| ew 


Rodis sterkend in Bunsen burner 
fame. 


2 








Figure 74.2 Procedure for spreading organisms on gradient 


plato 
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In the last exercise it was observed that E, coli could 
develop mutant strains that are streptomycin-resistant. 
If we had performed this experiment with other organ- 
isms and with other antibiotics, the results would have 
been quite similar. The question that logically devel- 
ор» in one's mind from this experiment is: What mech- 
anism is involved here? Is a mutation of this sort in- 
duced by the antibiotic? Or does the mutation occur 
spontaneously and independently of the presence of 
the drug? If we could demonstrate the presence of a 
streptomycin-resistant mutant occurring on а medium 
that lacks streptomycin, then we could assume that the 
mutation occurs spontaneously. 

‘To determine whether or not such a colony exists 
оп a plain agar plate having 500 to 1,000 colonies 
could be a laborious task. One would have to transfer 


Mutant Isolation by Replica Plating 


‘organisms from each colony to a medium containing 
streptomycin, This is somewhat self-defeating, too, in 
light of the low incidence of mutations that occur. 
Many thousands of the transfers might have to be 
made to find the first mutant. Fortunately, we can re- 
sort to replica plating to make all the transfers in one 
step. Figure 75.1 illustrates the procedure, In this 
technique а velveteen-covered colony transfer device 
is used to make the transfers, 

Note in figure 75.1 that organisms are first dis- 
persed on nutrient agar with a glass spreading rod. 
‘After incubation, all colonies are transferred from the 
nutrient agar plate to two other plates: first to a nutri- 
‘ent agar plate and second to a streptomycin agar plate. 
‘After incubation, streptomycin-resistant strains are 
looked for on the streptomycin agar. 





Organisms are spread over nutrient 
agar wih а stari ont даза rod. 


‘Streptomycin agar в Inoculated with 
‘same carer in same manner. 








After incubation, colonies are picked 


Nutrient agar is inoculated by Bghty 
pressing the camar onto t- 











Figure 751 Replica plating technique 
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First PERIOD 1 Petri plate of streptomycin agar 
panes (100 micrograms of streptomycin per ml 


1 Petri plate of nutrient agar 
1 bent glass spreading rod 

1 ml serological pipette 
beaker of 95% ethanol 
‘Bunsen burner 

broth culture of E. coli 


1. Pipette 0.1 ml of E. coli from broth culture to sur- 
face of medium in Petri dish. 

2. With asterile bent glass rod, spread the organisms 
over the plate following the routine shown in fig- 
ure 75.1 

3. Incubate this plate at 37° C for 24 hours. 


SECOND PERIOD 
Materials: 
1 Petri plate culture of E. coli from previous 
period 
1 Petri plate of nutrient agar per student 


of medium) 
1 sterile colony carrier per student 

1. Carefully lower the sterile colony carrier onto the 
colonies of E. coli on the plate from the previous 
period. 

2. Inoculate the plate of nutrient agar by lightly 
pressing the carrier onto the medium. 

3. Now without returning the carrier to the original 
culture plate, inoculate the streptomycin agar in 
the same manner. 

4. Incubate both plates at 37° C for 2 to 4 days in an 
enclosed canister. 


THIRD PERIOD 
Materials: 
Quebec colony counter and hand counter. 
1. Examine both plates and record the information 
called for on Laboratory Report 74, 75. 
2. Tabulate the results of other members of the class. 
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‘The fact that carcinogenic compounds induce in- 
creased rates of mutation in bacteria has led to the use 
SE ушы fo vet cee cuin ie 
le carcinogenesis. The Ames test, developed 
Ву Bruce Ames at the University of Californ- 
Berkeley, has been widely used for this purpose. 

The conventional way to determine whether a 
chemical substance is carcinogenic is to inject the 
material into animals and look for the development of 
tumors. If tumors develop, it is presumed that the 
substance can cause cancer. Although this method 
works well, it is costly, time-consuming, and cum- 
bersome, especially if it is applied to all the industrial 
chemicals that have found their way into food and 
water supplies. 

The Ames test serves as a screening test for the. 
detection of carcinogenic compounds by testing the 
ability of chemical agents to induce bacterial muta- 
tions. Although most mutagenic agents are carcino- 
genic, some are not; however, the correlation between 
carcinogenesis and mutagenicity is high—around 
83%. Once it has been determined that a specific 
agent is mutagenic, it can be used in animal tests to 
confirm its carcinogenic capability 

The standard way to test chemicals for mutagene- 
sis has been to measure the rate of back mutations in 
strains of auxotrophic bacteria. In the Ames test а 
strain of Salmonella typhimurium, which is aux- 
trophic for histidine (unable to grow in the absence of 
histidine), is exposed to a chemical agent. After chem- 
ical exposure and incubation on histidine-deficient 
medium, the rate of reversion (back mutation) to pro- 
otrophy is determined by counting the number of 
colonies that are seen on the histidine-deficient 
‘medium. 

Although testing of chemicals for mutagenesis in 
bacteria has been performed for a long time, two new 
features are included in the Ames test that make it a 
powerful tool. The first is that the strain of S. 1y- 
phimurium used here lacks DNA repair enzymes, 
‘which prevents the correction of DNA injury. The sec- 
ond feature of the test is the incorporation of mam- 
malian liver enzyme preparations with the chemical 
agent. The latter is significant because there is evi- 
dence that liver enzymes convert many noncarcino- 
genic chemical agents to carcinogenic ones. 
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Bacterial Mutagenicity and Carcinogenesis: 


The Ames Test 


‘There are two ways to perform the Ames test. The 
method illustrated in figure 76.1 is a spot test that is 
widely used for screening purposes. The other method 
is the plate incorporation test, which is used for 
‘quantitative analysis of the mutagenic effectiveness 
‘of compounds, Our concern here will be with the spat 
test; however, since the concentration of the liver ex- 
tract is very critical, we will omit using it in our test 
‘The test, as performed here, will work well without it. 

Success in performing the spot test requires con- 
siderable attention to careful measurements and tim- 
ing. Itis for this reason that students will work in pairs 
to perform the test. 

Note in figure 76.1 that 0.1 ml of S. ryphimurium 
is first added to a small tube that contains 2 ml of top 
agar that is held at 45° C. This top agar contains 
0,666 agar, 0.5% NaCl, and a trace of histidine and 
biotin. The histidine allows the bacteria to go 
through several rounds of cell division, which is es- 
sential for mutagenesis to occur. Since the histidine 
deletion extends through the biotin gene, biotin is 
also needed. This early growth of cells produces a 
faint background lawn that is barely visible to the 
naked eye. 

Before pouring the top agar over the glucose 
‘minimal salts agar, the tube must be vortexed at slow 
speed for 3 seconds and poured quickly to get even 
distribution. The addition of the bacteria, vortexing, 
and pouring must be accomplished in 20 seconds. 
Failure to move quickly enough will cause stippling 
of the top agar. 

‘There are two ways that one can use to apply the 
‘chemical agent to the top agar: a filter paper disk may 
be used, or the chemical can be applied directly to the 
center of the plate without a disk. The procedure 
shown in figure 76.1 involves using a disk. 

Note the unusual way in which a filter paper disk 
is impregnated in figure 76.1. To get it to stand on 
‘edge it must be put in position with sterile forceps and 
pressed in slightly to hold it upright. Just the right 
amount of the chemical agent is then added with a 
Pasteur pipette to the upper edge of the disk to com- 
pletely saturate it without making it dripping wet; 
then the disk is lowered onto the top agar. 

‘Once the test reagent is deposited on the top agar, 
the plate is incubated at 37° C for 48 hours. If the 
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Bacterial Mutagenicity and Carcinogenesis: The Ames Test * Exercise 76 





FOUR TEST PLATES ARE PREPARED FROM 


dil S typum Ames FOUR TUBES OF TOP AGAR USING THS 
Sian ТА а poate io PROCEDURE. THE DISKS ON EACH PLATE 
ict top agar and ita or WL RECEIVE DIFFERENT SOLUTIONS 


уде oe a Vor moe 


Top agar, containing races 
ааа ana both, 
Austad та kopt at on C. 





е аана 
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Fiter papor ik is positioned on ts edge 
il soe trees. А Pasteur poste в 
aod to saturate t wth test compound 
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Disk ls lowered win pipette tip 
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Figure 76.1 Procedure for performing a modified Amos test 
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Exercise 76 * Bacterial Mutagenicity and Carcinogenesis: The Ames Test 


agent is mutagenic, a halo of densely packed revertant 
colonies will be seen around the disk. Scattered larger 
colonies will show up beyond the halo that represent 
spontaneous back mutations, not related to the test 
reagent, 

on will һе ирей an он бешден agen n 
test and you will have an opportunity to test some 
other substance you have brought to the laboratory. In 
addition to these two tests you will be inoculating pos- 
itive and negative test controls: thus, each pair of stu- 
dents will be responsible for four plates, 

Keep in mind as you perform this experiment that 
there is a lot more to the Ames test than revealed here. 
While we are using only one tester strain of $. y- 
phimurium, there are several others that are used in 
routine testing. The additional strains are needed to 
accommodate different kinds of chemical com- 
pounds. While one chemical agent may be mutagenic 
оп one tester strain, it may produce a negative result 
оп another strain. Also, keep in mind that we are not 
taking advantage of using the liver extract. 


First PERIOD 
(inoculations) 


Materials: 
per pair of students: 
4 plates of glucose-minimal salts agar 
(30 ml per plate) 
4 tubes of top agar (2 ml per tube) 
tube of sterile water 
Vortex mixer 


sterile Pasteur pipettes, forceps 
serological pipettes (1 ml size) 

filter paper disks, sterile in Petri dish. 
test reagents: 


4-NOPD (10 pg/ml) solution* 
tube of unknown possible carcinogen 
substance from home for testing 


culture of S. typhimurium, Ames strain, ТА9В in 
trypticase soy broth 
*4-nitro-o-phenylenediamine 


1. Working with your laboratory partner, label the 
bottoms of four glucose-minimal salts agar plates 
as follows: POSITIVE CONTROL, NEGATIVE 
CONTROL, UNKNOWN, and OPTIONAL. 
Liquefy four tubes of top agar and cool to 45° C. 
With a 1 ml serological pipette, inoculate a tube 
of top agar with 0.1 ml of 5. typhimurium. 
4. Thoroughly mix the organisms into the top agar 
by vortexing (slow speed) for 3 seconds, or 
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rolling the tube between the palms of both hands. 
Pour the contents onto the positive control plate 
of glucose-minimal salts agar. The agar plate 
‘must be at room temperature. Work rapidly to 
achieve pipetting, mixing, and spreading in 20 

5. Repeat steps 3 and 4 for each of the other three 
tubes of top agar. 

6. With sterile forceps place a disk on its edge near 
the center of the positive control plate. Sterilize 
the forceps by dipping in alcohol and flaming. 

7. With a sterile Pasteur pipette, deposit just enough 
4-NOPD on the upper edge of the disk to saturate 
it; then, push over the disk with the pipette tip 
ошо the agar so that it lies flat. 

8. Insert a sterile disk on the negative control plate 
in the same manner as above. Moisten this disk 
‘with sterile water, and reposition it flat on the agar 
surface. Be sure to use a fresh Pasteur pipette 

9. Place a disk on the unknown plate, and, using the 
same procedures, infiltrate it with your unknown, 
and position it flat on the agar. 

10. On the fourth plate (optional) deposit a drop of 
your unknown from home. If the test substance 
from home is crystalline, place a few crystals di- 
rectly on the top agar of the optional plate in its 
center, Liquid substances should be handled in 
same manner as above. 

11. Incubate all four plates for 48 hours at 37° C. 


SECOND PERIOD 
(Evaluation) 


Examine all four plates. You should have a pro- 
nounced halo of revertant colonies around the disk on 
the positive control plate and no, or very few, rever- 
tants on the negative control plate, The presence of a 
few scattered revertants on the negative control plate 
is due to spontaneous back mutations, which always 
occur. Examine the areas beyond the halo to see if you 
сап detect a faint lawn of bacterial growth. 





CAUTION 
Since much of the glassware in this experiment con- 
tains carcinogens, do not dispose of any of it in the 
usual manner, Your instructor will indicate how this 
glassware is to be handled. 











Record your results on the Laboratory Report and 
answer all the questions. 
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T Medical Microbiology and 
Immunology 


Although many of the exercises up to this point in this manual per- 
tain in some way to medical microbiology, they also have applica- 
tions that are nonmedical. The exercises of this unit, however, are 
primarily medical or dental in nature. 

Medical (clinical) microbiology is primarily concerned with the 
isolation and identification of pathogenic organisms. Naturally, the 
techniques for studying each type of organism are different. A com- 
plete coverage of this field of microbiology is very extensive, en- 
compassing the Mycobacteriaceae, Brucellaceae, Enterobacte- 
riaceae, Corynebacteriaceae, Micrococcaceae, ad infinitum. It is 
not possible to explore all of these groups in such a short period of 
time; however, this course would be incomplete if it did not include 
some of the routine procedures that are used in the identification of 
some of the more common pathogens. 

Exercise 77 in this unit differs from the other 13 exercises in that 
it pertains to the spread of disease (epidemiology) rather than to 
specific microorganisms. Its primary function is to provide an un- 
derstanding of some of the tools used by public health epidemiol- 
ogists to determine the sources of infection in the disease trans- 
mission cycle. 

Since the most frequently encountered pathogenic bacteria are 
the gram-positive pyogenic cocci and the intestinal organisms, 
Exercises 78, 79, and 80 have been devoted to the study of those 
bacteria. The exercise that provides the greatest amount of depth 
is Exercise 79 (The Streptococci). To provide assistance in the iden- 
tification of streptococci, it has been necessary to provide supple- 
‘mentary information in Appendix Е. 

Four exercises (82, 83, 84, and 85) are related to various appli- 
cations of the agglutination reaction to serological testing. Two of 
these exercises pertain to slide tests and two of them are tube 
tests. It is anticipated that the instructor wil select those tests from 
this group that fit time and budget limitations. 

Exercises 87, 88,and 89 cover some of the basic hematological 
tests that might be included in a microbiology laboratory. The last 
exercise (90) pertains to an old test that has been revived pertain- 
ing to caries susceptibility. 
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А disease caused by microorganisms that enter the 
body and multiply in the tissues atthe expense of the 
host is said to be an infectious disease. Infectious dis- 
cases that are transmissible to other persons are con- 
sidered to be communicable. The transfer of commu- 
nicable infectious agents between individuals can be 
accomplished by direct contact, such as in handshak- 
ing, kissing, and sexual intercourse, ог they can be 
spread indirectly through food, water, objects, ani- 
mals, and so оп. 

Epidemiology is the study of how, when, where, 
what, and who are involved in the spread and distrib- 
ution of diseases in human populations. An epidemi- 
ologistis,ina sense, a medical detective who searches 
ош the sources of infection so that the transmission 
cycle can be broken. 

"Whether an epidemic actually exists is deter 
mined by the epidemiologist by comparing the num- 
ber of new cases with previous records. If the number 
of newly reported cases in a given period of time in a 
specific area is excessive, an epidemic is considered 
tobe in progress. If ће disease spreads to one or more 
continents, a pandemic is occurring. 

In this experiment we will have an opportunity to 
approximate, in several ways, the work of the epi- 
demiologist. Each member of the class will take part 
in the spread of a “synthetic infection." The mode of 
transmission will be handshaking. For obvious safety 
reasons, the agent of transmission will not be a 
pathogen. 

"Two different approaches to this experiment are 
given: procedures А and B. In procedure A а white 
powder is used. In Procedure В two non-pathogens 
(Micrococcus luteus and Serratia marcescens) will 
һе used. The advantage of procedure A is that it can 
һе completed in one laboratory session, Procedure В, 
оп the other hand, is more realistic in that viable or- 
ganisms are used; however, it involves two periods. 
‘Your instructor will indicate which procedure is to be 
followed. 


PROCEDURE А. 


In this experiment each student will be given a num- 
bered container of white powder. Only one member in 
the class will be given a powder that is to be consid- 
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А Synthetic Epidemic 


ered the infectious agent. The other members will be 
issued a transmissible agent that is considered nonin- 
fectious. After each student has spread the powder on 
his or her hands, all members of the class will engage 
їп two rounds of handshaking, directed by the in- 
structor. A record of the handshaking contacts will be 
recorded on a chart similar to the one on the 
Laboratory Report. After each round of handshaking, 
the hands will be rubbed on blotting paper so that a 
chemical test can be applied to it to determine the 
presence or absence of the infectious agent. 

‘Once ай the data are compiled, an attempt will be 
made to determine two things: (1) the original source 
‘of the infection, and (2) who the carriers are. The type 
of data analysis used in this experiment is similar to 
the procedure that an epidemiologist would employ. 
Proceed as follows: 


Materials: 
1 numbered container of white powder* 
1 piece of white blotting paper 
spray bottles of "developer solution"* 


Preliminaries 


1. After assembling your materials, write your name 
‘and unknown number at the top of your sheet of 
blotting paper. In addition, draw a line down the 
‘middle, top to bottom, and label the left side 
ROUND 1 and the right side ROUND 2. 

2. Wash and dry your hands thoroughly. 

3. Moisten the right hand with water and prepare it 
with the agent by thoroughly coating it with the 
white powder, especially on the palm surface. 
This step is similar to the contamination that 
‘would occur to one's hand if it were sneezed into 
during a cold. 

IMPORTANT: Once the hand has been prepared 
do not rest it on the tabletop or allow it to touch 
any other abject. 


ааваа To prevent абата fom риа the оопай 
this experiment tha compostons ofthe powders and developar 
soliton are known only to the instructor. The Instructors 
Handbook provides this information- 
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Round 1 


1. On the cue of the instructor, you will begin the 
first round of handshaking. Your instructor will 
inform you when it is your turn to shake hands 
with someone. You may shake with anyone, but it 
is best not to shake your neighbor's hand, Be sure 
10 use only your treated hand, and avoid ex- 
tracurricular glad-handing. 

2. Ineach round of handshaking you will be selected 
by the instructor only once for handshaking; how- 
ever, due to the randomness of selection by the 
hhandshakers, it is possible that you may be se- 
lected as the "shakee" several times. 

3. After every member of the class has shaken some- 
one's hand, you need to assess just who might 
have picked up the “microbe,” To accomplish 
this, wipe your fingers and palm of the contami- 
nated hand on the left side of your blotting paper. 
Press fairly hard, but don’t tear the surface. 
IMPORTANT: Don't allow your hand to touch 
any other object. A second round of handshaking 
follows. 





Round 2 

1. On the cue of your instructor, shake hands with 
another person, Avoid contact with any other ob- 
jects. 

2. Once the second handshaking episode is finished, 
rub the fingers and palm of the contaminated hand 
on the right side of the blotting paper. 
CAUTION: Keep your contaminated hand off 
the left side of the blotting paper. 


Chemical Identification 

1. To determine who has been "infected" we will 
now spray the developer solution on the hand- 
prints of both rounds. One at a time, each student, 
‘with the help of the instructor, will spray his or 
her blotting paper with developer solution. 

2. Color interpretation is as follows: 

Blue:— positive for infectious agent 





Tabulation of Results 

1. Tabulate the results on the chalkboard, using a 
table similar to the one on the Laboratory Report. 

2. Once all results have been recorded, proceed to 
determine the originator of the epidemic. The eas- 
est way to determine this is to put together а 
flowchart of shaking, 

3. Identify those persons that test positive, You will 
be working backward with the kind of informa- 
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tion an epidemiologist has to work with (contacts 
and infections). Eventually, a pattern will emerge 
that shows which person started the epidemic. 

4. Complete the Laboratory Report. 


PROCEDURE B 


In this experiment each student will be given a piece 
of hard candy that has had a drop of Micrococcus lu- 
teus or Serratia marcescens applied to it. Only one 
person in the class will receive candy with 5. 
‘marcescens, the presumed pathogen. All others will 
receive M. luteus 

‘After each student has handled the piece of candy 
with a glove-covered right hand, he or she will shake 
hands (glove to glove) with another student as di- 
rected by the instructor. A record will be kept of who 
takes рап in each contact. Two rounds of handshaking 
will take place. After each round, a plate of trypticase 
soy agar will be streaked. 

‘After incubating the plates, a tabulation will be 
made for the presence or absence of S. marcescens on 
the plates. From the data collected, an attempt will be 
‘made to determine two things: (1) the original source 
of the infection and (2) who the carriers are. The type 
of data analysis used in this experiment is similar to 
the procedure that an epidemiologist would employ. 
Proceed as follows: 





CAUTION 
‘Although the pathogenicity of S. marcescens is con- 
sidered to be relatively low, avoid allowing any skin 
‘contact during this experiment. 











Materials: 
sterile rubber surgical gloves (1 per student) 
hard candy contaminated with М. luteus 
hard candy contaminated with $. marcescens 
sterile swabs (2 per student) 

TSA plates (1 per student) 


Preliminaries 

1. Draw a line down the middle of the bottom of a 

‘TSA plate, dividing it into two halves. Label one 

half ROUND 1 and the other ROUND 2. 

Put a sterile rubber glove on your right hand. 

‘Avoid contaminating the palm surface. 

3. Grasp the piece of candy in your gloved hand, 
rolling it around the surface of your palm. Discard 
the candy into a beaker of disinfectant set aside 
for disposal. You are now ready to do the first- 
round handshake, 
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Round 1 


1. Onthe cue of your instructor, select someone to 
shake hands with. You may shake with anyone, 
but it is best not to shake hands with your 
neighbor, 

2. Ineach round of handshaking you will be selected 
by the instructor only once for handshaking: how- 
ever, due to the randomness of selection by the 
handshakers, it is possible that you may be se- 
lected as the “shake” several times. The instruc- 
tor or a recorder will record the initials of the 
shaker and shakee each time. 

3 After you have shaken someone's hand, swab the 
surface of your palm and transfer the organisms to 
the side of your plate designated as ROUND 1. 
Discard this swab into the appropriate container 
for disposal. 


Round 2 

1. Again, on the cue of your instructor, select some- 
опе at random to shake hands with. Be sure not to 
contaminate your gloved hand by touching some- 


thing else. 
2. With a fresh swab, swab the palm of your hand 
and transfer the organisms to the side of your 
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plate designated аз ROUND 2. Make sure that 
your initials and the initials of the shakee are 
recorded by the instructor or recorder. 

3. Incubate the TSA plate at room temperature for 
48 hours, 


‘Tabulation and Analysis. 

1. After 48 hours incubation look for typical red $ 
‘marcescens colonies on your Petri plate. If such 
colonies are present, record them as positive on 
‘your Laboratory Report chart and on the chart on 
the chalkboard. 

2. Fill out the chart on your Laboratory Report 
with all the information from the chart on the 
chalkboard. 

3. Identify those persons that test positive. You 
will be working backwards with the kind of in- 
formation an epidemiologist has to work with 
(contacts and infections). Eventually а pattern 
will emerge that shows which person started the. 
epidemic. 


LABORATORY REPORT 
Complete the Laboratory Report for this exercise. 
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The Staphylococci: 


Isolation and Identification 


Often in conjunction with streptococci, the staphylo- 
cocci cause abscesses, boils, carbuncles, osteomyelitis, 
and fatal septicemias. Collectively, the staphylococci 
and streptococci are referred to as the pyogenic (pus- 
forming) gram-positive cocci. Originally isolated from 
pus in wounds, the staphylococci were subsequently 
demonstrated to be normal inhabitants of the nasal 
membranes, the hair follicles, the skin, and the per- 
ineum of healthy individuals. The fact that 90% of hos- 
pital personnel are carriers of staphylococci portends 
serious epidemiological problems, especially since 
most strains are penicillinresistan. 

‘The staphylococci are gram-positive spherical 
bacteria that divide in more than one plane to form ir- 
regular clusters of cells. They are listed in section 12, 
volume 2, of Bergey's Manual of Systematic 
Bacteriology. The genus Staphylococcus is grouped 
with three other genera in family Micracaccaceae: 

SECTION 12 GRAM-POSITIVE COCCI 

Family — Micrococcaceae 

Genusl Micrococcus 
Genus Ш Stomatococcus 
Genus Ш Planococcus 
Genus IV Staphylococcus 


Family Ш Deinococcaceae 
Genus Deinococcus 
Genus Ш Streptococcus. 


Although the staphylococci make up a coherent 
phylogenetic group, they have very little in common 
with the streptococci except for their basic similar- 
ities of being gram-positive, non-spore-forming 
cocci. Note that Bergey's Manual puts these two 
genera into separate families due to their inherent 
differences. 

Of the 19 species of staphylococci listed in 
Bergey's Manual, the most important ones are $. au- 
reus, S. epidermidis, and S. saprophyticus. The single 
most significant characteristic that separates these 
species is the ability or inability of these organisms to 
coagulate plasma: only 5. aureus has this ability; the 
other two are coagulase-negative. 

‘Although S. aureus has, historically, been con- 
sidered to be the only significant pathogen of the 
three, the others do cause infections. Some cere- 
brospinal fluid infections (2), prosthetic joint infec- 
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Figure 78.1 Staphylococci 


tions (3), and vascular graft infections (1) have been 
shown to be due to coagulase-negative staphylo- 
cocci. Numbers in parentheses designate references 
at the end of this exercise. 

Our concern in this exercise will pertain exclu- 
sively to the differentiation of only three species of 
staphylococci. If other species are encountered, the 
student may wish to use the API Staph-Ident minia- 
turized test strip system (Exercise 55). 

In this experiment we will attempt to isolate 
staphylococci from (1) the nose, (2) а fomite, and (3) 
an "unknown-control" The unknown-control will be 
a mixture containing staphylococci, streptococci, and 
some other contaminants If the nasal membranes and 
fomite prove to be negative, the unknown-control will 
yield positive results, providing all inoculations and 
tests are performed correctly. 

Since 5, aureus is by far the most significant 
pathogen in this group, most of our concern here will 
be with this organism. It is for this reason that the 
characteristics of only this pathogen will be outlined 
next. 

Staphylococcus aureus cells are 0.8 to 1.0 um in 
diameter and may occur singly, in pairs, or as clusters. 
Colonies of 5. aureus on trypticase soy agar or blood 
agar are opaque, 1 to 3 mm in diameter, and yellow, 
orange, or white. They are salt-tolerant, growing well 
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оп media containing 10% sodium chloride. Virtually 
all strains are coagulase-positive, Mannitol is fer- 
‘mented aerobically to produce acid. Alpha toxin is 
produced that causes a wide zone of clear (beta-type) 
hemolysis on blood agar; in rabbits it causes local 
necrosis and death. 

The other two species lack alpha toxin (do not ex- 
hibit hemolysis) and are coagulase-negative. Mannitol 
is fermented to produce acid (no gas) by all strains of 
S. aureus and most strains of S. saprophyticus. Table 
78.1 lists the principal characteristics that differentiate 
these three species of staphylococcus. 


‘able 78.1 Ditterentiation of three species of staphylococci 





Mote: NS - то ont 5 = senate R = raat 
(2) mosty poate 


To determine the incidence of carriers in our 
classroom, as well as the incidence of the organism on 
common fomites, we will follow the procedure illus- 
trated in figure 78.2. Results of class findings will be 
tabulated on the chalkboard so that all members of the 
class can record data required on the Laboratory 
Report. The characteristics we will look for in our iso- 
ates will be (1) beta-type hemolysis (alpha toxin), (2) 
mannitol fermentation, and (3) coagulase production. 
Organisms found to be positive for these three char- 
acteristics will be presumed to be S. aureus. Final con- 
firmation will be made with additional tests. Proceed 
as follows: 


First PERIOD 
(Specimen Collection) 


Note in figure 78.2 that swabs that have been applied 
to the nasal membranes and fomites will be placed in 
tubes of enrichment medium containing 10% NaCI 
(m-staphylococcus broth). Since your unknown- 
control will lack a swab, initial inoculations from 
this culture will have to be done with a loop. 
Materials: 

1 tube containing numbered unknown-control. 

3 tubes of m-staphylocaccus broth 

2 sterile cotton swabs 
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1. Label the three tubes of m-staphylococcus 
broth NOSE, FOMITE, and the number of your 
unknown-contro, 

2. Inoculate the appropriate tube of m-staphylo- 
coccus broth with one or two loopfuls of your 
unknown-control, 

3. After moistening one of the swabs by immersing 
partially into the “nose” tube of broth, swab the 
nasal membrane just inside your nostril. A small 
amount of moisture on the swab will enhance the 
ppickup of organisms. Place this swab into the 


4. Swab the surface of a fomite with the other swab 
that has been similarly moistened and deposit this 
swab in the "fomite" tube, 

‘The fomite you select may be a coin, drinking 
glass, telephone mouthpiece, or any other item 
that you might think of. 

5. Incubate these tubes of broth for 4 to 24 hours at 
эс. 


SECOND PERIOD 
(Primary Isolation Procedure) 


‘Two kinds of media will be streaked for primary 
isolation: mannitol salt agar and staphylococcus 
medium 110. 

‘Mannitol salt agar (MSA) contains mannitol, 
7.5% sodium chloride, and phenol red indicator. 
‘The NaCl inhibits organisms other than staphylo- 
cocci, If the mannitol is fermented to produce acid, 
the phenol red in the medium changes color from 
red to yellow. 

Staphylococcus medium 110 (SM110) also con- 
tains NaCI and mannitol, but it lacks phenol red. Its 
advantage over MSA is that it favors colony pigmen- 
tation by different strains of $. aureus. Since this 
medium lacks phenol red, no color change takes place 
аз mannitol is Fermented, 


Materials: 
3 culture tubes from last period 
2 Petri plates of MSA 
2 Petri plates of SM110 


1. Label the bottoms of the MSA and SM110 plates 
as shown in figure 78.2. Note that to minimize the 
number of plates required, it will be necessary to 
make half-plate inoculations for the nose and 
fomite. The unknown-control will be inoculated 
‘on separate plates 

2. Quadrant streak the MSA and SM110 plates with 
the unknown control. 

3, Inoculate a portion of the nose side of each plate 
with the swab from the nose tube; then, with а 
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Figure 78.2 Procedure for presumptive identification of staphylococci 
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sterile loop, streak out the organisms on the ге- 
mainder of the agar on that half of each plate. 
The swabbed areas vill provide massive growth; 
the streaked-out areas should yield good colony 
isolation, 

4. Repeat step 3 to inoculate the other half of each 
agar plate with the swab from the fomite tube. 

5. Incubate the plates aerobically at 37° C for 24 to 
36 hours. 


THIRD PERIOD 
(Plate Evaluations and Coagulase/DNase Tests) 


During this period we will perform the following 
tasks: (1) evaluate the plates from the previous ре- 
riod, (2) inoculate blood agar plates, (3) make gram- 
stained slides, and (4) perform coagulase and/or 
DNase tests on organisms from selected colonies. 
Proceed as follows: 


‘Materials: 

MSA and SM110 plates from previous period 

2 blood agar plates 

serological tubes containing 0.5 ml of 1:4 saline 
dilution of rabbit or human plasma (one tube 
for each isolate) 

Petri plates of DNase agar 

gram-staining kit 


Evaluation of Plates 

1. Examine the mannitol salt agar plates. Has the 
phenol red in the medium surrounding any of the 
colonies tuned yellow? 

If this color change exists, it can be pre- 
sumed that you have isolated a strain of $. au- 
reus. Record your results on the Laboratory 
Report and chalkboard. (Your instructor may 
wish to substitute a copy of the chart from the 
Laboratory Report to be filled out at the demon- 
stration table.) 

2. Examine the plates of SM110. The presence of 
growth here indicates that the organisms are salt- 
tolerant, Note color of the colonies (white, yel- 
low, or orange). 

3. Record your observations of these plates on the 
Laboratory Report and chalkboard, 


Blood Agar Inoculations 


1. Label the bottom of one blood agar plate with 
your unknown-control number, and streak out the 
organisms from a staph-like colony. 
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2. Select staphylococcus-like colonies from the 
MSA and SM110 plates from the nose and fomites 
for streaking out on another blood agar plate. Use 
half-plate streaking methods, if necessary. 

3, Incubate the blood agar plates at 37° C for 18 to 
24 hours. Don't leave plates in incubator longer 
than 24 hours. Overincubation will cause blood 
degeneration. 


Coagulase Tests 

The fact that 97% of the strains of S. aureus have 
proven to be coagulase-positive and that the other two 
species are always coagulase-negative makes the co- 
agulase test an excellent definitive test for confirming 
identification of S. aureus. 

‘The procedure is simple. It involves inoculating а 
small tube of plasma with several loopfuls of the or- 
ganism and incubating it in a 37° C water bath for sev- 
eral hours If the plasma coagulates, the organism is 
coagulase-positive. Coagulation may occur in 30 
minutes or several hours later. Any degree of coagula- 
tion, from a loose clot suspended in plasma to a solid 
immovable clot, is considered to be a positive result, 
even if i takes 24 hours to occur. 

It should be emphasized that this test is valid 
only for gram-positive, staphylococcus-like bacte- 
ria, because some gram-negative rods, such as 
Pseudomonas, can cause a false-positive reaction, 
‘The mechanism of clotting in such organisms is not 
due to coagulase, Proceed as follows: 


1. Label the plasma tubes NOSE, FOMITE, or UN- 
KNOWN, depending on which of your plates 
have staph-like colonies. 

2. With a wire loop, inoculate the appropriate tube 
of plasma with organisms from one or more 
colonies on SM110 or MSA. Use several loop- 
fuls. Success is more rapid with a heavy inocula- 
tion. If positive colonies are present on both nose 
and fomite sides, be sure to inoculate a separate 
tube for each side. 

3, Place the tubes in a 37° C water bath, 

4. Check for solidification of the plasma every 30 
minutes for the remainder of the period. Note in 
figure 78.3 that solidification may be complete, as 
in the lower tube, or show up as a semisolid ball, 
as seen in the middle tube. 

‘Any cultures that are negative at the end of 
the period will be left in the water bath. At 24 
hours your instructor will remove them from the 
‘water bath and place them in the refrigerator, so 
that you can evaluate them in the next laboratory 
period. 

5. Record your results on the Laboratory Report. 
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‘COAGULASE-NEGATIVE 


‘COAGULASE-FOSITVE 


COAGULASE-POSITIVE 











Figure 78.3 Coagulase test results: one negative and 
two postive tests 


DNase Test 

‘The fact that coagulase-positive bacteria are also able 
to hydrolyze DNA makes the DNase test a reliable 
means of confirming S. aureus identification. The fol- 
lowing procedure can be used to determine if a staph- 
like organism can hydrolyze DNA. 


1. Heavily streak the organism on a plate of DNase 
est agar. One plate can be used for several test 
cultures by making short streaks about 1 inch 
long. 

2. Incubate for 18-24 hours at 35° C. 


Gram-Stained Slides 
While your tubes of plasma are incubating in the wa- 
ter bath, prepare gram-stained slides from the same 
colonies that were used for the blood agar plates and 
coagulase tests. 

Examine the slides under oil immersion lens and 
draw the organisms in the appropriate areas on the 
Laboratory Report 


FounrH PERIOD 
(Confirmation) 
During this period we will make final assessment of 


all tests and perform any other confirmatory tests that 
might be available to us. 


Materials: 
coagulase tubes from previous tests 
blood agar plates from previous period. 
DNase test agar plates from previous period 
O.IN HCL 


1. Examine any coagulase tubes that were carried 
over from the last laboratory period that were 
negative at the end of that period. Record your re- 
sults on the Laboratory Report 

2. Examine the colonies on your blood agar plates. 
Look for clear (beta-type) hemolysis around the 
colonies. The presence of alpha toxin is а defini- 
tive characteristic of S. aureus. Record your re- 
sults on the Laboratory Report. 

3. Look for zones of clearing near the streaks on the 
DNase agar plate. If none is seen, develop by 
flooding the plate with 0.IN HCI. The acid will 
render the hydrolyzed areas somewhat opaque 

4. Record your results on the chart on the chalk- 
board or chart on demonstration table, If an 
instructor-supplied tabulation chart is used, the 
instructor will have copies made of it to be sup- 
plied to each student. 


FURTHER TESTING 


In addition to using the API Staph-Ident miniaturized 
test strip system (Exercise 55) to confirm your identi- 
fication of staphylococci, you may wish to use the la- 
tex agglutination slide test described in Exercise 83. 
Your instructor will inform you as to the availability 
of these materials and the desirability of proceeding 
further. 


LABORATORY REPORT 
After recording your results on the chalkboard (or on 
chart on demonstration table), complete the chart on 
the Laboratory Report and answer all the questions. 
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"The streptococci differ from the staphylococci in that 
they are arranged primarily in chains rather than in 
clusters. In addition to causing many mixed infections 
with staphylococci, the streptococci can also, sepa- 
rately, cause diseases such as pneumonia, meningitis, 
endocarditis, pharyngitis, erysipelas, and glomeru- 
oncphriis 

Several species of streptococci are normal inhab- 
itants of the pharynx. They can also be isolated from 
surfaces of the teeth, the saliva, skin, colon, rectum, 
and vagina. 

The streptococci of greatest medical significance 
эге S. pyogenes, S. agalactiae, and $. pneumoniae. Of 
lesser importance are 5. faecalis, 5 faecium, and S 
bovis. Appendix E describes in greater detail the char- 
acteristics and significance of these and other strepto- 
coccal species. 

The purpose of this exercise is twofold: (1) to 
earn about standard procedures for isolating strepto- 
cocci from the pharynx and (2) to learn how to differ- 
entiate between the most significant medically impor- 
tant streptococci. 

Figure 79.2 illustrates the overall procedure to be 
followed in the pursuit of the above two goals. Note 
that blood agar is used to separate the streptococci 
into two groups on the basis of the type of hemolysis 
they produce on blood agar. Those organisms that 
produce alpha hemolysis on blood agar can be differ- 
entiated by four tests. Those that produce beta-type 
hemolysis can be differentiated with the CAMP test 
and three other tests. The procedure outlined here is, 
primarily, designed to achieve presumptive identifica. 
Поп of seven groups of streptococci. А few extra tests 
are usually required to confirm identification. 

"To broaden the application of these tests you may 
be given two or three unknown cultures of strepto- 
cocci to be identified along with the pharyngeal iso- 
lates if unknowns are to be used, they will not be is- 
sued until physiological media are ta be inoculated. 





First PERIOD 
(Making a Streak-Stab Agar Plato) 
During this period a plate of blood agar is swabbed 


and streaked in a special way to determine the type of 
hemolytic bacteria that are present in the pharynx. 
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Figure 791 Streptococci 


Before making such a streak plate, however, clini- 
cians prefer to use a tube of enrichment broth (TSB) 
ora selective medium of TSB with a little crystal vi- 
olet added to it (TSBCV). Media of this type are usu- 
ally incubated at 37° C for 24 hours. This is particu- 
larly useful if the number of organisms might be low 
or ifthe swab cannot be applied to blood agar imme- 
diately. Although this enrichment/selective step has 
been omitted here, it should be understood that the 
procedure is routine. 

‘Since swabbing one's own throat properly can be 
difficult, it will be necessary for you to work with 
your laboratory partner to swab each other's throats. 
Once your throat has been swabbed, you will proceed 
то use the swab to streak and stab your own agar plate 
according toa special procedure shown in figure 79.3. 
Materials: 

1 tongue depressor 

1 sterile cotton swab 

inoculating loop 

1 blood agar plate 
1. With the subject's head tilted back and the tongue 

held down with the tongue depressor, rub the back 
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Figure 79.2 Media inoculations for the presumptive identification of streptococel 


263 





T Benson: erbilgiet Г XV. Medical Microbiology [ты ерисе T 


темени 
‘Applications Lab Manual, and ту Isolation and eniin. Companies, 200 
ght Elton 

Exercise 79 + The Streptococci: Isolation and Identification 


surface of the pharynx up and down with the ster- 
ile swab. 

‘Also, look for white patches in the (оз Шаг 
area. Avoid touching the cheeks and tongue. 

2. Since streptococcal hemolysis is most accu- 
rately analyzed when the colonies develop 
anaerobically beneath the surface of the agar, it 
will be necessary to use a streak-stab technique 
as shown in figure 79.3. The essential steps are 
as follows: 

* Roll the swab over an area approximating one- 
fifth of the surface, The entire surface of the 
swab should contact ће agar. 

* With a wire loop, streak out three areas as 
shown to thin out the organisms, 

* Stab the loop into the agar to the bottom of — 1. 
the plate at an angle perpendicular to the sur- 
face to make a clean cut without ragged 
edges. 2 

* Be sure to make one set of stabs in an un- 
streaked area so that streptococcal hemolysis 
will be easier to interpret with a microscope. 





CAUTION 
Dispose of swabs and tongue depressors in beaker of 
disinfectant. 








3. Incubate the plate aerobically at 37° C for 24 
hours. Do not incubate longer than 24 hours. 


SECOND PERIOD 
(Analysis and Subculturing) 


During this period, two things must be accomplished: 
first, the type of hemolysis must be correctly determined 
and, second, well-isolated colonies must be selected for 
making subcultures. The importance of proper subcul- 
turing cannot be overemphasized: without a pure cul- 
ture, future tests are certain to fail. Proceed as follows: 


Materials: 


‘blood agar plate from previous period 
tubes of TSB (one for each different type of 
colony) 
dissecting microscope 
Look for isolated colonies that have alpha or beta 
hemolysis surrounding them. Streptococcal 
colonies are characteristically very small. 
Do any of the stabs appear to exhibit hemoly- 
sis? Examine these hemolytic zones near the 
stabs under 60% magnification with a dissect- 
ing microscope. 
Consult figure 79.4 to analyze the type of hemol- 
ysis, Note that the illustrations on the left side in- 
dicate what the colonies would look like if they 
were submerged under a layer of blood agar (two- 
layer pour plate). The illustrations on the right in- 
dicate the nature of hemolysis around stabs on 
streak-stab plates. Although this illustration is 
very diagrammatic, it reveals the microscopic dif- 
ferences between three kinds of hemolysis: alpha, 
alpha-prime, and beta. 
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Figure 792 Streak-stab procedure for blood agar inoculations 
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Only those stabs that are completely free of 
тей blood cells in the hemolytic area are consid- 
егей to be beta hemolytic. The chance of isolat- 
ing a colony of this type from your own throat is 
very slim, for the beta hemolytic streptococci are 
the most serious pathogens. 

If some red blood cells are seen dispersed 

throughout the hemolytic zone, the organism is 
classified as alpha-prime hemolytic. Viridans 
streptococci often fall in this category. 
Record your observations on the Laboratory Report. 
Select well-isolated colonies that exhibit hemoly- 
sis (alpha, beta, or both) for inoculating tubes of 
‘TSB. Be sure to label the tubes ALPHA or BETA. 
Whether or not the organism is alpha or beta is 
crucial in identification, 

‘Since the chances of isolating beta hemolytic 
streptococci from the pharynx are usually quite 
slim, notify your instructor if you think you have 
isolated one. 

Incubate the tubes at 37° C for 24 hours. 
Important: At some time prior to the next labo- 
ratory session, review the material in Appendix E 
that pertains to this exercise, 


THIRD PERIOD 
(inoculations for Physiological Tests) 


Presumptive identification of the various groups of 
streptococci is based on seven or eight physiological 
tests, Table 79.1 on page 267 reveals how they perform 
‘on these tests. Note that groups A, B, and C are all beta 
hemolytic; a few enterococci are also beta hemolytic. 
‘The remainder are all alpha hemolytic or nonhemolytic. 

‘Since each of the physiological tests is specific 
for differentiating only two or three groups, it is not 
desirable to do all the tests on all unknowns, For econ- 
‘omy and preciseness, only four tests that are men- 
tioned for the third period in figure 79.2 should be 
performed on an isolate or unknown, 

‘Before any inoculations are made, however, itis de- 
sirable to do a purity check on each TSB culture from 
the previous period, To accomplish this it will be neces- 
sary to make a gram-stained slide of each of the cultures. 

If unknowns are to be issued, they will be given 
to you at this time. They will be tested along with your 
‘pharyngeal isolates. The only information that will be 
given to you about each unknown is its hemolytic type 
so that you will be able to determine what physiologi- 
cal tests to perform on each one, Proceed as follows: 


Gram-Stained Slides (Purity Check) 
Materials: 
‘TSB cultures from previous period 
gram-staining kit 





Figure 734 Comparison of hemolysis typos as seen on 
pour plates and streak-stab plates 





1. Make a gram-stained slide from each of the pha- 
ryngeal isolates and examine them under oil im- 
mersion lens. Do they appear to be pure cultures? 

2. Draw the organisms in the appropriate circles on 
the Laboratory Report 


Beta-Type Inoculations 
Use the following procedure to perform tests on each 
isolate that has beta-type hemolysis: 


Materials: 
for each isolate: 

1 blood agar plate 

1 tube of sodium hippurate broth 

1 bacitracin differential disk 

1 SXT sensitivity disk 

1 broth culture of S. aureus 

dispenser or forceps for transferring disks. 


1. Label a blood agar plate and a tube of sodium hip- 
purate broth with proper identification informa- 
tion of each isolate and unknown to be tested, 

2. Follow the procedure outlined in figure 79.5 to in- 
‘culate each blood agar plate with the isolate (or 
unknown) and S. aureus. 


265 





T Benson: Microbiological! | XV. Medea! Microbiology | тае ерисе | 


OTe Now г 
‘Applications Lab Manual, and immunology Isolation ed ideation Campanian, 2001 
ght Elton 


Exercise 79 + The Streptococci: Isolation and Identification. 


Note that a streak of the unknown is brought 
down perpendicular to the S. aureus streak, keep- 
ing the two organisms about 1 cm арап. 

3. With forceps or dispenser, place one bacitracin 
differential disk and one SXT disk on the heavily 
streaked area at points shown in figure 79.5. Press 
down on each disk slighty. 

4. Inoculate one tube of sodium hippurate broth for 
each isolate or unknown. 

5. Incubate the blood agar plates at 37° C, aerobi- 
cally, for 24 hours, and the hippurate broth tubes. 
at 35° C, aerobically, for 24 hours. If the hipparate 
broths prove to be negative or weakly positive at 
24 hours, they should be given more time to see if 
they change. 


Alpha-Type Inoculations 
‘As shown in figure 79.2, four inoculations will be made 
for each isolate or unknown that is alpha hemolytic. 
Materials: 
1 blood agar plate (for up to 4 unknowns) 
16.5% sodium chloride broth 
1 trypticase soy broth (TSB) 
1 bile esculin (BE) slant 
1 optochin (Тахо P) disk 
candle jar setup or CO, incubator 
1. Mark the bottom of a blood agar plate to divide it 
into halves, thirds, or quarters, depending on the 
number of alpha hemolytic organisms to be 
tested. Label each space with the code number of 
each test organism. 
2. Completely streak over each area of the blood 
agar plate with the appropriate test organism, and 


place one optochin (Тахо P) disk in the center of 
each area. Press down slightly on each disk to se- 
сше it to the medium, 

3. Inoculate one tube each of TSB, BE, and 6.5% 
NaCl broth with each test organism. 

4. Incubate all media at 35°-37° C as follows: 


Blood agar plates: 24 hours in a candle jar 
6.5% NaCI broths: 24, 48, and 72 hours 
Bile esculin slants: 48 hours 

‘Trypticase soy broths: 24 hours 


Note: While the blood agar plates should be in- 
cubated in a candle jar or CO, incubator, the re- 
‘maining cultures can be incubated aerobically. 


FOURTH PERIOD 
(Evaluation of Physiological Tests) 


Once all of the inoculated media have been incubated 
for 24 hours, you are ready to examine the plates and 
tubes and add test reagents to some of the cultures. 
Some of the tests will also have to be checked at 48 
and 72 hours. 

After you have assembled all the plates and tubes 
from the last period, examine the blood agar plates 
first that were double-streaked with the unknowns and 
S. aureus. Note that the second, third, and fourth tests 
listed in table 79.1 can be read from these plates. 
Proceed as follows: 


CAMP Reaction 
If you have an unknown that produces an enlarged 


arrowhead-shaped hemolytic zone at the juncture 
where the unknown meets the S. aureus streak, as seen 
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Figure 79.5 Blood agar inoculation technique for the CAMP, bacitracin, and SXT tests 
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in figure 79.6, the organism is S. agalactiae. This phe- 
‘nomenon is due to what is called the CAMP factor The 
‘only problem that can arise from this test is that if the 
plate is incubated anaerobically, a positive CAMP re- 
action can occur оп 5. pyogenes inoculated plates. 

Record the CAMP reactions for each of your iso- 
lates or unknowns on the Laboratory Report. 


Bacitracin Susceptibility 

Any size zone of inhibition seen around the bacitracin 
disks should be considered to be a positive test result. 
Note in table 79.1 that S. pyogenes is positive for this 
characteristic 


‘This test has two limitations: (1) the disks must be 
of the differential type, not sensitivity type, and (2) the 
test should not be applied to alpha hemolytic strepto- 
cocci, Reasons: Sensitivity disks have too high a con- 
centration of the antibiotic, and many alpha hemolytic 
streptococci are sensitive to these disks. 

Record the results of this test on table under D of 
your Laboratory Report 


SXT Sensitivity Test 
‘The disks used in this test contain 1.25 mg of 
trimethoprim and 27.75 mg of sulfamethoxazole 
(SXT). The purpose of this test is to distinguish 


‘Table 78.1 Physiological Tests for Streptococcal Differentiation 
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755 Note positive SXT disk on right, negative 
bacitracin disk on left, and positive CAMP reaction (ar- 
rowhead). Organism: S. agalactiae. 


groups A and В from other beta hemolytic strepto- 
cocci. Note in table 79.1 that both groups А and B are 
uniformly resistant to SXT. 

If a beta hemolytic streptococcus proves to be 
bacitracin-resistant and SXT-susceptible, it is classi- 
fied as being a non-group-A or -B beta hemolytic 
streptococcus. This means that the organism is prob- 
ably a species within group C. Keep in mind that an 
occasional group streptococcal strain is susceptible 
to both bacitracin and SXT disks. One must always re- 
member that exceptions to most tests do occur; that is 
why this identification procedure leads us only to pre- 
sumptive conclusions. 

Record any zone of inhibition (resistance) as pos- 
itive for this test. 


Hippurate Hydrolysis 
Note in table 79.1 that hippurate hydrolysis and the 
САМР test are grouped together as positive tests for 
5 agalactiae. If an organism is positive for both tests, 
ог either one, one can assume with almost 100% cer- 
tainty that the organism is S. agalactiae. 

Proceed as follows to determine which of your 
isolates are able to hydrolyze sodium hippurate: 


Materials: 
serological test tubes 
serological pipettes (1 ml size) 
ferric chloride reagent 
centrifuge 


1. Centrifuge the culture for 3 to 5 minutes. 

2 Pipette 0.2 ml of the supernatant and 0.8 ml of fer- 
ric chloride reagent into an empty serological test 
tube. Mix well. 


268 





3. Look for a heavy precipitate to form. If the pre- 
cipitate forms and persists for 10 minutes or 
longer, the test is positive. If the culture proves to 
be weakly positive, incubate the culture for an- 
other 24 hours and repeat the test. 

4. Record your results on the Laboratory Report. 


Bile Esculin Hydrolysis 

This is the best physiological test that we have for the 
identification of group D streptococci. Both entero- 
coccal and nonenterococcal species of group D are 
able to hydrolyze esculin in the agar slant, causing the 
slant to blacken. 

А positive BE test tells us that we have a group D 
streptococcus; differentiation of the two types of group. 
D streptococci depends on the salt-tolerance test. 

Examine the BE agar slants, looking for black- 
ening of the slant, as illustrated in figure 79.7. If 
less than half of the slant is blackened, or if no 
blackening occurs within 24 to 48 hours, the test is 
negative, 

















Figure 75 Positive bile esculln hydrolysis on left 
negative on right 


Salt Tolerance (6.5% NaCl) 
All enterococci of group D produce heavy growth in 
6.5% NaCI broth. As indicated in table 79.1, none of 
the nonenterococci, group Р, grow in this medium. 
This test, then, provides us with a good method for 
differentiating the two types of group D streptococci 
‘A positive result shows up as turbidity within 72 
hours. A color change of purple to yellow may also 
be present. If the tube is negative at 24 hours, incubate 
it and check it again at 48 and 72 hours. Ifthe organ- 
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ism is salt-tolerant and BE-positive, itis considered to 
be an enterococcus. Parenthetically, it should be 
added here that approximately 80% of group B strep- 
tococci will grow in this medium, 


Optochin Susceptibility 
Optochin susceptibility is used for differentiation of 
the alpha hemolytic viridans streptococci from the 
‘pneumococci. The pneumococci are sensitive to these 
disks; the viridans organisms are resistant. 
Materials: 
blood agar plates with optochin disks 
plastic metric ruler 
1. Measure the diameters of zones of inhibition that 
surround each disk, evaluating whether the zones 
are large enough to be considered positive. The 
standards are as follows: 
* For 6 mm diameter disks, the zone must be at 
least 14 mm diameter to be considered positive. 
+ For 10 mm diameter disks, the zone must be at 
least 16 mm diameter to be considered positive. 
2. Record your results on the Laboratory Report. 


Bile Solubility 
If an alpha hemolytic streptococcal organism is solu- 
ble in bile and positive on the optochin test, presump- 
tive evidence indicates that the isolate is $. pneumo- 
niae. Perform the bile solubility test on each of your 
alpha hemolytic isolates as follows: 


Materials: 
2 empty serological tubes (per test) 
dropping bottle of phenol red indicator 


dropping bottle of 005N NaOH 
TSB culture of unknown 

2% bile solution (sodium desoxycholate) 
bottle of normal saline solution 

2 serological pipettes (1 ml size) 

water bath (37°С) 


1. Mark one empty serological tube BILE and the 
other SALINE. Into their respective tubes, pipette 
0.5 ml of 2% bile and 0.5 ml of saline. 

2. Shake the TSB unknown culture to suspend the 
organisms and pipette 0.5 ml of the culture into 
each tube. 

3. Add one or two drops of phenol red indicator to 
each tube and adjust the pH to 7.0 by adding drops 
of 0.05N NaOH. 

4. Place both tubes in a 37° C water bath and exam- 
ine periodically for 2 hours. If the turbidity clears 
in the bile tube, it indicates that the cells have dis- 
integrated and the organism is 5, pneumoniae. 
Compare the tubes side by side. 

5. Record your results on the Laboratory Report 


FINAL CONFIRMATION 


All the laboratory procedures performed so far lead us 
to presumptive identification. To confirm these con- 
clusions it is necessary to perform serological tests on 
each of the unknowns. If commercial kits are avail- 
able for such tests, they should be used to complete 
the identification procedures, 


LABORATORY REPORT 
‘Complete the Laboratory Report for this exercise. 
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‘The enteric pathogens of prime medical concern are 
the salmonella and shigella. They cause enteric 
fevers, food poisoning, and bacillary dysentery. 
Salmonella typhi, which causes typhoid fever, is by 
far the most significant pathogen of the salmonella 
group. In addition to the typhoid organism, there are 
10 other distinct salmonella species and aver 2,200 
serotypes. The shigella, which are the prime causes of 
human dysentery, comprise four species and many 
serotypes. Serorypes within genera are organisms of 
similar biochemical characteristics that can most eas- 
ily be differentiated by serological typing. 

Routine testing for the presence of these 
pathogens isa function of public health laboratories at 
various governmental levels. The isolation of these 
pathogenic enterics from feces is complicated by the 
fact that the colon contains а diverse population of 
bacteria. Species of such genera as Escherichia, 
Proteus, Enterobacter, Pseudomonas, and Clos- 
iridium exist in large numbers: hence itis necessary to 
use media that are differential and selective to favor 
the growth of the pathogens. 

Figure 80.1 is a separation outline that is the basis 
for the series of tests that are used to demonstrate the 


Gram-Negative Intestinal Pathogens 


presence of salmonella or shigella in a patient's blood, 
urine, or feces. Note that lactose fermentation sepa- 
rates the salmonella and shigella from most of the 
other Enterobacteriaceae. Final differentiation of the 
two enteric pathogens from Proreus relies on motility, 
hydrogen sulfide production, and urea hydrolysis 
‘The differentiation information of the positive lactose 
fermenters on the left side of the separation outline is 
provided here mainly for comparative references that 
can be used for the identification of other unknown 
шей 

"The procedural diagram in figure 80.2 on the op- 
posite page reveals how we will apply these facts in 
the identification of an unknown salmonella or 
shigella. The entire process will involve four labora- 
tory periods. 

In this experiment you will be given a mixed cul- 
ture containing а coliform, Proteus, and a salmonella 
‘or shigella. The pathogens will be of the less danger- 
‘ous types, but their presence will, naturally, demand 
utmost caution in handling. Your problem will be to 
isolate the pathogen from the mixed culture and make 
а genus identification, There are five steps that are 
used to prove the presence of these pathogens in a 
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Figure 80.1 Separation outline of Enterobacteriacea 
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‘Figure 802 Isolation and presumptive identification of Salmonella and Shigella 
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stool sample: (1) enrichment, (2) isolation, (3) fer- 
mentation tests, (4) final physiological tests, and 
(5) serotyping. 

Enrichment 

‘There are two enrichment media that are most fre- 
quently used to inhibit the nonpathogens and favor the 
growth of pathogenic entercs. They are selenite F and 
gram-negative (GN) broths. While most salmonella 
grow unrestricted in these two media, some of the 
shigella are inhibited to some extent in selenite F 
broth; thus, for shigella isolation, GN broth is pre- 
ferred. In many cases, stool samples are plated di- 
rectly on isolation media. 

In actual practice, 1 to 5 grams of feces are placed 
in 10 ml of enrichment broth. In addition, plates of var- 
ious kinds of selective media are inoculated directly. 
"The broths are usually incubated for 4 to 6 hours. 

Since we are not using stool samples in this exer- 
cise, the enrichment procedure is omitted. Instead, 
you will streak the isolation media directly from the 
unknown broth, 


First PERIOD 
(isolation) 

‘There are several excellent selective differential me- 
dia that have been developed for the isolation of these 
pathogens, Various inhibiting agents such as brilliant 
green, bismuth sulfite, sodium desoxycholate, and 
sodium citrate are included in them, For Salmonella 
typhi, bismuth sulfite agar appears to be the best 
‘medium. Colonies of $. ryphi on this medium appear 
black due to the reduction of sulfite to sulfide. 

Other widely used media are MacConkey agar, 
Hekioen Enteric араг (HE), and Xylose Lysine 
Desoxycholate (XLD) agar. These media may contain. 
ile salis and/or sodium desoxycholate to inhibit 
‘gram-positive bacteria. To inhibit coliforms and other 
nonenterics, they may contain a citrate. АП of them 
contain lactose and a dye so that if an organism is a 
lactose fermenter, its colony will take on a color char- 
acteristic of the dye present. 

‘Since the enrichment procedure is being omitted 
here, you will be issued an unknown broth culture 
with a pathogenic enteric. Your instructor will indi- 
cate which selective media will be used. Proceed as 
follows to inoculate the selective media with your un- 
known mixture: 

Materials: 
unknown culture (mixture of a coliform, 
Proteus, and a salmonella or shigella) 
1 or more Petri plates of different selective 
‘media: MacConkey, Hektoen Enteric (HE), 
ог Xylose Lysine Desoxycholate (XLD) agar 
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1. Label each plate with your name and unknown 
number. 

2. With a loop, streak each plate with your unknown 
in a manner that will produce good isolation. 

3. Incubate the plates at 37° C for 24 to 48 hours. 


SECOND PERIOD 
(Fermentation Tests) 


Аз stated above, the fermentation characteristic that 
separates the SS pathogens from the coliforms is their 
inability to ferment lactose. Once we have isolated 
colonies on differential media that look like salmo- 
nella or shigella, the next step is to determine whether 
the isolates can ferment lactose. All media for this 
purpose contain at least two sugars, glucose and lac- 
tose, Some contain a third sugar, sucrose, They also 
contain phenol red to indicate when fermentation ос- 
curs. Russell Double Sugar (RDS) agar is one of the 
simpler media that works well. Kligler iron agar may 
also be used. It is similar to RDS with the addition of 
iron salts for detection of HS. Your instructor will in- 
dicate which one will be used. 

Proceed as follows to inoculate three slants from 
colonies on the selective media that look like either 
salmonella or shigella. The reason for using three 
slants is that the you may have difficulty distinguish- 
ing Proteus from the SS pathogens, By inoculating 
three tubes from different colonies, you will be in- 
creasing your chances of success 


Materials: 
З agar slants (RDS or Kligler iron) 
‘streak plates from first period 

1. Label the three slants with your name and the 
number of your unknown. 


2. Look for isolated colonies that look like salmo- 
nella or shigella organisms. The characteristics to 
look for on each medium are as follows: 

* MacConkey agar—Salmonella, Shigella and 
other non-lactose-fermenting species produce 
smooth, colorless colonies. Coliforms that fer- 
‘ment lactose produce reddish, mucoid, ог 
dark-centered colonies 

* Hektoen Enteric (HE) agar—Salmonella 
and Shigella colonies are greenish-blue. Some 
species of Salmonella will have greenish-blue 
colonies with black centers due to H2S pro- 
duction. Coliform colonies are salmon to ог. 
ange and may have а bile precipitate 

+  Xylose Lysine Desoxycholate (XLD) agar— 
although most Salmonella produce red 
colonies with black centers, a few may pro- 
duce red colonies that lack black centers. 
Shigella colonies are red. Coliform colonies 
are yellow. 
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‘Some Pseudomonas produce false-positive red 

colonies. 

3. With a straight wire, inoculate the three agar 
slants from separate SS-appearing colonies. Use 
the streak-stab technique. When streaking the sur- 
face of the slant before stabbing, move the wire 
‘over the entire surface for good coverage. 

4. Incubate the slants at 37° C for 18 to 24 hours. 
Longer incubation time may cause alkaline rever- 
sion. Even refrigeration beyond this time may 

Alkaline reversion is а condition in which 
the medium turns yellow during the first part of 
the incubation period and then changes to red 
later due to increased alkalinity. 


THIRD PERIOD 
(Slant Evaluations and Final inoculations) 


During this period you will inoculate tubes of SIM 
medium and urea broth with organisms from the 
slants of the previous period. Examination of the sep- 
aration outline in figure 80.1 reveals that the final step 
inthe differentiation of the SS pathogens is to deter- 
mine whether a non-lactose-fermenter can do three 
things: (1) exhibit motility, (2) produce hydrogen sul- 
fide, and (3) produce urease. You will also be making 
а gram-stained slide to perform a purity check. If 
miniaturized multitest media are available, they can 
also be inoculated at this time, 


Materials: 
RDS or Kligler iron agar slants from previous 
period 
1 tube of SIM medium for each positive slant 
1 tube of urea broth for each positive slant 
miniaturized multitest media such as API 20E or 
Enterotube П (optional) 


1. Examine the slants from the previous period and 
select those tubes that have a yellow butt with 
a red slant, These tubes contain organisms that 
ferment only glucose (non-lactose-fermenters). If 
you used Kligler’s iron agar, a black precipitate in 
the medium will indicate that the organism is a 
producer of HaS. 

Note in figure 80.1 that slants that are com- 
pletely yellow are able to ferment lactose as well 
as glucose, Tubes that are completely red are ei- 
ther nonfermenters or examples of alkaline rever- 
sion, Ignore those tubes. 

2. With aloop, inoculate one tube of urea broth from 
each slant that has a yellow butt and red slant 
(non-lactose-fermenter), 


Gram-Negative Intestinal Pathogens + Exercise 80 

3. With a straight wire, stab one tube of SIM 
‘medium from each of the same agar slants. Stab 
in the center to two-thirds of depth of medium. 

4. Incubate these tubes at 37° C for 18 to 24 hours. 

5. Make gram-stained slides from the same slants 
and confirm the presence of gram-negative rods 

6. If miniaturized multitest media are available, 
such as API 20E or Enterotube II, inoculate and 
incubate for evaluation in the next period. Consult 
Exercises 52 and 53 for instructions. 

7. Refrigerate the positive RDS and Kligler iron 
slants for future use, if needed. 


FOURTH PERIOD 
(Final Evaluation) 


During this last period the tubes of SIM medium, urea. 

broth, and any miniaturized multitest media from the 

last period will be evaluated. Serotyping can also be 
performed, if desired. 
Materials: 
tubes of urea broth and SIM medium from 
previous period 

Kovacs' reagent and chloroform. 

5 ml pipettes 

miniaturized multitest media from previous 
period 

serological testing materials (optional) 

1. Examine the tubes of SIM medium, checking for 
motility and Ha production. If you see cloudi- 

ness spreading from the point of inoculation, the 

organism is motile, A black precipitate will be 
evidence of H,S production. 

‘Test for indole production by pipetting 2 ml of chlo- 

roform into each SIM tube and then adding 2 ml of 

Kovacs’ reagent. A pink to deep red color will 

form in the chloroform layer if indole is produced. 
‘Salmonella are negative. Some Shigella may 

be positive. Citrobacter and Escherichia are pos- 
itive, 

3. Examine the urea broth tubes. If the medium has 
changed from yellow to red or cerise color, the 
organism is urease-positive. 

4. Ifa miniaturized multitest media was inoculated 
in the last period, complete them now. 

5. If time and materials are available, confirm the 
identification of your unknown with serological 
typing, Refer to Exercise 80. 





LABORATORY REPORT 


Record the identity of your unknown on the 
Laboratory Report and answer all the questions. 
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Chronic or acute infections of the urinary tract may 
involve the kidneys, ureters, bladder, or urethra. Such 
infections may cause high blood pressure, kidney 
damage, uremia, or death. In some instances the in- 
fections are inapparent and may go unnoticed for 
some time, Most infections of this tract enter by way 
of the urethra; very few originate in the blood. 

‘A multitude of organisms can cause urinary in- 
fections, The most common cause of such infections 
in women of childbearing age is Escherichia coli, In 
order of frequency after Ё. coli are other members of 
the Enterobacteriaceae, Pseudomonas aeruginosa 
and Staphylococcus species. 

The importance of performing microbial analyses 
of urine on patients with urinary infections cannot be 
‘overemphasized. Some physicians tend to treat pa- 
tients with antimicrobics and watch for symptomatic 
improvement without performing follow-up urinary 
tests, but this practice is not reliable. Clinical testing 
of urine 48 to 78 hours after the start of chemotherapy 
should be performed to evaluate the effectiveness of 
the therapy. If the antimicrobics are effective, the 
urine will be free of bacteria at this time. 

А thorough microbial analysis of urine from a pa- 
tient with urinary distress should be both quantitative 
and qualitative. The steps are as follows: 





* Collecta urine sample as aseptically as possible, 

* Doa plate count to determine the presence or ab- 
sence of infection. 

+ Isolate the pathogen, if an infection is known to 
be present. 

* Make a presumptive identification of the pathogen. 

* Do an antimicrobic sensitivity test. 


Except for antimicrobic testing, all of the above 
steps will be addressed in this laboratory exercise. 
Note that there are two parts to this experiment. The 
first portion pertains to doing a plate count. Note, 
also, that in figures 81.1 and 81.2 two different meth- 
ods are available for making the inoculations. Your in- 
structor vill indicate which method will be used. 
‘The second portion of this exercise is concerned 
with the protocol that one can follow to identify the 
genus of a pathogen that might be causing a urinary 
infection. Figure 81.3 depicts the routine that we will 
use to make this determination. Completion of this 
second portion of the exercise will yield only a pre- 


274 


Urinary Tract Pathogens 


‘sumptive identification of a pathogen. Further phys- 
iological tests, which are not included in this exercise, 
would be necessary to make species identification. 


Aseptic Collection of Urine 


Since the urethra in all individuals contains some bac- 
teria, especially near its external orifice, the mere 
presence of bacteria in urine does not necessarily in- 
dicate that a urinary infection exists. One might as- 
‘sume that aseptic collection can be achieved with a 
catheter. However, collection by catheterization is, 
generally, not desirable because bacteria may be dis- 
lodged in the urethra, and there is the danger of caus- 
ing an infection with this procedure. 

‘Meaningful results, however, can be obtained 
with midstream voided specimens collected in sterile 
containers. For best results, the external genitalia 
should be cleansed with liquid soap containing 
chlorhexidine. Even with midstream samples, how- 
ever, one can expect to find low counts of the follow- 
ing contaminants in normal urine: coagulase-negative 
staphylococci, diphiheroid bacilli, enterococci, 
Proteus, hemolytic streptococci, yeasts, and aerobic 
gram-positive spore-forming rods, 

‘Specimens are most reliable when plated out im- 
‘mediately after collection. If bacterial tests cannot be 
performed immediately, refrigeration is mandatory, It 
‘must be kept in mind that urine is an ideal growth 
medium for many bacteria, Specimens not properly ге- 
ffigerated should be considered unsatisfactory for study. 


THE PLATE COUNT 


Before attempting to isolate pathogens from a urine 
sample, one should determine, first of all, that an in- 
fection actually exists. Since normal urine always 
contains some bacteria, yeasts, and other organisms, 
we need to know if there is an excess number of or- 
ganisms present due to an infection somewhere in the 
urinary tract. The best way to make this evaluation is 
to doa plate count to determine the number of organ- 
isms per ml that are present. 

Generally speaking, if a urine sample contains 
100,000 or more organisms per ml, one may assume 
that significant bacteriuria exists. In some instances, 
however, urine from completely normal individuals 
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may exceed these numbers. It is also possible for 
counts between 1,000 and 100,000 to be significant. 
‘Thus, it is apparent that precise evaluation of plate 
‘counts must take into consideration other factors, The 
clinician, aware of the effects of certain variables, will 
subjectively evaluate the results. Our purpose here in 
this experiment is not to interpret, but simply to be- 
‘come familiar with the basic procedures. 

Proceed to inoculate two plates of trypticase soy 
agar with inocula from a urine sample. After 24 hours 
incubation, the colonies will be counted on the best 
plate. Your instructor will indicate whether Method A 
‘or Method В will be used. 


‘Method A: Using Calibrated Inoculating 
Loops 
Note in figure 81.1 that calibrated loops are used toin- 
‘culate tubes of TSA. After the poured plates have 
been incubated for 24 hours, counts will be made. 
Proceed as follows: 
Materials: 
First period: 

urine sample 

1 sterile empty shake bottle 

2 sterile Petri plates 

2 trypticase soy agar pours 

calibrated wire loops (0.01 pm and 0.001 pm) 
Second period: 

plates from previous period 

Quebec colony counter 

‘mechanical hand counter 


1. Liquefy two TSA pours and cool to 50° С. 


(©The Now 
Campanian, 2001 


Urinary Tract Pathogens * Exercise 81 

Label one Petri plate 1:100 and the other 1:1000. 

Pour the urine into an empty sterile shake bottle, 

сар it tightly, and shake 25 times, as in figure 

233, page 95, 

4. With a 0.01 calibrated sterile loop, transfer 1 
loopfulto one of the pours, mix by rolling the tube 
between both palms, and pour into the 1:100 
plate, Be sure to flame the neck of the tube before 
pouring into the plate. 

5. Repeat step 4 using the 0.001 calibrated loop and 
the other TSA pour, Pour into the 1:1000 plate. 

6. Incubate the plates at 37° С for 24 hours, 

7. After incubation, select the plate that contains be- 
tween 30 and 300 colonies. Count all colonies on 
a Quebec colony counter, using a mechanical 
hand counter to tally. 

8. Record your count and number of organisms per 
ml on the Laboratory Report. 


‘Method B: Using Pipettes 
‘This method differs from Method А in that pipettes 
are used instead of calibrated loops for making the di- 
lutions. Proceed as follows: 
Materi 
First period: 
urine sample 
199 ml sterile water blank 
1 sterile empty shake bottle 
2 sterile Petri plates 
2 trypticase soy agar pours 
2 1.1 ml dilution pipettes 
‘mechanical pipetting device 
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Figure 81.1 Method A procedure for doing a plato count 
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Second period: 

plates from previous period. 

Quebec colony counter 

mechanical hand counter 


Liquefy two TSA pours and cool to 50° C. 

Label one Petri plate 1:100 and the other 1:1000. 

Pour the urine into an empty sterile shake bottle, 

cap it tightly, and shake 25 times, as in figure 

233, page 95. 

4, Transfer 1 ml of the mixed urine to a 99 ml ster- 
ile water blank, Use a mechanical delivery device 
with the pipette. 

5. Mix the water blank with 25 shakes and, with a 
fresh pipette, transfer 0.1 ml to the 1:1000 plate 
and 1.0 ml to the 1:100 plate. 

6. Empty the tubes of TSA into the plates, swirl 
them, and let stand to cool. 

Incubate the plates at 37° C for 24 hours. 

After incubation, select the plate that contains be- 

tween 30 and 300 colonies, Count all colonies on 

а Quebec colony counter, using а mechanical 

hand counter to tally. 

9. Record your count and number of organisms per 
ml on the Laboratory Report 


PRESUMPTIVE IDENTIFICATION 


Once itis established that an infection exists, the next 
step is to isolate the pathogen and identify it. Figure 81.3 
illustrates the overall procedure for making а presump- 
tive identification of the genus of a urinary pathogen. 


neo 
amoris 201 


‘The minimum number of laboratory periods re- 
quired to arrive а а presumptive identification is tw 
However, if one wishes to be more explicit in identi- 
fying the unknown, a total of three or four periods will 
be required, 
First Period 
Note in figure 81.3 that two things will be done dur- 
ing this period with a concentrated sample of urine: 
(1) two microscope slides will be made for direct ex- 
amination, and (2) four kinds of media will be inocu- 
Inte. Proceed as follows 
Material: 

T sterile centrifuge tube (with screw cap) 

1 tbe of thioglycollate medium (BBL135C) 

1 plate of blood agar (TSA base) 

1 plate of desoxycholate lactose agar (DLA) 

1 plate of phenethyl alcohol medium with 

blood (РЕА-В) 

1. Shake the sample to resuspend the organisms and 

decant 10 ml into a centrifuge tabe. Keep the tube 

capped. 











CAUTION 
Be sure to balance centrifuge by placing a capped tube 
‘with 10 ml of water opposite your urine sample tube. 








2. Centrifuge for 10 minutes at 2,000 rpm. 
3. Decant all but 0.5 ml from the tube and resuspend 
the sediment with a sterile wire loop. 





и 


=—Ь 


















Figure 81.2 Method B procedure for doing a plate count 
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4. Inoculate a tube of thioglycollate medium with a 
loopful of the sediment. 

5. Streak outa loopful of the sediment on each of the 
three agar plates (blood agar, DLA, and PEA-B). 
Use a good isolation technique. 

6. Incubate the thioglycollate tube and three plates 
‘at 37° C for 18 to 24 hours. 

7. Make a wet mount slide from material in the bot- 
tom of the centrifuge tube and examine under 
high-dry, preferably with phase optics. Look for 
casts, pus cells, and other elements. 

Refer to figure 81.4 for help in identifying ob- 
jects that are present, Normal urine will contain 
‘an occasional leukocyte, some epithelial cells, 
mucus, bacteria, and crystals of various kinds. 

8. Make a gram-stained slide and examine it under oil 
immersion. Determine the morphology and stain- 
ing reaction of the predominant organism. Record 
your observations on the Laboratory Report. 
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Second Period 


‘After the plates have been incubated for 18 to 24 
hours, lay them out and evaluate them according to 
the characteristics of each medium. 


Thioglycollate Medium This medium is inocu- 
lated to promote the growth of organisms that are not 
present in large numbers or are too fastidious to grow 
readily in nutrient broth. In the event that none of the 
plates produce colonies from the urine of a patient 
known to have a urinary infection, this tube can be 
used for reinoculation or to provide information per- 
taining to growth characteristics. 


Blood Agar Practically all pathogens of the urinary 
tract will grow on this medium. This includes the co- 
liforms, Proteus, Pseudomonas, Candida, staphy- 
locci, streptococci, and others. 
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figure 812 Procedure for presumptive identification of urinary pathogens 
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‘Subculturing from this plate to trypticase soy broth 
сап provide pure cultures of ће pathogen for physio- 
logical testing or antimicrobic sensitivity testing, 

The presence or absence of hemolytic activity can 
also be determined at this time. If the pathogen ap- 
pears to be a hemolytic, gram-positive coccus, one 
should follow the procedures outlined in Exercises 78 
and 79 for identification 


Desoxycholate Lactose Agar The presence of 
sodium desoxycholate and sodium citrate in this medium 
is inhibitory to gram-positive bacteria. Coliforms and 
other gram-negative bacteria grow well on it 

If the predominant organism is gram-negative, 
some differentiation may be made at this point. If the 
colonies on this medium are flat and rose-red in color, 
the organism is E. coli. Pseudomonas and Proteus, 
which do not ferment the lactose in the medium, pro- 
duce white colonies. Proteus can be confirmed with 
the urease test, being positive for urease production. 

Pseudomonas species give a positive reaction 
‘with Тахо N disks. Fermentation and additional phys- 
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iological testing may be necessary for species identi- 
fication. Exercises 48, 49, and 80 should be consulted 
for further testing, 


Phenylethyl Alcohol Medium This medium, to 
which blood has been added, is highly inhibitory to 
gram-negative organisms. Proteus, in particular, is 
prevented from growing on it. If considerable 
growth occurs on the DLA plate, and very little or no 
growth here, then one can assume that the disease is 
due to a gram-negative organism. This, of course, 
would be confirmed by the findings on the gram- 
stained slide. 

‘The findings on this plate should be correlated 
with those on blood agar. If enterococci (S. faecalis) 
are suspected, а plate of Mead agar should be streaked 
and incubated at 37° C. Enterococci produce pink 
colonies on this medium, 





LABORATORY REPORT 
Record all findings on the Laboratory Report 
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Figure 81.4 Microscopic elements in urine 
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Slide Agglutination Test: 
Serological Typing 


Organisms of different species not only differ mor- 
phologically and physiologically, but they also differ 
in protein makeup. The different proteins of bacterial 
cells that are able to stimulate antibody production 
when injected into an animal are antigens. The anti- 
genic structure of each species of bacteria is unique to 
that species and, like the fingerprint of an individual, 
can be used to identify the organism. Many closely re- 
lated microorganisms that are identical physiologi- 
cally can be differentiated only by determining their 
antigenic nature. 

"The method of determining the presence of spe- 
cific antigens in a microorganism is called serological 
typing (serotyping). It consists of adding a suspen- 
sion of the то antiserum, which contains 
antibodies that are specific for the known antigens. If 
the antigens are present, the antibodies in the anti- 
serum will combine with the antigens, causing agglu- 
tination, or clumping, of the bacterial cells. 
Serotyping is particularly useful in the identification 
of various organisms that cause salmonella and 
shigella infections. In the identification of the various 
serotypes of these two genera, the use of antisera is 
generally performed after basic biochemical tests 
have been utilized as in Exercise 80. 

In this exercise you will be issued two unknown 
organisms, one of which is a salmonella, By follow- 
ing the procedure shown in figure 82.1, you will de- 
termine which one of the unknowns is salmonella. 
Note that you will use two test controls. A negative 
test control will be set up in depression A on the slide 
to see what the absence of agglutination looks like. 
‘The negative control is a mixture of antigen and 
saline (antibody is lacking). A positive test control 
will be performed in depression C with standardized 
antigen and antiserum to give you a typical reaction 
of agglutination. 


Materials: 
2 numbered unknowns per student (slant 
cultures of a salmonella and a coliform) 
salmonella O antigen, group B 
(Difco #2840-56) 
salmonella О antiserum, poly А-1 
(Difco #2264-47) 
depression slides or spot plates 
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Figure 821 Slide agglutination technique 


dropping bottle of phenolized saline solution 
(0.85% sodium chloride, 0.5% phenol) 

2 serological tubes per student 

Таз pipettes 





CAUTION 
Keep in mind that Salmonella typhimurium is a 
pathogen and can cause gastroenteritis, Be careful! 











1. Label three depressions on a spot plate or depres- 
sion slide A, В, and C, as shown in figure 82.1. 

2. Make a phenolized saline suspension of each un- 
known in separate serological tubes by suspend- 
ing one or more loopfuls of organisms in 1 ml of 
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Exercise 82 * Slide Agglutination Test: Serological Typing. 


phenolized saline. Mix the organisms sufficiently 
to ensure complete dispersion of clumps of bacte- 
ria. The mixture should be very turbid, 

3, "Transfer 1 loopful (0.05 ml) from the phenolized 
saline suspension of one tube to depressions A 
and B. 

4. То depressions B and C add 1 drop of salmonella 
O polyvalent antiserum. To depression A, add 1 
drop of phenolized saline, and to depression C, 
add 1 drop of salmonella O antigen, group B. 

5. Mix the organisms in each depression with a 
clean wire loop. Do not go from one depression to 
the other without washing the loop first, 

6. Compare the three mixtures, Agglutination 
should occur in depression C (positive control), 
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but not in depression A (negative control). If a 
glutination occurs in depression B, the organism 
is salmonella 

7. Repeat this process on another slide for the other 
organism. 








CAUTION 
Deposit all slides and serological tubes in container 
of disinfectant provided by the instructor. 











LABORATORY REPORT 


Record your results on the first portion of Laboratory 
Report 82, 83 
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Slide Agglutination (Latex) Test: 


For S. aureus Identification 


Many manufacturers of reagents for slide agglutina- 
tion tests utilize polystyrene latex particles as carriers 
for the antibody particles. By adsorbing reactive anti- 
body units to these particles, an agglutination reaction 
results that occurs rapidly and is much easier to see 
than ordinary precipitin type reactions that might be 
used to demonstrate the presence of a soluble antigen, 

In this exercise we will use reagents manufac- 
tured by Difco Laboratories to determine if a sus- 
pected staphylococcus organism produces coagulase 
and/or protein A. The test reagent (Difco Staph 
Reagent) is a suspension of yellow latex particles sen- 
sitized with antibodies for coagulase and protein A. 
Reagents are also included to provide positive and 
negative controls in the test. Instead of using depres- 
sion slides or spot plates, Difco provides disposable 
cards with eight black circles printed on them for per- 
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forming the test. As indicated in figure 83.1, only 
three circles are used when performing the test on one 
unknown. The additional circles are provided for test 
ing five additional unknowns at the same time, The 
black background of the cards facilitates rapid inter- 
pretation by providing good contrast for the yellow 
‘clumps that form. 

‘There are two versions of this test: direct and in- 
direct. The procedure for the direct method is illus- 
trated in figure 83.1, The indirect method differs in 
that saline is used to suspend the organism being 
tested. 

Tt should be pointed out that the reliability corre- 
lation between this test for coagulase and the tube test. 
(page 260) is very high. Studies reveal that а reliabil- 
ity correlation of over 97% exists. Proceed as follows 
to perform this test, 





(One drop of lata reagent is added to 
each of ree circle az shown. 


а, 








Ez 





1 








One drop of negative control 
reagent is added to circle #2. 





The side в rockad by hand for 45 seconds and 
Placed on а side rotator for another 45 seconds. 











Figure 83.1 Slide agglutination test (direct method) for the presence of coagulase and/or protein A 
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Exercise 83 + Slide Agglutination (Latex) Test: For S. aureus Identification 


Materials: 

plate culture of staphylococcus-like organism 
(пурсахо soy agar plus blood) 

Difco Staph Latex Test kit #3850-32-7, which 
consists of: 
bottle of Bacto Staph Latex Reagent 
bottle of Bacto Staph Positive Control 
bottle of Bacto Staph Negative Control 
bottle of Bacto Normal Saline Reagent 
disposable test slides (black circle cards) 
mixing sticks (minimum of 3) 

slide rotator 


Direct METHOD 


Ifthe direct method is to be used, as illustrated in fig- 
ure 83.1, follow this procedure: 


1. Place 1 drop of Bacto Staph Positive Control 
reagent onto circle #1. 

2. Place 1 drop of Bacto Staph Negative Control 
reagent on circle #2. 

3. Place 1 drop of Bacto Staph Latex Reagent onto 
circles #1, #2, and #3. 

4, Using a sterile inoculating needle or loop, quickly 
and completely emulsify wo isolated colonies 
from the culture to be tested into the drop of Staph 
Latex Reagent in circle #3. 

‘Also, emulsify the Staph Latex Reagent in the 
positive and negative controls in circles #1 and #2 
using separate mixing sticks supplied in the kit. 

All mixing in these three circles should be 
done quickly to minimize drying ofthe latex on the 
slide and to avoid extended reaction times for the 
first cultures emulsified. 

5. Rock the slide by hand for 45 seconds, 

6. Place the slide on a slide rotator capable of pro- 
viding 110 to 120 rpm and rotate it for another 45 
seconds. 

7. Read the results immediately, according to the de- 
scriptions provided in the table at right. If agglu- 
tination occurs before 45 seconds, the results may 
be read at that time. The slide should be read at 
normal reading distance under ambient light. 


INDIRECT METHOD 


‘The only differences between the direct and indirect 
‘methods pertain to the amount of inoculum and the 
use of saline to emulsify the unknown being tested. 
Proceed as follows: 
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1. Place 1 drop of Bacto Staph Positive Control 
reagent onto test circle #1 

2. Place | drop of Bacto Staph Negative Control 
onto circle #2 

3. Place 1 drop of Bacto Normal Saline Reagent 
onto circle #3. 

4 Using a sterile inoculating needle or loop, com- 
pletely emulsify four isolated colonies from the 
Culture to be tested into the circle containing the 
drop of saline (circle #3) 

5. Add 1 drop of Bacto Staph Latex Reagent to each 
ofthe three circles 

6. Quickly mix the contents of each circle, using in- 
dividual mixing sticks, 

7. Rock the slide by hand for 45 seconds, 

& Place the slide on a slide rotator capable of pro- 
viding 110 to 120 rpm and rotate it for another 45 
Seconds. 

9. Read the results immediately according to the de- 
scriptions provided in the table below. If aggluti- 
nation occurs before 45 seconds, the results may 
be read at that time, The slide should be read at 
normal reading distance under ambient light. 


Large to smal clumps of aggregated yellow latex 
beads; claar background 


Large to smal cumps of aggregated yellow latex 
beads slighty cloudy background 


Medium to smali but clearly Vile clumps of aggre- 
gated yolow latex beads; moderately cloudy back- 
ground 


Fine chumps of aggregated yellow latex beads: 
cloudy background 





LABORATORY REPORT 


Record your results on the last portion of Laboratory 
Report 82, 83. 
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Tube Agglutination Test: 


The Heterophile Antibody Test 


Infectious mononucleosis (IM) is а benign disease, 
occurring principally in individuals in the 13 to 25 
year age group. It is caused by the Epstein-Barr virus 
(EBV), a herpesvirus that is one of the most ubiqui- 
tous viruses in humans. Studies have shown that the 
virus can be isolated from saliva of patients with IM, 
as well as from some healthy, asymptomatic individ- 
uals, Between 80% and 90% of all adults possess an- 
tibodies for EBV. 

‘The disease is characterized by a sudden onset of 
fever, sore throat, and pronounced enlargement of the 
cervical lymph nodes. There is also moderate leuko- 
cytosis with a marked increase in the number of lym- 
phocytes (50% to 90%). 

"The serological test for IM takes advantage of an 
unusual property: the antibodies produced against the 
EBV coincidentally agglutinate sheep red blood cells. 
‘This is an example of a heterophile antigen—a sub- 
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stance isolated from a living form that stimulates the 
production of antibodies capable of reacting with tis- 
Sues of other organisms. The antibodies are referred to 
as heterophile antibodies. 

This test is performed by adding a suspension of 
sheep red blood cells to dilutions of inactivated pa- 
tients serum and incubating the tubes overnight in the 
refrigerator. Figure 84.1 illustrates the overall proce- 
dure. Agglutination titers of 320 or higher are consid- 
егей significant. Titers of 40,960 have been obtained. 

Proceed as follows to perform this test on a sam- 
ple of test serum: 


First PERIOD 
Materials: 
test-tube rack (Wasserman type) with 10 clean 
serological tubes 








05 MLTRANSFERRED FROM TUBE TO TUBE 





(05 ML SALINE PER TUBE 








Figure 84.1 Procedure for setting up haterophile antibody test 
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Exercise 84 * Tube Agglutination Test: The Heterophile Antibody Test 


bottle of saline solution (0.85% NaCI), clear or 
filtered 
1 ml pipettes 
5 ml pipettes 
2% suspension of sheep red blood cells 
patient's serum (known to be positive) 

1. Place the test serum in a 56° C water bath for 30 
minutes to inactivate the complement. 

2. Set up a row of 10 serological tubes in the front 
row of a test-tube rack and number them from 1 
to 10 (left to right) with a marking pencil. 

3. Into tube 1, pipette 0.8 ml of physiological saline. 

3. Dispense 0.5 ml of physiological saline to tubes 2 
through 10. Use a 5 ml pipette. 

5. With a 1 ml pipette add 0.2 ml of the inactivated 
serum to tube 1. Mix the contents of this tube by 
drawing into the pipette and expelling about five 
times 

6. ‘Transfer 0.5 ml from tube 1 to tube 2, mix five 
times, and transfer 0.5 ml from tube 2 to tube 3, 
etc., through the ninth tube. Discard 0.5 ml from 
the ninth tube after mixing. Tube 10 is the control 
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7. Add 02 ml of 2% sheep red blood cells to all 
tubes (1 through 10) and shake the tubes. Final di- 
lutions of the serum are shown in figure 84.1 

8, Allow the rack of tubes to stand at room temper- 
‘ature for 1 hour, then transfer the tubes to a small 
wire basket, and place in a refrigerator to remain 
overnight 


SECOND PERIOD 

Setup the tubes in a tube rack in order of dilution and 
compare each tube with the control by holding the 
tubes overhead and looking up at the bottoms of the. 
tubes, Nonagglutinated cells will tumble to the bot- 
tom of the tube and form a small button (as in control 
tube). Agglutinated cells will form a more-amorphous. 
"blanket" 

‘The titer should be recorded as the reciprocal of the 
last tube in the seris that shows positive agglutination. 


LABORATORY REPORT 
Complete the fist portion of Laboratory Report 84, 85. 
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Tube Agglutination Test: 
The Widal Test 


A tube test for determining the quantity of agglutinat- 
ing antibodies, or agglutinins, in the serum of a pa- 
tient with typhoid fever was described by Grunbaum 
and Widal in 1896. This technique is still in use today 
and has been adapted to many other diseases as well. 

‘The procedure involves adding a suspension of 
dead typhoid bacterial cells to a series of tubes con- 
taining the patient's serum, which has been diluted out 
to various concentrations. After the tubes have been 
incubated for 30 minutes at 37° C, they are cen- 
trifuged and examined to note the amount of aggluti- 
nation that has occurred. 

‘The reciprocal ofthe highest dilution at which ag- 
glutination is seen is designated as the antibody titer 
of the patient's serum, For example, if the highest di- 
lution at which agglutination occurs is 1:320, the titer 
is 320 antibody units per milliliter of serum. 
Naturally, the higher the titer, the greater is the anti- 
body response of the individual to the disease. 

‘This technique can be used clinically to deter- 
mine whether a patient with typhoidlike symptoms 
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actually has the disease. If successive daily tests on a 
patient's serum reveal no antibody titer, or a low titer 
that does not increase from day to day, it can be as- 
sumed that some other disease is present. On the 
other hand, if one sees a daily increase in the titer, it 
сап be assumed that a typhoid infection does exist. 
Since the treatment of typhoid fever requires power- 
ful antibiotics that are not widely used on other sim- 
ilar diseases, itis very important to diagnose this dis- 
cease early to begin the proper form of chemotherapy 
as soon as possible, 

In this exercise you will be given a sample of 
blood serum that is Known to contain antibodies for 
the typhoid organism. By using the Widal tube agglu- 
tination method, you will determine the antibody titer. 


Materials: 
test-tube rack (Wassermann type) with 10 clean 
serological tubes 
bottle of saline solution (0.8556), clear or 
filtered 











0.5 ML SALINE PER TUBE 








Figure 85.1 Procedure for dilution of serum 
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Exercise 85 


1 ml pipettes 
5 ml pipettes 

water bath at 37° С 

centrifuges 

antigen (1:10 dilution) Salmonella typhi “O” 
patients serum (1:10 dilution), known 


positive “O” 


1. Dilute the patient's serum as shown in figure 85.1. 
Follow this routine: 


Figure 85.2 Agglutination is more readily seen when the tube is examined against a black surface 
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„. Into tube 1 pipette 1 ml of the patie 


Setup 10 clean serological test tubes in the front 
Tow of a test-tube rack and number them from 1 
to 10 (ft to right) with a marking pencil. 
(1:10 dilution). For convenience, the instructor 
‘may wish to dispense this material to each stu- 
dent 





s. With a 5 ml pipette, dispense 0.5 ml of saline 


to each of the remaining nine tubes. 


|. With а 1 ml pipette, transfer 0.5 ml of the 


serum from tube 1 to tube 2. Mix the serum 
and saline in tube 2 by carefully drawing the 
liquid up into the pipette and discharging it 
slowly back down into the tube a minimum of 
three times. 


. Repeat this process by transferring 0.5 ml from 


tube 2 to 3, tube 3 to 4, 4 to 5, ete. When you 


> Tube Agglutination Test: The Widal Test 


Tere mason 
amoris 2001 


get to tube 9, discard the 0.5 ml drawn from it 
Instead of adding it to tube 10; thus, tube 10 
will contain only saline and can be used as а 
negative test control for comparing with the 
other tubes. 

With a fresh 5 ml pipette, transfer 0.5 ml of anti- 

gen to each tube. Shake the rack to completely 

mix the antigen and diluted serum. 


f. Place the rack in a water bath at 37° C for 30 min- 


utes. 
Centrifuge all tubes for 3 minutes at 2,000 rpm. 
(Gf time permits, 7 minutes centrifugation is 
preferable) 


Examine each tube for agglutination and record 


the titer as the reciprocal of the highest dilution in 
which agglutination is seen, 

When examining each tube, jar it first by rap- 
ping the side of the tube with a snap of the finger. 
to suspend the clumps of agglutinated cells. Hold 
it up against the light of a desk lamp in the man- 
ner shown in figure 85.2. Do not look directly into 
the light. The reflection of the light off the parti- 
cles is best seen against a dark background. 
‘Compare each tube with tube 10, which is your 
negative test control. 

Record your results on the last portion of 
Laboratory Report 84, 85. 
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Phage Typing 


The host specificity of bacteriophage is such that it is 
possible to delineate different strains of individual 
species of bacteria on the basis of their susceptibility 
to various kinds of bacteriophage. In epidemiological 
studies, where it is important to discover the source of 
a specific infection, determining the phage type of the 
causative organism can be an important tool in solv- 
ing the riddle, For example, if it can be shown that the 
phage type of 5. typhi in a patient with typhoid fever 
is the same as the phage type of an isolate from a sus- 
pected carrier, chances are excellent thatthe two cases 
are epidemiologically related. Since all bacteria are 
probably parasitized by bacteriophages, it is theoreti- 
cally possible, through research, to classify each 
species into strains or groups according to their phage 
type susceptibility. This has been done for 
‘Staphylococcus aureus, Salmonella typhi, and several 
other pathogens. The following table illustrates the 
lytic groups of S. aureus as proposed by M. T. Parker. 
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Figure 86.1 Bacteriophage typing 


phages were able to lyse the organisms. This is the 
procedure to be used in this exercise, See figure 86.1 
Materials: 

1 Petri plate of tryptone yeast extract agar 

bacteriophage cultures (available types) 

nutrient broth cultures of S. aureus with swabs 


1. Mark the bottom of a plate of tryptone yeast ex- 





In bacteriophage typing, a suspension of the or- 
ganism to be typed is swabbed over an agar surface. 
The bottom of the plate is marked off in squares and 
labeled to indicate which phage types are going to be 
used. To the organisms on the surface, a small drop of 
‘each phage type is added to their respective squares. 
‘After incubation, the plate is examined to see which 


tract agar with as many squares as there are phage 
types to be used. Label each square with the 
phage type numbers 

2. Swab the entire surface of the agar with the or- 
anisms. 

3. Deposit 1 drop of each phage in its respective 
square 

4. Incubate the plate at 37°C for 24 hours and record 
the lytic group and phage type of the culture. 

5. Record your results on the Laboratory Report. 
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In 1883, at the Pasteur Institute in Paris, Metchnikoff 
published a paper proposing the phagocytic theory of 
immunity. On the basis of his studies performed on 
transparent starfish larvae, he postulated that amoe- 
oid cells in the tissue fluid and blood of all animals 
are the major guardians of health against bacterial in- 
fection. He designated the large phagocytic cells of 
the blood as macrophages and the smaller ones as mi- 
crophages. Today, Metchnikoff's macrophages are 
known as monocytes and his microphages as neu- 
trophils or polymorphonuclear leukocytes 

Figure 87.1 illustrates the five types of leukocytes 
that are normally seen in the blood. Blood platelets 
and erythrocytes also are shown to present а complete 
picture of all formed elements in the blood. When ob- 
Served as living cells under the microscope, they ap- 
pear as refractile, colorless structures. As shown here, 


The Differential WBC Count 


however, they reflect the dyes that are imparted by 
‘Wright's stain. 

Tn this exercise we will do a study of the white 
blood cells in human blood. This study may be made 
from a prepared stained microscope slide or from a 
slide made from your own blood, By scanning an en- 
tire slide and counting the various types, you will 
have an opportunity to encounter most, if not all, 
types. The erythrocytes and blood platelets will be 
ignored. 

Figures 87.1 and 87.2 will be used to identify the 
various types of cells. Figure 87.3 illustrates the pro- 
cedure for preparing a slide stained with Wright's 
stain. The relative percentages of each type will be de- 
termined after a total of 100 white blood cells have 
been identified. This method of white blood cell enu- 
 meration is called a differential WBC count. 
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White Blood Cell Study: The Differential WBC Count = Exercise 87 


As you proceed with this count, it will become 
obvious that the neutrophils are most abundant 
(50557056). The next most prominent cells are the 
lymphocytes (20%-30%). Monocytes comprise about 
2%-6%; eosinophils, 1%-5%; and basophils, less 
than 1%. 

A normal white blood cell count is between 5,000 
‘and 10,000 white cells per cubic millimeter. Elevated 
white blood cell counts are referred to as leukocytosis; 
counts of 30,000 or 40,000 represent marked leuko- 
cytosis. When counts fall considerably below 5,000, 
leukopenia is said to exist. Both conditions can have 
grave implications. 

‘The value of a differential count is immeasurable 
in the diagnosis of infectious diseases. High neu- 
trophil counts, or neutrophilia, often signal localized 
infections, such as appendicitis or abscesses in some 
other part of the body. Neutropenia, a condition in 


which there is a marked decrease in the numbers of 
neutrophils, occurs in typhoid fever, undulant fever, 
andinfluenza. Eosinophilia may indicate allergic con- 
ditions or invasions by parasitic roundworms such as 
Trichinella spiralis, the "pork worm.” Counts of 
eosinophils may rise to as high as 50% in cases of 
trichinosis. High lymphocyte counts, or Iymphocyto- 
sis, are present in whooping cough and some viral in- 
fections. Increased numbers of monocytes, or mono- 
cytosis, may indicate the presence of the Epstein-Barr 
virus, which causes infectious mononucleosis. 

Note in the materials list that items needed for 
making a slide (option В) are listed separately. If a 
prepared slide (option A) is to be used, ignore the in- 
structions under the heading “Preparation of Slide," 
and proceed to the heading “Performing the Cell 
Count.” Your instructor will indicate which option 
will be used. Proceed as follows: 

















figure 87.2 Photomicrographs of formed elements in blood 
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Exercise 87 + White Blood Cell Study: The Differential WBC Count 








PRECAUTIONS 

When working with blood observe the following 

precautions 

1. Always disinfect the finger with alcohol prior to 
piercing it 

2. Use sterile disposable lancets only one time. 

3. Dispose of used lancets by placing them into а 
beaker of disinfectant. 

4. Avoid skin contact with blood of other students. 
Wear disposable latex gloves. 

5. Disinfect finger with alcohol after blood has 
been taken, 











terial: 


prepared blood slide (option A): 
stained with Wright's or Giemsa's stains 


for staining a blood smear (option B): 

2or 3 clean microscope slides (should have 
polished edges) 

sterile disposable lancets 
disposable latex gloves 
sterile absorbent cotton, 70% alcohol 
Wrights stain, wax pencil, bibulous paper 
distilled water in dropping bottle 


PREPARATION OF SLIDE 

Figure 87.3 illustrates the procedure that will be used 
to make a stained slide of a blood smear. The most dif- 
ficult step in making such a slide is getting a good 
spread of the blood, which is thick at one end and thin 
atthe other end. If done properly, the smear will have 
а gradient of cellular density that will make it possi- 
ble to choose an area that is ideal for study. The angle 
at which the spreading slide is held in making the 
smear will determine the thickness of the smear. It 
may be necessary for you to make more than one slide 
to get an ideal one, 


1. Clean three or four slides with soap and water. 
Handle them with care to avoid getting thei flat 
surfaces soiled by your fingers. Although only 
two slides may be used, it is often necessary to 
repeat the spreading process, thus the extra 
slides. 

2. Scrub the middle finger with 70% alcohol and 
stick it with a lancet. Put a drop of blood on the. 
slide %" from one end and spread with another 
slide in the manner illustrated in figure 87.3. 

Note that the blood is dragged over the slide, 
not pushed. Do not pall the slide over the smear а 
second time. If you don't get an even smear the 











small drop of iod is placed about 3/4 ch 
away ram one end ol ide. The drop ahoia 
Tot exceed 1/8" ameter 


“The spreader эде is moved in Graction or 
arrow, айога drop or оов to spread along 
‘side's back edge 








war ines 





The spreader side is pushed along the өдө, 
tagging the blood over ne sartace of he 
эше 
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Figure 87.8 Smear preparation technique for making a stained blood side 
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White Blood Cell Study: The Differential WBC Count = 


first time, repeat the process ona fresh clean slide. 
‘To get a smear that will be the proper thickness, 
hold the spreading slide at an angle somewhat 
greater than 45° 

3. Draw a line on cach side of the smear with a wax 
ppencil to confine the stain that is to be added. 
(Note: This step is helpful for beginners, and usu- 
ally omitted by professionals.) 

4. Cover the film with Wright's stain, counting the 
drops as you add them. Stain for 4 minutes and 
then add the same number of drops of distilled 
water to the stain and let stand for another 10 
minutes. Blow gently on the mixture every few 
‘minutes to keep the solutions mixed. 

5. Gently wash off the slide under running water for 


Exercise 87 


1. Scan the slide with the low-power objective to 
find an area where cell distribution is best. A good 
area is one in which the cells are not jammed to- 
gether or scattered too far apart 

2. Systematically scan the slide, following the path- 
way indicated below in figure 87.4. As cach 
leukocyte is encountered, identity it, using fig- 
ures 87.1 and 87.2 for reference, 














30 seconds and shake off the excess. Blot dry with 
bibulous paper. 


PERFORMING THE CELL COUNT 
‘Whether you are using a prepared slide or one that you 
have just stained, the procedure is essentially the 
same. Although the high-dry abjective can be used for 
the count, the oil immersion lens is much better. 
Differentiation of some cells is difficult with high-dry 
‘optics. Proceed as follows: 


Figure ВТА Path to follow when seeking cells 


3. Tabulate your count on the Laboratory Report 
sheet according to the instructions there. It is best 
to remove the Lab Report sheet from the back of. 
the manual for this identification and tabulation 
procedure, 


LABORATORY REPORT 


Complete the first portion of Laboratory Report 
87-89. 
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Although the differential white blood сей count provides. 
us with the relative percentages of leukocytes, it alone 
cannot reveal the true picture of the extent of an infec- 
tion, For amore complete picture, one must also know 
the total number of WBCs per cubic millimeter of blood. 

Although the number of leukocytes may vary 
with the time of day, exercise, and other factors, а 
range of 5,000 to 9,000 WBCs per cubic millimeter is 
considered normal. If an individual were to have an 
abnormally high neutrophil percentage, and a total 
count of, say, 17,000 WBCS, the presence of an infec- 
tion of some sort would be highly probable. 

"То determine the number of leukocytes in a cubic. 
millimeter of blood, one must dilute the blood and 
count the WBCs on a specialized slide called a hema- 
cytometer. Figure 88.2 shows the sequence of steps in 
performing for this count. 

Note in illustration 1 of figure 88.2 that blood is 
drawn up into a special pipette and then diluted in the 
pipette with a weak acid solution (illustration 2). After 
shaking the pipette (illustration 3) to mix the acid and 
blood, a small amount of diluted blood is allowed to 
flow under the cover glass of the hemacytometer (il- 
Iustration 4). The count of white blood cells is then 
made with the low-power microscope objective. 


PREPARATION OF 
HEMACYTOMETER 
Working with your laboratory partner, assist each other 
to prepare a “charged” hemacytometer as follows: 





PRECAUTIONS 
Review the precautions that are stated in the previous 
exercise and use a mechanical suction device as 
shown in figure 88.1. 











Materials: 
hemacytometer and cover glass 
WBC diluting pipette 
WBC diluting fluid 
mechanical hand counter 
mechanical suction device 
pipette cleaning solutions 
cotton, alcohol, lancets, clean cloth 
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Total WBC Count 





Figure B8.) Using a mechanical suction device to draw. 
up fluids into pipette 





1. Wash the hemacytometer and cover glass with 
soap and water, rinse well, and dry with a clean 
cloth or Kimwipes. 

2. Produce a free flow of blood, wipe away the first 
drop and draw the blood up into the diluting 
pipette to the 0.5 mark. See illustration 1 of figure 
'88.2 Ifthe blood happens to go а little above the 
mark, the volume can be reduced to the mark by 
placing the pipette tip on a piece of blotting paper. 

If the blood goes substantially past the 0.5 
mark, discharge the blood into a beaker of disin- 
fectant, wash the pipette in the four cleansing 50- 
lutions (illustration 6, figure 88.2), and start over. 
‘The ideal way is to draw up the blood exactly to 
the mark on the first attempt. To clean the pipette, 
rinse И first with acid, then water, alcohol, and fi 
nally with acetone. 

3. Аз shown in illustration 2, figure 88.2, draw the 
WEC diluting fluid up into the pipette until it 
reaches the 11.0 mark. 
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place your third finger over the other end (illus- 
tration 3, figure 88.2). 

5. Mix the blood and diluting fluid in the pipette for 
2-3 minutes by holding it as shown in illustration 

3, figure 88.2. The pipette should be held parallel 

ло the tabletop and moved through a 90° arc, with 

the wrist held rigidly. 

Discharge one-third of the bulb fluid from the 

pipette by allowing it to drop onto a piece of ра- 

per toweling. 

7. While holding the pipette as shown in illustration 
1, figure 88.2, deposit a tiny drop on the polished 
surface of the counting chamber next to the edge 
of the cover glass. Do not let the tip of the 
pipette touch the polished surface for more 
than an instant. If it is left there too long, the 
chamber will overfill. 
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Total WBC Count * Exercise 88 

А properly filled chamber will have diluted 

blood filling only the space between the cover 

glass and counting chamber, No fluid should run 
down into the moat. 

8. Charge the other side if the first side was overfilled 


PERFORMING THE COUNT 


Place the hemacytometer on the microscope stage and 
bring the grid lines into focus under the low-power 
(10%) objective. Use the coarse adjustment knob and 
reduce the lighting somewhat to make both the cells 
and lines visible 

Locate one of the large "W" (white) areas shown 
in illustration 5, figure 88.2. One of these areas should 
fill up the entire field. Since the diluting fluid contains 
acid, all red blood cells have been destroyed; only the 
leukocytes will show up as very small dots. 
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Figure 88.2 Procedure for charging a hemacytometer and doing a total white blood cell count 
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Do the cells seem to be evenly distributed? If not, 
charge the other half of the counting chamber after 
further mixing. If the other chamber had been previ- 
ously charged unsuccessfully by overflooding, wash 
ой the hemacytometer and cover glass, shake the 
pipette for 2-3 minutes, and recharge it. 

Count all the cells in the four “W” areas, using a 
mechanical hand counter. To avoid overcounting of 
cells at the boundaries, count the cells that touch the 
lines on the left and top sides only. Cells that touch 
the boundary lines on the right and bottom sides 
should be ignored. This applies to the boundaries of 
‘each entire "W" area, 

Discharge the contents of the pipette and rinse it 
‘out by sequentially flushing with the following fluids: 
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acid, water, alcohol, and acetone. See illustration 6, 
figure 88.2. 
CALCULATIONS, 


‘To determine the number of leukocytes per cubic mil- 
limeter, multiply the total number of cells counted in the. 
four ^V" areas by 50. The factor of 50 is the product of 
the volume correction factor and dilution factor, or 


25x20-50 
LABORATORY REPORT 


‘Answer the questions that pertain to this experiment 
‘on Laboratory Report 87-89. 
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Exercises 82 through 85 illustrate three uses of agglu- 
tination tests as related to (1) the identification of 
serological types, (2) species identification (S. au- 
теш), and (3) disease identification (infectious 
mononucleosis and typhoid fever). The typing of 
blood is another example of a medical procedure that 
relies on this useful phenomenon, 

‘The procedure for blood typing was developed 
by Karl Landsteiner around 1900. He is credited 
with having discovered that human blood types can 
be separated into four groups on the basis of two 
antigens that are present on the surface of red blood 
cells. These antigens are designated as A and B. The 
four groups (types) are A, В, AB, and O. The last 
group type О, which is characterized by the absence 
of A or B antigens, is the most common type in the 
United States (45% of the population). Туре A is 
next in frequency, found in 39% of the population. 
The incidences of types B and AB are 12% and 4%, 
respectively. 

Blood typing is performed with antisera con- 
taining high titers of anti-A and anti-B antibodies. 
"The test may be performed by either slide or tube 
methods. In both instances, a drop of each kind of 
antiserum is added to separate samples of saline 
suspension of red blood cells. Figure 89.1 illustrates 
the slide technique. If agglutination occurs only in 
the suspension to which the anti-A serum was 
added, the blood is type A. If agglutination occurs 
only in the anti-B mixture, the blood is type B. 
Agglutination in both samples indicates that the 
blood is type AB. The absence of agglutination in- 
dicates that the blood is type O. 

Between 1900 and 1940 a great deal of research 
was done to uncover the presence of other antigens 
in human red blood cells. Finally, in 1940, 
Landsteiner and Wiener reported that rabbit sera 
containing antibodies against the red blood cells of 
the rhesus monkey would agglutinate the red blood 
cells of 5% of white humans. This antigen in hu- 
mans, which was first designated as the Rh factor 
(in due respect to the rhesus monkey), was later 
found to exist as six antigens: C, c, Р, d, E, and e. Of 
these six antigens, the D factor is responsible for the 
Rh-positive condition and is found in 85% of cau- 
casians, 94% of blacks, and 99% of orientals. 
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Blood Grouping 


‘Typing blood for the Rh factor can also be per- 
formed by both tube and slide methods, but there are 
certain differences in the two techniques. First of all, 
the antibodies in the typing sera are ofthe incomplete 
albumin variety, which will not agglutinate human 
тей cells when they are diluted with saline. Therefore, 
it is necessary to use whole blood or dilute the cells 
with plasma. Another difference is that the test must 
be performed at higher temperatures: 37° C for tube 
test, 45° C for the slide test. 

In this exercise, two separate slide methods are 
presented for typing blood. If only the Landsteiner 
‘ABO groups are to be determined, the first method 
may be preferable. If Rh typing is to be included, the 
‘second method, which utilizes а slide warmer, will be 
followed. The availability of materials will determine 
which method is to be used. 





PRECAUTIONS 
Review the precautionary comments highlighted 
on page 290. 











ABO BLOOD TYPING 
Materials: 
‘small vial (10 mm dia Х 50 mm long) 
disposable lancets (B-D Microlance, 
Serasharp, etc.) 
70% alcohol and cotton 
china marking pencil 
microscope slides. 
typing sera (anti-A and anti-B) 
applicators or toothpicks 
saline solution (0.85% NaCI) 
1 ml pipettes 
disposable latex gloves 
1. Mark a slide down the middle with a marking 
pencil, dividing the slide into two halves as 
shown in figure 89.1. Write “anti-A” on the left 
side and “anti-B” on the right side. 
2. Pipette 1 ml of saline solution into a small vial or 
test tube. 
3. Scrub the middle finger with a piece of cotton 
saturated with 70% alcohol and pierce it with а 
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sterile disposable lancet. Allow 2 or 3 drops of 
blood to mix with the saline by holding the finger 
over the end of the vial and washing it with the 
saline by inverting the tube several times. 

4. Place a drop of this red cell suspension on each 
side of the slide. 

5. Adda drop of anti-A serum to the left side of the 
slide and a drop of anti-B serum to the right side, 
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Do not contaminate the tips of the serum 
pipettes with the material on the slide. 

After mixing each side of the slide with separate 
applicators or toothpicks, look for agglutination, 
"The slide should be held about 6" above an illu- 
minated white background and rocked gently for 
2 or 3 minutes. Record your results on the 
Laboratory Report as of 3 minutes 





0 





Satine Susponsion ol 
Red Blood Calle 








Tigao 
(No Again] 








Figure 88.7 Typing of ABO blood groups. 
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COMBINED ABO AND RH TYPING 10% alcohol and cotton 


As stated, Rh typing must be performed with heat on р НЕ 
blood that has not been diluted with saline. A warm- 1. Scrub the middle finger with a piece of cotton sat- 


ing box such as the one in figure 89.2 is essential in urated with 70% alcohol and pierce it with a ster- 
т сене In poomi this dest tee Pacios ile disposable lance. Place a small drop of blood 
are of considerable importance: first, only а small іа each of three squares on the marked slides on 
amount blood must be wed (a drop of about 3mm the Warming Box TT 
amete cn би ЧЫ) war, вой, reper арна P get the proper proportion of serum to 
‘must be executed. The agglitination that occurs in this blood, do not use a drop larger than 3 mm diame- 


antibody-antigen reaction results in finer clumps; ter on the slide. 
therefore, closer examination is essential. Ifthe agi 2. Add a drop of anti-D serum to the blood in the 


[е эрэ acerca gore це м жаН square, mix with a oothpck, and note the 
not be as apparent ait shouldbe. time Only 2 minutes should be allowed for ag- 
In this combined method we will use whole blood glutination, — 
for AO e are Rh amag 3. Adda drop of anti-B serum to the anti-B square 
Although this method works satisfactorily as a class- and a drop of anti-A serum to the anti-A square. 
тооп demonstration for the ABO groups, tis motas Mir the sera and blood Боб squares wih sep- 
т ر ھر ا‎ атн Saline and о diat the mixtures on the slide by slowly rock- 
mended for clinical situations. ing the box back and forth on its pivot. At the end 
of 2 minutes, examine the anti-D square carefully 
Materials: for agglutination. If no agglutination is apparent, 
slide warming box with a special marked slide Consider the blood to be i native, By his бл 
anti-A, anti-B, and anti-D typing sera the ABO type can also be determined. 
тозза обрав 5. Record yoa тонші on Laboratory Report 87-89. 









(One drop of each antiserum is sufficiant. 


Whale blood or plasma ited 
ood must be used for Rh 
typing. Бае залез bond ie 
preferred forte ABO typing 


 Agiaton в acheived by slowly 
подала box back and forth for 
2 minute. 











Figure 89.2 Blood typing with warming box 
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The Snyder Caries Susceptibility Test 


The degradation of enamel and dentin in the forma- 
tion of tooth decay (dental caries) occurs as a result of 
the production of lactic acid by bacteria 
(Streptococcus mutans and others) in the presence of 
high levels of sucrose. Of the various methods that 
have been devised to determine one's susceptibility to 
tooth decay, M. L. Snyder's caries susceptibility test 
is a relatively simple test that has been shown to have 
a fairly high reliability correlation. 

"This method relies on the rapidity of organisms in 
saliva to lower the pH in a medium that contains 2% dex- 
trose (Snyder test agar). Since decalcification of enamel 
begins at a pH of 5.5, and progresses rapidly as the pH is 
lowered to 4.4 and less, the demonstration of pH lower- 
ing becomes evidence of susceptibility to caries. 

‘To indicate the presence of acid production in the 
medium, the indicator bromeresol green is incorpo- 
rated in it. This indicator is green at pH 4.8 and be- 
comes yellow at pH 4.4, remaining yellow below 4.4, 

Figure 90.1 illustrates the procedure that is used 
їп the Snyder caries susceptibility test. Note that 0.2 
mil of saliva is added to a tube of liquefied Snyder test 
agar (50° C) and mixed well by rotating the tube be- 
tween the palms of both hands. After the medium has 


90 


solidified, the tube is incubated at 37° C for a period 
of 24-72 hours. If the medium turns yellow in 24-48 
hours, the individual is said to be susceptible to caries. 

Although we will be performing this test only 
once, it should be noted that test reliability is en- 
hanced by performing the test on three consecutive 
days at the same time each day. If the test is performed 
right after toothbrushing, it is not as reliable as if 2 or 
3 hours have elapsed after brushing. Proceed as fol- 
lows to perform this test: 


Materials: 

1 tube of Snyder test agar (5 ml in 15 mm dia 
tube) 

130 ml sterile beaker 
1 piece of paraffin (1/4" X 1/4" X 1/8") 
1 ml pipette 
1 gummed label 

1. Liquefy a tube of Snyder test agar and cool it to 
50°C. 

2. After allowing a piece of paraffin to soften under 
the tongue fora few minutes, start chewing it. Chew 
it for 3 minutes, moving it from one side of the 














(NEGATIVE) 
‘SALIVA AND MEDIUM RON 
‘ARE MIXED (POSTIVE) 
LQUIFIED SNYDER 
TEST AGAR 50 C 








Figure 90.1 Snyder carles suscoptlblity test 
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mouth to the other. Do пог swallow the saliva. As it 
accumulates, deposit it in the small sterile beaker. 

3. Vigorously shake the sample in the beaker from side 
to side for 30 seconds to disperse the organisms. 

4, With a 1 ml pipette transfer 0.2 ml of saliva to the 
tube of agar. Do not allow the pipette to touch the 
side of the tube or agar, 

5. Before the medium solidifies, mix the contents of 
the tube by rotating the tube vigorously between 
the palms of the hands. 


n 
amoris 201 


5. Write your name on a gummed label and attach it 


to the tube. 


7. Incubate the tube at 37° C. Examine the tube 


every 24 hours to see if the bromcresol green i 
dicator has changed to yellow. If it has, the test is 
positive. The degree of caries susceptibility is de- 
termined from the table below. 





|. Record your results on the Laboratory Report. 

















“Marked Positive 
‘Moderato ‘Negative Posie 

Sight ‘Negative Negative Розлһе 
Negative Negative Negative Negative 
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Ex. 1 Brightfield Microscopy 








A. Completion Questions 
Set A i ae. 717777: 





1. List thre fluids that may be used for cleaning lenses Completion 





2. How can one greatly increase the bulb life on a microscope lamp if 
voltage is variable? 


3. What characteristic of a microscope enables one to switch from one 
objective to another without altering the focus? 


4. What effect (increase or decrease) does closing the diaphragm have 








on the following? 
a. Image brightness Е 

b. Image contrast E 

с. Resolution n 


5. Tn general, at what position should the condenser be kept? 
6. Express the maximum resolution of the compound microscope in | ® 
terms of micrometers (um). 
7. If you are getting 225% magnification with a 45% high-dry objec- 
tive, what isthe power ofthe eyepiece? 3 
8. What is the magnification of objects observed through a 100X oil 
immersion objective with a 7.5X eyepiece? в 
9. Immersion oil must have the same refractive index as tobe 
of any value. —_ | 
10. Substage filters should be of a color to get he | a 
‘maximum resolution of ће optical system. 











В. True-False 
Record these statements as true or false in the answer column. € 





1. Eyepieces are of such simple construction that almost anyone can 
safely disassemble them for cleaning. Te-False 


2. Lenses can be safely cleaned with almost any kind of tissue or cloth. 





3. When swinging the ой immersion objective into positon after us- 
ing high-dry, one should always increase the distance between the | з 
Jens and slide to prevent damaging the oil immersion lens. 

4, Instead of starting first with the ой immersion lens, it is best to use | 4 
one of the lower magnifications first, and then swing the ой im- 
mersion into position 4 

5. The 45% and 100X objectives have shorter working distances than 
the 10x objective 
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C. Multiple Choice (ТУШУЛЕ! 
Select the best answer for the following statements. Answers 


1. The resolution of a microscope is increased by Multiple Choice 
1. using blue light 
stopping down the diaphragm. Е 
lowering the condenser 
raising the condenser to its highest point. 
Both 1 and 4 are correct. 











p 
3 
n 
5 





2. The magnification of an object seen through the 10X objective B 
with a 10X ocular is 
1. ten times, 4. 
2. twenty times. 
5. 1000 times. 5 
4. None of the above are correct. 


3. The most commonly used ocular is 
1. 5x. 
2. 10x. 
3. 15% 
4. 20x. 








4. Microscope lenses may be cleaned with. 
1. lens tissue 
2. a soft linen handkerchief. 
3. an air syringe. 
4. Both 1 and 3 are correct. 
5. 1,2,and 3 are correct. 


Е 


n changing from low power to high power, it is generally necessary to 
lower the condenser. 

open the diaphragm. 

close the diaphragm. 

Both 1 and 2 are correct. 

Both 1 and 3 are correct. 


Ex. 2 Darkfield Microscopy 





A. Questions 


1. What characteristic of living bacteria makes them easier to see with а darkfield condenser than with a 
regular brightfield condenser? 








2. Ifa darkfield condenser causes all light rays to bypass the objective, where does the light come from that 
‘makes an object visible in a dark field? 








3. What advantage does a cardioid condenser have over a star diaphragm? 
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Ex. 3 Phase-Contrast Microscopy 





A. Questions 
1. Which rays (direct or diffracted) are altered by the phase ring on the phase plate? _ 
2. How much phase shift occurs in the light rays that emerge from a transparent object? — 
3. Differentiate: 











4, List two items that can be used for observing the concentricity of the annulus and phase ring: 
а. [1 





Ex. 4 Fluorescence Microscopy 





A. Questions 
1. Differentiate: 
Phosphorescence: 








Fluorescence: 








2. List three fluorochromes that are used in staining bacteria, 
a b. © 

3. What are the two most serious hazards when using mercury vapor arc lamps? 
а. b. 

4, What relationship exists between the wavelength of light and its energy? 











Ex. 5 Microscopic Measurements 





A. Questions 
1. What is the distance between each of the graduations on the stage micrometer? mm 
2. Why must the entire calibration procedure be performed for each objective? 





(See reverse page for more questions pertaining to Exercises 3 and 4.) 
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Phase-Contrast and Fluroscence Microscopy 
B. Multiple Choice Questions for Exercises 3 and 4 
Sclect the answer that best completes the following statements. 


1. If direct rays passing through an object are advanced % wavelength by the 
phase ring, the diffracted rays are 




















1. in phase with the direct rays. т 
2. VE wavelength out of phase with the direct rays. 
3. Я wavelength out of phase with direct rays. " 
4. in reverse phase with the direct rays. == 
5. Both 2 and 4 are correct. А 
2. The best barrier filter to use with the Schott BG12 exciter filter is the 
1. blue A0702. 3. Wratten G2. ا‎ 
2: Schott 061 4, None of these are correct. 
3. The examination of ordinary stained slides is not enhanced with a س‎ 
1. brightfield microscope. 3. fluorescence microscope. 
2: phase-contrast microscope. 4. Both 2and 3 are correct, а 
4. Special immersion ой is required for 7 A 
1. brightfield microscopy. 
2. phase-contrast microscopy. а 
3. fluorescence microscopy. 
4 Both 2 and 3 are correct. E 
5. Amplitude summation occurs in phase-contrast optics when both direct and 
diffracted rays are * == 
1. in phase. = 


2. in reverse phase. 
3, off % wavelength. 
4, None of these are correct. 


6. The phase-contrast microscope is best suited for observing 
1. living organisms in an uncovered drop on a slide. 
2. stained slides with cover glasses, 
3. living organisms in hanging drop slide preparations. 
4: living organisms on a slide with a cover glass. 
7. The wavelength of fluorescent light rays is 
1. always longer than the exciting wavelength, 
2. always shorter than the exciting wavelength. 
3, about the same length as the exciting wavelength. 
4. sometimes shorter and at other times longer in wavelength. 


8, The barrier filter in the fluorescence microscope is kept in position to 
1. block all light rays from getting through. 
2, allow fluorescence light rays to pass through. 
3. screen out exciting light rays. 
4. Both 2 and 3 are correct. 


9. A phase centering telescope is used to 
1. improve the resolution of the ocular. 
2. increase magnification with the oil immersion objective, 
3, observe the relationship of the annular diaphragm to the phase ring. 
4. None of the above are correct. 


10. The visible spectrum of light is between. 
1. 200 and 800 nanometers 
2. 400 and 780 nanometers. 
3, 300 and 800 nanometers. 
4. None of these are correct. 
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Protozoa, Algae, and Cyanobacteria 





A. Tabulation of Observations 
In this study of freshwater microorganisms, record your observations in the following tables. The number of 
organisms to be identified will depend on the availability of time and materials. Your instructor will indicate 
the number of each type that should be recorded. 

Record the genus of each identifiable type. Also, indicate the phylum or division to which the organism 
belongs. Microorganisms that you are unable to identify should be sketched in the space provided. It is not 
necessary to draw those that are identified. 


PROTOZOA 





GENUS 


PHYLUM 


NO. 


SKETCHES OF UNIDENTIFIED 


























ALGAE 





GENUS 


DIVISION 


NO. 


‘SKETCHES OF UNIDENTIFIED 
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CYANOBACTERIA 





GENUS om ‘SKETCHES OF UNIDENTIFIED 
































B. General Questions 
Record the answers to the following questions in the answer column. Answers 
IF may be necessary to consult your text or library references for one — 
or two of the answers, 





1. Give the kingdom in which each of the following groups of or- 
ganisms is found: 


a. protozoans d. bacteria 
b. algae e. fungi $ ڪڪ‎ 
с. cyanobacteria 1. microscopic invertebrates 


Four kingdoms are represented by the organisms in the above 
question. Name the fifth kingdom. 


3. What is the most significant characteristic seen in eukaryotes that 
is lacking in prokaryotes? 





4. What characteristic in the microscopic invertebrates distinguishes 
them from protozoans? 


5. Which protozoan phylum was not found in pond samples because 








phylum members are all parasitic? D 
6. Indicate whether the following are present or absenr in the algae: = 
а cilia b. flagela c. chloroplasts 
7. Indicate whether the following are present or absent in the proto- 
a. cilia c. mitochondria 
D 
b. chloroplasts d. mitosis í 
8. Which photosynthetic pigment is common to all algae and cyano- ern 
bacteria? ке — 
9. Name two photosynthetic pigments that are found in the cyanobac- ke = 
teria but not in the algae. 10. | 
10. What photosynthetic pigment is found in bacteria but is lacking in | ı1 р 








all other photosynthetic organisms? 
11. What type of movement is exhibited by the diatoms? 
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Protozoa, Algae, and Cyanobacteria 


Protozoan Characterization 
Select the protozoan groups in the right-hand column that have the following 
characteristics: 


1. move with flagella 1. Sarcodina 
2. move with cilia 2. Mastigophora 
3. move with pseudopodia 3. Ciliophora 
4. have nuclear membranes 4. Sporozoa 
5. lack nuclear membranes 5. all of above 
6. all species are parasitic 6. none of above 
7. produce resistant cysts 
р. Characterization of Algae and Cyanobacteria 
Select the groups in the right-hand column that have the following characteristics: 
Pigments 
1. chlorophyll a 1. Eoglenophycophyta. 
2. chlorophyll b 2. Chlorophycophyta 
3. chlorophyll с 3. Chrysophycophyta 
4: fucoxanthin 4. Phaeophycophyta. 
5. c-phycocyanin 5. Pyrrophycophyta 
6. c-phycoerythrin 6. Cyanobacteria 
7. all of above 
8. none of above 
Food Storage 
7. fats 
8. oils 
9. starches 
10. laminarin 
11. leucosin. 
12. paramylum 
13. mannitol 
Other Structures 


14. pellicle, no cell wall 
15. cell walls, box and lid 
16. chloroplasts 

17. phycobilisomes 

18. thylakoids 





Answers 





Protozoa 




















16. 
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Ex. 8 Aseptic Technique 





A. Results 
1. Were all your transfers successful? 


2. What evidence do you have that they were successful? 








3, What evidence do you have that a transfer is unsuccessful? 





В. Questions: 
1. What kinds of organisms are destroyed when your desktop is scrubbed down with a disinfectant? 





2. Are bacterial endospores destroyed? 
3. Ноу hot should inoculating loops and needles be heated? 
4. Why is it necessary to flame the mouth of the tube before and after performing an inoculation? 











Ex. 9 The Bacteria 


A. Questions: After you have tabulated your results on the back of this sheet, answer the following 
questions 
1. Using the number of colonies as an indicator, which habitat sampled by the class appears to be the most 
contaminated one? 








2. Why do you suppose this habitat contains such a high microbial count? 





3. а. Were any plates completely lacking in colonies? 
b. Do you think that the habitat sampled was really sterile? 
с. If your answer to b is no, then how can you account for the lack of growth on the plate? 





4. If your answer to bis yes, defend it: 








4. Ina few words describe some differences in the macroscopic appearance of bacteria and mold colonies: 
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B. Tabulation 


After examining your TSA and blood agar plates, record your results in the following table and on a similar 
table that your instructor has drawn on the chalkboard. With respect to the plates, we are concerned with a 
quantitative evaluation of the degree of contamination and differentiation as to whether the organisms are 
bacteria or molds. Quantify your recording as follows: 
Ono growth + + +51 to 100 colonies 
+110 10 colonies + + + + over 100 colonies 
+ + 11 to 50 colonies 


After shaking the tube of broth to disperse the organisms, look for cloudiness (turbidity). If the broth is clear, 
по bacterial growth occurred. Record no growth as 0. If tube is turbid, record + in last column. 


<тирємт |. PLATE EXPOSURE METHOD ‘COLONY COUNTS BROTH 


INITIALS TSA Blood Agar Bacteria Mold | Source | Result 
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Yeasts and Molds 





А. Yeast Study 
Draw a few representative cells of Saccharomyces cerevisiae in the appropriate circles below. Blastospores 
(buds) and ascospores, if seen, should be shown and labeled. 


о Q 


Prepared Slide Living Cells 


B. Mold Study 
In the following table, list the genera of molds identified in this exercise. Under colony description, give the 
approximate diameter of the colony, its topside color and backside (bottom) color. For microscopic appear- 
‘ance, make a sketch of the organism as it appears on slide preparation. 





fe MICROSCOPIC APPEARANCE 
GENUS COLONY DESCRIPTION (DRAWING) 
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Fungi: Yeasts and Molds 


C. Questions 
Record the answers for the following questions in the answer column, Answers 


1. The science that is concerned with the study of fungi is called 


2. The kingdom to which the fungi belong is ^ а 
3. Microscopic filaments of molds аге called 


4. A filamentlike structure formed by a yeast from a chain of blas- 
tospores is called a 4 


5. A mass of mold filaments, as observed by the naked eye, is called 





А = 

6. Most molds have hyphae (septate or non: | & 
septate) 

7. List three kinds of sexual spores that are the basis for classifying ж. 
the molds. 





8. Whats the name of the rootlike structure that is seen in Rhizopus? 
9. What type of hypha is seen in Mucor and Rhizopus? 
10. What kind of asexual spores are seen in Mucor and Rhizopus? a 
11. What kind of asexual spores are seen in Penicillium? 
12. What kind of asexual spores are seen in Altemaria? 


13. Which subdivision of the Amastigomycota contains individuals 
that lack sexual spores? m а 


14. What division of Myceteae consists of slime molds? 
15. Fungi that exist both as yeasts and molds are said to be. " 


LI 


Ly 


E 
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LABORATORY REPORT oe 


11-14 Desk No.: Section: 


Negative Staining, Smear Preparation, 
Simple and Capsular Staining 





A. Negative Staining (Exercise 11) 


1. Drawing: Make a drawing in the circle at the right of some of the 
organisms as seen under oil immersion. 


2. In addition to nigrosine, what other agent is often used for making 
negative-stained slides? 





3. Other than bacteria, what kinds of microorganisms might one en- 
counter in the mouth? 
Oral organisms 
‘nigrosine) 





В. Smear Preparation (Exercise 12) 
1. Give two reasons for heating the slide after the smear is air-dried: 
ь 


2. Why is an inoculating needle preferred to а wire loop when making smears from solid media? 

















C. Simple Staining (Exercise 13) 


1. Drawing: Draw a few cells of C. diphtheriae from the portion of 
the slide that exhibits metachromatic granules and palisade 
arrangement. 


2. Why are basic dyes more successful on bacteria than acidic dyes? 








Corynebacterium diphtheriae 
3. List three basic dyes that are used to stain bacteria: а. A 
b. ‚© 
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Negative Staining, Smear Preparation, Simple and Capsular Staining 


D. Capsular Staining (Exercise 14) 


1. List some of the chemical substances that have been identified in 
bacterial capsules. 











2. What relationship is there between capsules and bacterial virulence? 
" Klebsiella pneumoniae 


(capsular stain) 
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LABORATORY REPORT какам 


15-18 m 


Differential Staining: 
Gram, Spore, and Acid-Fast 








A. Drawings 
With colored pencils, draw the various organisms as seen under oil immersion. Extra circles are provided for 
additional assignments, if needed. 


Q 
Q 
Q 


P. aeruginosa & 5. aureus B. megaterium & M. B. catarrhalis M. smegmatis 
(Gram stain) (Gram stain) (Gram stain) 


Q 
Q 
Q 


B. megaterium B. megaterium M. smegmatis & S. aureus 
(Schaeffer-Fulton method) (Dorner method) (Ziehl-Neelsen method) 


Q 
Q 
Q 


M. phlei & S. aureus 
(Truant method) 





OPTIONAL STAINING 
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Differential Staining: Gram, Spore, and Acid-Fast 
B. Completion Questions 


1. What color would you expect 5. aureus to be if the iodine step were omitted in the Gram staining 
procedure? 





Explanation: 











2. What part of the bacterial cell (cell wall or protoplast) appears to play the most important role in deter- 
mining whether an organism is gram-positive? 





3. Why would methylene blue not work just as well as safranin for counterstaining in the Gram staining 
procedure’? 

4. Why are endospores so difficult to stain? 

5. How do the following two genera of spore-formers differ physiologically? 
Bacillus: 
Clostridium: 


6. How do you differentiate 5. aureus and M. B. catarrhalis from cach other on the basis of morphological 
characteristics? 























7. Are the acid-fast mycobacteria gram-positive or gram-negative? 
8. For what two diseases is acid-fast staining of paramount importance? 

a b 
9. What advantage does the Zichl-Neelsen technique have over the Truant method? 











10. What advantage does the Truant method have over the Zichl-Neelsen technique? 





11. Why is it desirable to combine 5. aureus with acid-fast organisms such as M. smegmatis when applying 
‘an acid-fast staining technique? 
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LABORATORY REPORT ove 


19 Desk No.: Section: 


Motility Determination 





А. Test Results 
1. Which of the two organisms exhibited true motility on the slides? 





2. Did the semisolid medium inoculations confirm the results obtained from the slides? 





3. Sketch in the appearance of the two tube inoculations: 


J t 


Micrococcus luteus Proteus vulgaris 


B. Questions 


1. How does Brownian movement differ from true motility? 








2. How do you differentiate water current movement from true motility? 








3. Make sketches that illustrate each of the following flagellar arrangements: 


Monotrichic Lophotrichic 


 Amphitrichic Peritrichic. 
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LABORATORY REPORT cident 


20 Desk No.: Section: 


Culture Media Preparation 





1. How do the following types of organisms differ in their carbon needs? 
Photoautotrophs: 
Photoheterotrophs:. 
Where do the above two types of organisms get their energy? 











Where do chemoheterotrophs get their energy? 
What is a growth factor? 


> 








5. Give two reasons why agar is such a good ingredient for converting liquid media to solid media. 
b. 
6. Differentiate between the following two types of media: 
Synthetic medium: 
Nonsynthetic medi 
7. Differentiate between the following two types of media: 
Selective medium: 
Differential medium: 
3. Briefly list the steps that you would go through to make up a batch of nutrient agar slants: 
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LABORATORY REPORT nent. 


21 


Desk No. Section: 


Pure Culture Techniques 





A. Evaluation of Streak Plate 
‘Show within the circle the distribution of the colonies on your streak plate. To identify the colonies, use red 
for Serratia marcescens, yellow for Micrococcus luteus, and purple for Chromobacterium violaceum. If time 
permits, your instructor may inspect your plate and enter a grade where indicated. 


Grade. 


B. Evaluation of Pour Plates 
Show the distribution of colonies on plates II and Ш, using only the quadrant section for plate IL. If plate Ш 
has too many colonies, follow the same procedure. Use colors. 


plate II plate Ш 
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Pure Culture Techniques. 


C. Subculture Evaluation 
With colored pencils, sketch the appearance of the growth on the slant diagrams below. Also, draw a few cells 
of each organism as revealed by Gram staining in the adjacent circle. 


ООДО 


Serratia marcescens Micrococcus luteus Escherichia coli 
Chromobacterium violaceum 
D. Questions 


322 


1 


Which method of separating organisms seems to achieve the best separation? 





Which method requires the greatest skill? 





Do you think you have pure cultures of each organism on the slants? 
Can you be absolutely sure by studying its microscopic appearance? 





Explain: 


Give two reasons why the nutrient agar must be cooled to 50° C before inoculating and pouring. 














Why should a Petri plate be discarded if media is splashed up the side to the top? 








Give two reasons why itis important to invert plates during incubation: 








Why is it important not to dig into the agar with the loop? 





Why must the loop be flamed before entering а culture? 
Why must it be flamed after making an inoculation? 
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LABORATORY REPORT nent. 


29 Desk No.: Section: 


Cultivation of Anaerobes 





A. Tube Inoculations 
After carefully comparing the appearance of the six cultures belonging to you and your laboratory partner, 
select the best tube for each organism and sketch its appearance in the tubes below. Indicate under each name 


the type of medium (FTM or TGYA). 
E. coli nu пады Come Comm 
(ap 


B. Plate Inoculations 
After comparing the growths on the two plates of Brewer's anaerobic agar with the growths in the six tubes, 
classify each organism as to its oxygen requirements: 


Escherichia coli: Bacillus subtil 
Streptococcus faecalis: 
Staphylococcus aureus: (Clostridium rubrum: 








С. Questions 
1. What is the function of oxygen at the cellular level? 





2. Why are facultative organisms able to grow with or without oxygen while aerobes grow only in its 
presence? 








3. How do "indifferents" differ from “facultatives”? 





4. What is the function of the following agents in the media used in this experiment? 
Sodium thioglycollate: 
Resazurin: 
Agar in ЕТМ: 
Agar in TGYA shake: 
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Cultivation of Anaerobes 


5. How is oxygen removed from the air in a GasPak anaerobic jar? 











D. Spore Study 
If a spore-stained slide is made of the three spore-formers, draw a few cells of each organism in the spaces 
provided below: 


(QOO 


B. subtilis C. sporogenes 
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LABORATORY REPORT Student: 


2 L4 Desk No.: Section: 


Bacterial Population Counts 





A. Quantitative Plating Method 


1. Record your plate counts in this table: 

















DILUTION PLATED MLPLATED NUMBER OF COLONIES 
120000 10 
1:100,000 ол 
149,000,000 10 
1:10,000,000 ол 

















2. How many cells per ml were there in the undiluted culture? 


3. How would you inoculate a plate to get 1:100 dilution? 





4. How would you inoculate a plate to get 1:10 dilution? 





5. Give two reasons why it is necessary to shake the water blanks as recommended, 





b. 





B. Turbidimetric Determinations 
1. Record the percent transmittance and optical density values for your dilutions in the following table, 





DILUTION PERCENT TRANSMITTANCE OPTICAL DENSITY 





m 





12 





14 





m 
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Bacterial Population Counts 





Е 
EH 
i 
5 





Plot the optical densities versus the concentration of organisms. Complete the graph by drawing a line 
between plot points. 


DILUTION 


С. Questions 
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‘What is the maximum O.D. that is within the linear portion of the curve? 


What is the corrected or true O.D. of the undiluted culture? (Hint: If the O.D. for the 1:2 dilution but not 
the 1:1 dilution is within the linear portion of the curve, then the O.D. of the 1:1 dilution should not be 
considered correct. The correct or true O.D. of the undiluted culture inthis example could be estimated 


by multiplying the O.D. of the 1:2 dilution by 2.) 


What is the correlation between corrected О.Р. and cell number for your culture? 








Why is it necessary to perform a plate count in conjunction with the turbidimetry procedure? 





If your medium were pale blue instead of amber-colored, as is the case of nutrient broth, would you set 


the wavelength control knob higher or lower than 686 nanometers? 
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LABORATORY REPORT ры 


24, 25 


Desk No. Section: 


Ex. 24 Slide Culture: 
Autotrophs 





A. Microscopic Examination 
While examining the two slides, move them around to different areas to note the various types of organisms 
that are present. Draw representative types. 


GRAM'S STAIN LIVING 


В. Questions 


1. With respect to Gram's stain, which type (gram-positive or gram-negative) seems to predominate? 





2. Listas many different kinds of autotrophic protists as you can that can be cultured on this type of slide. 











З. Some organisms that grow on this type of slide are chemosynthetic heterotrophs. What would be the 
source of their food? 
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Slime Mold Culture 


Ex. 25 Slime Mold Culture 





A. Observations 


1. What happened when the flow of protoplasm on a plasmodium was interrupted by severance with a 
scalpel? 








2. Describe your observations of the crushed spores on the hanging drop slide. 











В. Questions 

1. List two functions served by fructification (sporangia formation) in Physarum. 
ь 
What is the principal function of the plasmodial stage of Physarum? 











3. List two characteristics that the Myxobacterales and Gymnomycota have in common. 
b. 
4. Postulate as to the evolutionary relationship between the myxobacteria and slime molds, 
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LABORATORY REPORT SU 


97 Desk No.: Section: 


Anaerobic Phototrophic Bacteria: 
Isolation and Culture 





А. Observations: 
1. Column Appearance: Describe in a few words the appearance of the Winogradsky column during the: 
First Period: 





‘One Week Later: 





‘Two Weeks Later: 





‘Subsequent Weeks: 








2. Subculture Appearance: Describe the appearance of your subculture tubes at the end of two weeks: 











3. Microscopic Appearance: Describe the characteristics ofthe cells you observed on wet mount slides and 
gram-stained slides: 








B. Questions: 

1. What roles do the following organisms perform in the Winogradsky column? 
Clostridi 
 Desulfovibri 

2. How do Chromatium and Chlorobium differ as to where they put the sulfur that they produce? 















3. Give the equations for photosynthesis in the following: 
Algae: 
Chromatium and Chlorobium: 
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Anaerobic Phototrophic Bacteria: Isolation and Culture 


C. Tabulation of Results 


nm 
Campanian, 201 


If different mud samples were used by class members, record your results on the chart below and on a simi- 
lar chart constructed by your instructor on the chalkboard. Record the presence (+) or absence (—) of the var- 
ious species identified. Їп the "Other" column list any other species that you might have encountered. 





Student 
Initials 


Source of 
Pond Mud 


Chromatium 


Chlorobium 


Other 































































































D. Conclusions from above table: 
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LABORATORY REPORT ж. 


28, 99 Desk No.: Section: 


Isolation of Phage from Sewage and Flies 





А. Plaque Size Increase (for both Exercises 28 and 29) 
With a china marking pencil, circle and label three plaques on one of the plates and record their sizes in mil- 
limeters at 1-hour intervals. 


























] PLAQUE SIZE 
TIME (millimeters) 
Plaque No. 3 
Wren fist soon | 
m 
2 heure later 
3 ous ater 

















B. Questions (for Exercise 28 only) 
1. Were any plaques seen on the negative control plate? 


2. Do plates 1, 2, and 3 show a progressive increase in number of plaques with increased amount of sewage 
filtrate? 


3. Did the phage completely “wipe out” all bacterial growth on any of the plates? 
1f so, which plates? 








С. Observations (for Exercise 29 only) 
‘Count all the plaques on each plate and record the counts in the following table. If the plaques are very nu- 
‘merous, use a Quebec colony counter and hand counting device. If this exercise was performed as a class 
project with individual students doing only one or two plates from a common fly-broth filtrate, record all 
counts on the chalkboard on a table similar to the one below. 











Plate Number [а [4 [в [6 [во 
ВЕТ оз | ов | or | os | os | os | es | ог | on | № 
Fat ih or | o2 | os | os | os | os | or | 08 | os | о 











‘Number of pisques 
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Isolation of Phage from Sewage and Flies 
D. Questions (for Exercise 29 only) 

1. Which plate was used as the negative control? 

2. Were there any plaques on the negative control plate? 

3. What would be the explanation for the presence of plaques on the negative control plate? 








4, Were any plates completely “wiped out" by phage action? 
Fso, which ones? 





E. Terminology (for both Exercises 28 and 29) 
1. Differentiate between the following: 
Lysis: 





зору: 





Differentiate between the following: 
Virulent phage: 





‘Temperate phage: 
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LABORATORY REPORT e 


30 Desk No.: Section: 


Burst Size Determination: 


A One-Step Growth Curve 





A. Plaque Counts 
Record the counts of plaques on each of the plates in the following table. Record the peak number of plaques 
as the burst size. The drop in plaque numbers after a peak results from adsorption of mature phage virions on 
other bacterial cells and cell debris. 





15 25 EJ 35 Е 45 50 






































Burst size: 


B. Dilution Interpretation 
Answer the following questions to clarify your understanding of the dilutions that occur in this experiment. 


1. How many cells were present in each milliliter of the original bacterial culture? 
2. How many bacterial cells (total) were dispensed into the ADS tube? 
3. Ifthe bacterial dilution per plate is 1:10,000,000, how many bacterial cells were distributed to each plate? 





4. How many phage virions were present in 1 ml of the original phage suspension? 





5. How many phage virions were present in the 0.1 ml of phage suspension that was added to the ADS tube? 





6. What was the numerical ratio of phage virions to bacterial cells in the ADS tube? 
What is this ratio called? 

7. How many bacterial cells were placed in the ADS-2 tube? 

3. What effect does dilution have on adsorption? 
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3 1 3 3 Desk No. ‘Section: 
Microbial Interrelationships 
Ex. 31 Bacterial Commensalism 





А. Results 
Indicate the degree of turbidity (none, +, + +, + + +) in the following table. With colored pencils, draw 
the appearance of the gram-stained slides where indicated. 





‘ORGANISMS: TURBIDITY GRAM STAIN 


Staptyoeoecus aureus 








Сонлап scorogene 





8. aureus and C. sporegenas 











В. Questions 
1. Does C. sporogenes grow well in nutrient broth? 
2. How does 5. aureus assist C. sporogenes in growth? 





Ex. 52 Bacterial Synergism 





А. Results 
Examine the six tubes of media, looking for acid and gas. In the presence of acid, bromthymol blue turns 
yellow. Record your results in the table below. Consult other students for their results and complete the 




















table. 
LACTOSE | SUCROSE Lactose | SUCROSE | 
ORGANISMS | лн | ош | acia | aee | COMBINATIONS [лен T бе| дам | бе 
E cor =] (| | Е ceranae нарат Ее 
P. vuigaris | Е сай and $ aureus 
ETT BI ausus sni P vagis 
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Bacterial Synergism and Microbial Antagonism 


B. Questions 
1. Did any of the three organisms produce gas in either lactase or sucrose broth when alone in the medium? 





Which organisms act synergistically to produce gas in 
lactose? 








Ex. 33 Microbial Antagonism 





A. Questions 


1. Which organisms are antagonistic to E. coli? 





Which organisms are antagonistic to 5. aureus? 





3. Name an antibiotic substance that is derived from each of the following types of organisms. Also, indi- 
cate whether the substance is effective against gram-positive or gram-negative organisms. 


A bacterium: 
An actinomyces: 
A fungus: 


4, What role does microbial antagonism play in nature? 

















5. In what physiological way does penicillin affect penicillin-sensitive bacteria? 





6. How do sulfonamides inhibit bacterial growth? 
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3 4 Desk Мо. Section: 
Temperature: 


Effects on Growth 


А. Pigment Formation and Temperature 
1. Draw the appearance of the growth of Serratia marcescens on the 
nutrient agar slants using colored pencils. 
2. Which temperature seems to be closest to the optimum temperature 
for pigment formation? o 
3. What are the cellular substances that control pigment formation and 
are regulated by temperature? 
25°C 38°C 


B. Growth Rate and Temperature 
If a spectrophotometer is available, dispense the cultures into labeled cuvettes and determine the percent 
transmittance of each culture. Calculate the O.D. values from the percent transmittance, using the formula 
given in Exercise 23. 

1 no spectrophotometer is available, record only the visual reading as +, + +, + + +, and none. 

















ЗЕННАПА MARCESCENS ESCHERICHIA COLI 
‘Spectraphotom: ‘Spectrophatometer 

Visual ar id Visual F- € 

Reading зт ор. Reading жт ор. 
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Temperature: Effects on Growth 


Growth curves of Serratia marcescens and Escherichia coli as related to temperature. 





Optical Density 























5 25 3p 427 55° 
‘Temperature (Centigrade) 


1. On the basis of the above graph, estimate the optimum growth temperature of the two organisms. 


Serratia marcescens: 





Escherichia сой: 





2. То get more precise results forthe above graph, what would you do? 








3. Differentiate between the following: 
Thermophile: 





Mesophile: 





Psychrophile: 





4. What is the optimum growth temperature range for most psychrophiles?. 
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35 


Temperature: 
Lethal Effects 





A. Tabulation of Results 
Examine your five Petri plates, looking for evidence of growth. Record on the chalkboard, using a chart sim- 
ilar to the one below, the presence or absence of growth as (+) or (—). When all members of the class have 
recorded their results, complete this chart 





































































































60°C тес 80°C 90 C 100°C 
ORGANISM 
[c*[10[20[50]40| c" [ro[zo[so]4o |с" 10розоао[с fo [eo[so [во] c" [ro [ово [во] 
S. aureus 
E.coli 
B. megaterium 


1. If they can be determined from the above information, record the thermal death point for each of the 
organisms. 
S. aureus: E. coli: B. megaterium: 


2. From the following table, determine the thermal death time for each organism at the tabulated temperatures. 








THERMAL DEATHTIME 
60C тес [n эю С 100" C 





ORGANISM 





S. aureus 





E. сой 




















B. megaterium 











B. Questions 
1. Give three reasons why endospores are much more resistant to heat than are vegetative cells. 
b. 
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Temperature: Lethal Effects 


340 


2 


Differentiate between the following: 
Thermoduric: 








Thermophilic: 








List four diseases caused by spore-forming bacteria. 
a. b. 
c 4 








Since boiling water is unreliable in destroying endospores, how should one use heat in medical applica- 
tions to ensure spore destruction? (three ways) 


b. 
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LABORATORY REPORT Student: 


5 6 Desk No.: Section: 


pH and Microbial Growth 





A. Tabulation of Results 
If a spectrophotometer is available, dispense the cultures into labeled cuvettes and determine the percent 
transmittance of each culture. Calculate the О.Р. values from the percent transmittance, using the formula 
given in Exercise 23. To complete the tables, get the results of the other three organisms from other members 
of the class, and delete the substitution organisms in the tables that were not used. 

If no spectrophotometer is available, record only the visual reading as +, + +, + + +, and none. 

































































Escherichia сой ‘Staphylococcus aureus 
н ved Specrophotometer ve pecu 
Reading aoa een Reading rae ВЕ 
3 
5 
7 
в 
В 
10 
Alcaligenes faecalis or Saccharomyces cervisiae or 
Sporosarcina ureae Candida glabrata 
ен Visual Spectrophotometer mm ‘Spectrophotometer 
Reading ИЕ Reading ЕЕ ee 
3 
5 
7 
в 
9 
10 
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РН and Microbial Growth 
В. Growth Curves 


Once you have computed all the O.D. values on the two tables, plot them on the following graph. Use dif- 
ferent colored lines for each species. 





Optical Density 











pH 7 


Hydrogen Ion Concentration. 


10 


C. Questions 
Which organism seems to grow best in acid media? 
Which organism seems to grow best in alkaline media? 


Which organism seems to tolerate the broadest pH range? 
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Ex. 37 Osmotic Pressure and Bacterial Growth 





А. Results 
Record the amount of growth of each organism at the different salt concentrations, using, +, ++, +++, and. 
none to indicate degree of growth. 





f SODIUM CHLORIDE CONCENTRATION 
ORGANISM 05% 5% 10% 15% 
wh | м лам | sw | ам | вы 


























Escherichia cot | | 


Staphylococcus aureus | 





Halbacterum satnarum 





























В. Questions 
1. Evaluate the salt tolerance of the above organisms. 
Tolerates very little salt: 





Tolerates a broad range of salt concentration: 
Grows only in the presence of high salt concentration: 
2. How would you classify Halobacterium salinarium as to salt needs? Check one. 





Obligate halophile Facultative halophile 
3. Differentiate between the following: 

Halophile: 

Osmophile: 





4. Supply the following information concerning mannitol salt agar (Refer to the Difco Manual). 


Composition: 








For what organism is this medium selective’? 
What ingredient makes it selective? 
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Oligodynamic Action 
Ex. 58 Oligodynamic Action 


A. Tabulation of Results 
Measure the zone of inhibition from the edge of each piece of metal with a millimeter ruler. Record the mea- 
surements in the table, Spaces are provided for write-in of additional metals. 























MILLIMETERS OF INHIBITION 
METAL E coll S aureus 
Copper | 

Sie ш 

‘Aun = | 
































В. Questions 
1. Which metal seems to exhibit the greatest amount of oligodynamic action? 





2. Which metal or metals seem to be ineffective? 
Do these two organisms seem to differ in their susceptibility to oligodynamic action? 





Explain: 











4. What specific chemical substances in bacterial cells are inactivated by heavy metals, affecting growth? 
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Ultraviolet Light: 


Lethal Effects 





A. Tabulation of Results. 
Your instructor will construct a table similar to the one below on the chalkboard for you to record your re- 
sults. If substantial growth is present in the exposed area, record your results as + + +. If three or fewer 
colonies survived, record +. Moderate survival should be indicated as ++, No growth should be recorded 
as —. Record all information in the table 





‘ORGANISMS EXPOSURE TIMES 





S aureus One | мс | 40sec | ose | 25min 








БУЛ 








B. mogaterium imo | гт | ime 








р 
































“Paes coved бита sposa. 
В. Questions 


1 


What length of time is required for the destruction of non-spore-forming bacteria such as Staphylococcus 





Can you express, quantitatively, how much more resistant В. megaterium spores are to ultraviolet light. 
than 5. aureus vegetative cells e., how many times more resistant are they)? 











Why is it desirable to remove the cover from the Petri dish when making exposures? 





In what specific way does ultraviolet light destroy microorganisms? 








What adverse effect can result from overexposure of human tissues to ultraviolet light? 
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Ultraviolet Light: Lethal Effects 


6. What wavelength of ultraviolet is most germicidal? 
7. List several practical applications of ultraviolet light to microbial control 
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Evaluation of Disinfectants: 
The Use-Dilution Method 





A. Tabulation of Results 
‘The instructor will draw a table on the chalkboard similar to the one below. Examine your tubes of nutrient 
broth and pins by shaking them and looking for growth (turbidity). If you are doubtful as to whether growth 
is present, compare the tubes with a tube of sterile nutrient broth. Record on the chalkboard a plus (+) sign 
if growth is present and a minus (—) sign if no growth is visible. After all students have recorded their results, 
‘complete the following chart 
































f MINUTES 
DISINFECTANT Staphylococcus aureus | Bacillus megaterium 

| эшейип [е Гоо [| [+ [8 | [в 
11750 гармат |81 | 
pem | i1 | 
8% formaldehyde m EE M Я | i | 






































В. Questions 
1. What conclusions can be drawn from this experiment? 
































2. Distinguish between the following: 
Disinfectant: 








Antiseptic: 








347 








T menson: Microbiological | Back Mater T tates Reports De Mtt 
Арсыз Lab Mara. Campanian, 201 
gh Elton 


Evaluation of Disinfectants: The Use-Dilution Method 





3. What factors other than time influence the action of a chemical agent on bacteria 
































4, Fill in the equation that explains how the phenol coefficient is determined: 
PC. 








5. What are some drawbacks that one encounters when attempting to apply the phenol coefficient to ай dis- 
infectants? 
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Evaluation of Alcohol 
Its Effectiveness as a Skin Degerming Agent 





A. Tabulation of Results 
Count the number of colonies that appear on each of the thumbprints and record them in the following table. 
Ifthe number of colonies has increased in the second press, record a 0 in percent reduction. Calculate the per- 
centages of reduction and record these data in the appropriate column. Use this formula: 


(Colony Count Ist press) = (Colony Count 2nd press) „og 


pene (Colony count Ist press) 





LEFT THUMB (Control) RIGHT THUMB (Dipped) RIGHT THUMB (Swabbed) 


Colony | Colony | Percent | Colony | Colony | Percent | Colony | Colony | Percent 
Count | Count | Reduction | Count | Count | Reduction | Count | Count | Reduction 
tat Presa | 2nd Press 1st Press | 2nd Press Ast Press | 2nd Press 




















































































































A duction Lae С Av % Reduction RE D CR Reduction, Rig EY 








349 





| menson: Miereiologleal [Back maner Tuer — | De Mtt 
Botas Lab Manual Companies, 2001 
poo 


Evaluation of Alcohol: Its Effectiveness as a Skin Degerming Agent 


B. Questions 


1 


350 


In general, what effect does alcohol have on the level of skin contaminants? 





15 there any difference between the effects of dipping versus swabbing’ 
Which method appears to be more effective? 


There is definitely survival of some microorganisms even after alcohol treatment. Without staining or mi- 
croscopic scrutiny, predict what types of microbes are growing on the medium where you made the right 
thumb impression after treatment. 
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42 


Evaluation of Antiseptics: 
The Filter Paper Disk Method 
































A. Tabulation of Results 
"With а millimeter scale, measure the zones of inhibition between the edge of the filter paper disk and the or- 
anisms. Record this information, Exchange your plates with other student plates to complete the men- 
Surements for all chemical agents. 

MILLIMETERS OF INHIBITION 
DISINFECTANT sea оғ ا و‎ 
‘Staphylococcus aureus Peeudormonas aeruginosa 
IE] 
arm ] 
B. Questions. 


1. What conclusions can be derived from these results? 


























2. What factors influence the size of the zone of inhibition? 
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Antimicrobic Sensitivity Testing: 
The Kirby-Bauer Method 





A. Tabulation 
List the antimicrobics that were used for each organism. Consult tables 43.1 and 43.2 to identify the various 
disks, After measuring and recording the zone diameters, consult table УП in Appendix A for interpretation. 
Record the degrees of sensitivity (R, I, or S) in the sensitivity column. Exchange data with other class mem- 
bers to complete the entire chart. 





ANTIMICROBIC | ZONE | RATING | ANTIMICROBIC | ZONE | RATING 
DA | (LS) DIA. 

















S aeus 




















P поля 




















Proteus vulgaris 
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Antimicrobic Sensitivity Testing: The Kirby-Bauer Method 
B. Questions 

1. Which antimicrobics would be suitable for the control of the following organisms? 
S. aureus: 
E. coli: 
Р. vulgaris 
P. aeruginosa:. 
Differentiate between the following: 
Narrow spectrum antibiotic 





























Broad spectrum antibiotic: 








3, Which antimicrobics used in this experiment would quality as being excellent broad spectrum antimicrobics? 








4. Differentiate between the following: 
Antibiotic 











 Antimicrobic: 








5. How can drug resistance in microorganisms be circumvented? 
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Effectiveness of Hand Scrubbing 





A. Tabulation of Results 
‘The instructor will draw a table on the chalkboard similar to the one below. Examine the six plates that your 
group inoculated from the basin of water. Select the two plates of a specific dilution that have approximately 
30 to 300 colonies and count all of the colonies of each plate with a Quebec colony counter. Record the counts 
for each plate and their averages on the chalkboard. Once all the groups have recorded their counts, record. 
the dilution factors for each group in the proper column. To calculate the organisms per milliliter multiply the 
average count by the dilution factor. 





олтсоинт | 0.2 т COUNT | o4micOUNT | 








GROUP. - ORGANISMS. 
Per | average | Per Per | Average | DILUTION PER 
Piste Piate Plate FACTOR" | MILLILITER 
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Effectiveness of Hand Scrubbing 


В. Graph 
After you have completed this tabulation, plot the number of organisms per milliliter that were present in each 
basin, 


























MINUTES: 1 
BASIN: A 


PME 
пе 
= 
т 


С. Questions 


1. What conclusions can be derived from this exercise? 











What might be an explanation of a higher count in Basin D than in B, ruling out contamination or faulty 
techniques? 








3. Why is it so important that surgeons scrub their hands prior to surgery even though they wear rubber 
gloves? 
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Preparation and Care of Stock Cultures 





1. Why shouldn't cultures be stored at room temperature or in the incubator for any length of time? 











2. Why should stock cultures be reinoculated to new media (“rotated”) even if they are stored in the 
refrigerator? 








3, For what types of inoculations do you use your 
reserve stock culture? 








working stock culture? 











4. What is lyophilization? 











What advantage does this procedure have over the method we are using for maintaining stock cultures? 
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Physiological Characteristics of Bacteria 


























А. Media аа 
List the media that are used for the following tests: Answers 
1. Butanediol production. Е 
2. Hydrogen sulfide production. 
3. Indole production 1 
4, Starch hydrolysis x 
5. Urease production 
6. Citrate utilization а. 
7. Fat hydrolysis 
8. Casein hydrolysis i 
9. Catalase production s 
10. Mixed acid fermentation 
11. Glucose fermentation [e 
12. Nitrate reduction B 
B. Reagents n 
Select the reagents that are used for the following tests: 
1. Indole test Bart's reagent— i 
2 Voges-Proskauer test Gram's iodine—2 а 
3. Catalase test Hydrogen peroxide—3 
4, Starch hydrolysis Kovacs' reagent—4 
None of these—5 * 
C. Ingredients. Reagents | Ingredients 





Select the ingredients of the reagents for the following tests, Consult 
Appendix В. More than one ingredient may be present in a particular reagent. 


1. Oxidase test a-naphthol—1 
2. Voges-Proskauer test Dimethyl-a-naphthylamine—2 
3. Indole test Dimethyl-p-phenylenediamine 
4, Nitrite test hydrochloride—3 








p-dimethylamine benzaldehyde 4 
Potassium hydroxide—5 
Sulfanilic acid—6 








D. Enzymes 
What enzymes are involved in the following reactions? 


Urea hydrolysis 
Hydrogen gas production from formic acid 
Casein hydrolysis 

Indole production 

Nitrate reduction 

Starch hydrolysis | 
Fat hydrolysis 

Gelatin hydrolysis (Ex. 47) 
Hydrogen sulfide production ie 

| 


es 





Po 
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Physiological Characteristics of Bacteria 

















E. Test Results T 
Indicate the appearance of the following positive test results. ___Answers 
1. Glucose fermentation, no gas 
2. Citrate utilization. * 
З, Urease production 
4. Indole production 2. 
5. Acetoin production " 
6. Hydrogen sulfide production 
7. Coagulation of mille < 
8. Peptonization in milk 
9. Litmus reduction in milk * 
10. Nitrate reduction | 
11: Catalase production * 
12; Casein hydrolysis 
13. Fat hydrolysis س‎ = 
a 
а 
n. 
E 
Em 











Е General Questions 
1. Differentiate between the following: 
Respiration: 
Fermentation: 








Oxidation: 
Reduction: 








Catalase: 
Peroxidase: 


List two or three difficulties one encounters in trying to differentiate bacteria on the basis of physiologi- 
cal characteristics. 

















3. Now that you have determined the morphological, cultural, and physiological characteristics of your un- 
known, what other kinds of tests might you perform on the organism to assist in identification? 
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Enterobacteriaceae Identification: 
The API 20E System 





A. Tabulation of Results. 
By referring to charts Land П, Appendix D, determine the results of each test and record these results as pos- 
itive (+) or negative (—) in the table below. Note that the results of the oxidase test must be recorded in the 


last column on the right side of the table. 
































NPGADH Loc[ooc cw на [уве тол in| ve GEL GLU|MAN mo ЗО [ЯНА sac MEL|AMY АВА oxi 
ЕҺС 22 
Г] 

ا 









































ог i wor]wacoro ord 




















g m 

















B. Construction of Seven-Digit Profile 
Note in ће above table that each test has a value of 1, 2, or 4. To compute the seven-digit profile for your un- 


known, total up the positive values for each group. 


ois “oun 
| и 

LI ad 

NA NA му 


MAN INO SOR RHA SAC MEL АМҮ ARA 


Example: 
вла 
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Enterobacteriaceae Identification: The API 20E System 


C. Using the АРІ 20E Analytical Index or the API Characterization Chart 
If the API 20E Analytical Index is available on the demonstration table, use it to identify your unknown, us- 
ing the seven-digit profile number that has been computed. If no Analytical Index is available, use 
Characterization Chart II in Appendix D. 


Name of Unknown: 





D. Additional Tabulation Blank 
If you need another form, use the one below: 








Gopi? 20E еме pa on 








оно ADH \рс{оос ст Wis JURE TOA WO рут GEL GLU [MAN INO S08 RHA SAC WEL ДАМУ ARA OXI 

















tee Г { [53] L1 [el jest [zl 


но, dis мот uae oro oF F 





































































































dc 9 Attend tounon 
т“ [Г] — езе көй 














Е. Questions 
1. What is the intended function of the API 20E system? 














2. In the “real world" who would use this system: 











3. What might be an explanation for the failure of this system to work with some of the bacterial cultures 
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Enterobacteriaceae Identification: 
The Enterotube II System 





А. Tabulation of Results 
Record the results of each test in the following table with a plus (+) or minus (—). 








QAO NV А 





















































B. Identification by Chart Method 
If no Interpretation Guide is available, apply the above results to chart IV, Appendix D, to find the name of 
your unknown. Note that the spacing of the above table matches the size of the spaces on chart IV. If this page 
is removed from the manual, folded, and placed on chart IV, the results on the above table can be moved down. 
the chart to make a quick comparison of your results with the expected results for each organism. 


C. Using the Enterotube И Interpretation Guide 
If the Interpretation Guide is available, determine the five-digit code number by circling the numbers (4, 2, 
ог 1) under each test that is positive, and then totaling these numbers within each group to form a digit for 
that group. Note that there are two tally charts on the next page of this Laboratory Report for your use. 















































вв [ке ТАТ АТ ule 
ы а уе елорда ие Я | 
оз ifs} ко осла HE 
8-8) L0- 3 3) «-@ 























усу 


w QD © © © © 


‘The “ID Value” 34363 can be found by thumbing the pages of the Interpretation Guide. The listing is as 


follows: 
ID Value Organism Atypical Test Results 
34363 Klebsiella pneumoniae None 


Conclusion: Organism was correctly identified as Klebsiella pneumoniae. In this case, the identification was 
made independent of the V-P test 
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р. Tally Charts 


ENTEROTUBES п 































































































вв + [2 *].][А]#]5] IS 
ЮН е ЕЕ Н НГ asa 
4+2 DER 





ENTEROTUBE® II" 


















































Тт) (mm ane 

А УДА SE HH BH HEHE الا‎ 

JE BUDD E HE 

(ze Гана +2+12 +1 ана) 
* ¥ = 





x ¥ ¥ Е 
„оо © © © 











E. Questions 
1. What is the intended function of the Enterotube II System? 











2. In the "real world" who would use this system? 








3. What might be an explanation for the failure of this system to work with some of the bacterial cultures 
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O/F Gram-Negative Rods Identification: 
The Oxi/Ferm Tube II System 


A. Tabulation of Results and Code Determination 
Once you have marked the positive reactions on the side of the tube and circled the numbers that are assigned 
to each of the positive chambers, as indicated in the example below, add the numbers in each bracketed group 
to get the five-digit code. 

"The final step is to look up the code number in the Oxi/Ferm Tube II Biocode Manual to determine the 
genus and species. If confirmatory tests are necessary, the manual will tell you which ones to perform. 

In the example below, the code number is 32303. If you look up this number in the Biocode Manual you 
will find on page 25 that the organism is Pseudomonas aeruginosa. 

Use this procedure to identify your unknown by applying your results to the blank diagrams provided. 

























































































































































































T [ет e 
cg E T e g 
4 + @ «0j, ++ OD jl 4+ 2 + 1 jO J 

RA i Yi i RA 

3 2 3 0 3 

в. Results Pads 

сае |: ЛИСА a 8 a EH "IE 
SI PELE ETE LE eee 
4+2 41 4+ 2+1|4 + 2+ 1 )ل1 + 2 + 4 )ل‎ 4 + 2 + 1 

NA i i 
ИП ШЕ : |18 
се ЕЕ 
4+2 + 1 ]4+2+1]|4+2+1 4+2 +1] 4+2 +1] 

RA i 
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О/Е Gram-Negative Rods Identification: The Oxi/Ferm Tube Il System 


С. Questions 
1. What is the intended function of the Oxi/Ferm Tube II System? 











2. In the “real world" who would use this system? 








3. What might be an explanation for the failure of this system to work with some of the bacterial cultures. 
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Staphylococcus Identification: 
The API Staph-Ident System 





A. Tabulation of Results 
By referring to charts V and VI, Appendix D, determine the results of each test, and record these results as 
positive (+) or negative (—) in the Profile Determination Table below. Note that two more of these tables 
have been printed on the next page for tabulation of additional organisms. 


PHS URE GLS MNE MAN TRE SAL 01С ARG NGP 
" h SOC 





























Calc c 1 
RESULTS | | [ [ 
PROFILE NUMBER | | |] 

cnam тан] coacurase [ 

wonenoxoay С] октаве [ 














В. Construction of Four-Digit Profile 
Note in the above table that each test has a value of 1, 2, or 4. To compute the four-digit profile for your un- 
known, total up the positive values for each group. 


PHS URE GLS MNE MAN TRE SAL GLC ARG NGP 
++ + + س س چ ب‎ 


LIILITLIJ 
we ^w 








C. Final Determination 
Refer to the Staph-Ident Profile Register (chart VII, Appendix D) to find the organism that matches your pro- 
file number. Write the name of your unknown in the space below and list any additional tests that are needed 
for final confirmation. If the materials are available for these tests, perform them. 

Name of Unknown: 


Additional Tests: 
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К 
por 
Styphylococcus Identification: The АРІ Staph-Ident System 
PHS URE GLS MNE MAN TRE SAL GLC ARG NOP 
Ze ce А Pa eee zr en 
mesus | | 
PROFILE NUMBER | | 
Additional Infomation _ шн 
оламвтин С) олеше 
woneHoLoay caTALASE А И 
PHS URE GLS MNE MAN TRE SAL GLC ARG NGP 
Сй E ا‎ Se T IO 
маде || | ] | 
PROFILE NUMBER | | 
Аванова information. веса , 
craw stam [] conauuase 
MoRPHOLOGY стале) | | 




















D. Questions 


1. What is the intended function of the API Staph-Ident System? 











2. In the "real world” who would use this system? 








3. What might be an explanation for the failure of this system to work with some of the bacterial cultures 
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Ex. 56 Microbial Population Counts of Soil 





A. Tabulation of Results. 
Select the best plate and count the organisms on a Quebec colony counter. Tabulate your results and the re- 
sults of other students near you who cultured the other types of soil organisms. Be sure to count only repre- 


sentative types. 





ORGANISMS PER GRAM 
ORGANISMS. COUNT PER PLATE DILUTION OF SOIL 





С 


otiomycetos 











Mois 

















B. Conclusions 
What generalizations can you make from this exercise? 














C. Questions 


1. Why would the number of bacteria present in the soil actually be higher than the number determined by 
your plate count? 











2. What other types of microbes might be present in your soil sample? 
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Isolation of an Antibiotic Producer from Soil 


Ex. 57 Isolation of an Antibiotic Producer from Soil 





А. Results 
Describe in detail how the experiment turned out. 























В. Questions 


1. What four genera of microbes produce the vast majority of antibiotics? 








2. What is known about the importance of these antibiotics in the natural habitat of these microbes? 
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Nitrogen Fixing Bacteria 





A. Questions 
1. What enzyme is responsible for nitrogen fixation? 
2. What metal is essential for this enzyme to function’? 
3. Why is nitrogen fixation so important? 








B. Azotobacteraceae 
Identify the characteristics of your isolate that led to your decision as to its identification. 


1. Were the colonies pigmented? 
If pigmented, what color?. 
Was fluorescence present? 





If fluorescent, what color? 
Were you able to see cysts? 

Is the organism motile? 

Gram reaction? 

Any other pertinent characteristic? 








Name of Organism: 
Draw a few cells of organisms in circle at right. 


C. Rhizobiaceae 
Draw a few representative cells of Rhizobium in the circle to the right. 
1. What is the most important criterion for species identification in the 
family of nitrogen-fixers? 


2. From the standpoint of amount of nitrogen fixation, is this group of 
nitrogen-fixers more or less important than the Azotobacteraceae? 
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60 Desk No.: Section: 


Ammonification in Soil 





A. Tabulation of Results 
Record the presence or absence of ammonia in the tubes of media: 
+ slight ammonia (faint yellow) 
++ moderate ammonia (deep yellow) 
+++ much ammonia (brown precipitate) 



































no ammonification 
AMOUNT OF AMMONIA рн 
INCUBATION Control Peptone Control Peptone 
TIME with бой with Sol 
ades 
T days 
B. Questions 


1. Inthe natural situation, what compounds serve as the source of the ammonia released in ammonification? 








2. In simple terms, what occurs during decay’? 











3. Differentiate between the following: 

















4. What happens to ammonia in soil when denitrification of ammonia takes place? 
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Ex. 61 Isolation of a Denitrifier from Soil 
Using Nitrate Agar 





A. Observations 
1. Second Pe 





iod. Describe the types of colonies observed growing on the nitrate agar plate. 











2. Third Period. What evidence do you have of the presence of a denitrifier in the soil sample you are work- 


ing with? 











3. Microscopic Examination, Describe the appearance of organisms that were observed on a gram-stained 


slide. 











4. Further Testing. If you performed any further tests for species identification, state any conclusions that 


were made. 














В. Questions: 
1. Why are denitrifying bacteria costly to farmers? 








2. Why are denitrifying bacteria essential to the existence of life on plant earth? 








3. Of what value is denitrification to ће organism? 
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Isolation of a Denitrifier from Soll: Using an Enrichment Medium 


Ex. 62 Isolation of a Denitrifier from Soil: 
Using an Enrichment Medium 





A. Observations: 


1. First Enrichment Culture Appearance. Describe the appearance of the first enrichment culture in the 
second laboratory period: 














Microscopic Examination: Describe the appearance of the cells as seen on: 
Wet Mount: 








Gram-stained Slide: 








3. Second Enrichment Culture Appearance. Describe the appearance of the second enrichment culture 
after five days incubation: 











4, Agar Plate Colonies. Describe the characteristics of the colonies on the nitrate succinate-mineral salts 
аваг 








Do these characteristics match those of Paracoccus denitrificans? 


5. Final Gram-stained Slide. How do the microscopic characteristics of your organism match the de- 
scription of Paracoccus denitrificans? 











В. Questions: Answer the questions that are provided on the front page of this Laboratory Report. 
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63 


Bacteriological Examination of Water: 
Qualitative Tests 





A. Results of Presumptive Test (MPN Determination) 
Record the number of positive tubes on the chalkboard and on the following table. When all students have 
recorded their results with the various water samples, complete this tabulation, Determine the MPN accord- 


ing to the instructions on page 224, 





NUMBER OF POSITIVE TUBES 
WATER SAMPLE |— 21 — = 

(SOURCE) 3TubesDSLB | 3 Tubes ssiB | зтињез звів | STubesssiB | MPN 
тот 10 ml олт 001 mt 


















































В. Results of Confirmed Test 
Record the results of the confirmed tests for each water sample that was positive on the presumptive test 





WATER SAMPLE POSITIVE NEGATIVE 
(SOURCE) 
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Bacteriological Examination of Water: Qualitative Tests. 


C. Results of Completed Test 


Record the results of completed tests for each water sample that was positive on the confirmed test. 





WATER SAMPLE LACTOSE 
(SOURCE) FERMENTATION MORPHOLOGY 
RESULTS 





| EVALUATION 



































D. Questions 


1 


378 


Does a positive presumptive test mean that the water is absolutely unsafe to drink? 
Explain: 





What might cause a false positive presumptive test? 








List three characteristics required of a good sewage indicator: а. 
b. E 





What enteric bacterial diseases are transmitted in polluted water? 





Name one or more protozoan diseases transmitted by polluted water. 





Why don't health departments routinely test for pathogens instead of using a sewage indicator? 








Give the functions of the various media used in these tests: 
Lactose broth: 





Levine ЕМВ аваг: 








Nutrient agar slant: 








What media, other than the ones used here, can be used for confirmatory tests? 
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Ex. 64 Membrane Filter Method 





A. Tabulation 


A table similar to the one below will be provided for you, either on the chalkboard or as a photocopy. Record 
‘your coliform count on it. Once all data are available, complete this table. 





SAMPLE 'SOURCE COLIFORM COUNT AMOUNT OF WATER MPN" 
FILTERED 


























F 











а 











н 




















TTT 
мен = et Ner Ten 


B. Questions 
1. Give two limitations of the membrane filter technique: 








2. Even if the membrane filter removed all bacteria from water being tested, is the water that passes through 
sterile? Explain: 








3. List some other applications of membrane filer technology in microbiology. 
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Standard Plate Count: A Quantitative Test 


Ex. 65 Standard Plate Count: 
A Quantitative Test 





A. Tabulation of Results 
After you have made your plate counts, record your results on the chalkboard and on the following table. After 


all students have recorded their results, complete this table. 
































‘SAMPLE SOURCE PLATE COUNT DILUTION ‘ORGANISMS PER ML 
(AVERAGE) 
^ 
в 
c 
о 
= 
F 
в 
н 























What generalizations, if any, can be drawn from these results? 























В. Questions 
1. What kinds of organisms in water will not produce colonies on TGEA? 








2. Would a high plate count indicate that the water is unsafe to drink? 


Explain: 
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Ex. 66 Standard Plate Count of Milk 





А. Tabulation of Results 
After you have made your plate count, record your results on the following table. Get the results of the other. 
milk sample from some other member of the class. 





TYPE OF MILK PLATE COUNT DILUTION ORGANISMS PER ML 


Haraway 








Poorauaity | 











В. Questions 
1. Do plate count figures represent numbers of organisms or numbers of clumps of bacteria? 





2. What are some factors that will produce errors in the SPC technique? 











3. What might be the explanation of a very high count in raw milk that has been properly refrigerated from 
the time of collection? 











4. What is the most common source of bacteria in milk? 
5. Why is milk a more suitable vector of disease than water? 





6. What infectious diseases of cows can be transmitted to humans via milk? 
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Direct Microscopic Count of Organisms in Milk: The Breed Count 


Ex. 67 Direct Microscopic Count of Organisms in Milk: 
TThe Breed Count 





A. Microscope Factor 
Show your computations in determining the MF of your microscope. 


1. Field diameter: millimeters 
2. Field area (mô): square millimeters 
square centimeters 


3. Number of fields in one square centimeter: 
4. Microscope factor (100 X no. of fields) 


B. Cell Counts 


Record the counts of each field, total them, and determine their average counts. Get the results of the other 
type of milk from a class member. 








GOOD MILK POOR MILK 
Bacterial | Bacterial | Leukocytes | Bacterial | Bacterial | Leukocytes 
Cells ‘Clumps Celis Ciumps 


























СЯ 








^ 


























Determine the number of cells, clumps, and leukocytes per ml for each type of milk. 





Good Milk Poor Milk 
Bacterial Cells Bacterial Cells: 

Bacterial Clumps: Bacterial Clumps: 
Leukocytes: Leukocytes: 





С. Questions 
1. Should milk from a healthy cow be completely free of bacteria? 
2. Are leukocytes in milk always an indication of infection (mastitis)? 
3. Why are direct counts higher than standard plate counts? 
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Reductase Test 





1. How would you grade the two samples of milk that you tested? Give the MBRT for each one. 
Sample A: 
Sample B: 

2. Is milk with a short reduction time necessarily unsafe to drink? 


Explain: 














3. What other dye can be substituted for methylene blue in this test? 





4. What advantage do you see in this method over the direct count method? 














5. What kinds of organisms may be plentiful in a milk sample, yet give a negative reductase test? 
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Bacterial Counts of Foods 





A. Tabulation of Results 
Record your count and the bacterial counts of various other foods made by other students. 





ТҮРЕ OF FOOD PLATE COUNT DILUTION ‘ORGANISMS PER ML 












































В. Questions 
1. Why is there such great variability in organisms per ml between different kinds of food? 











2. What dangers and undesirable results may occur from ground meats of high bacterial counts? 








3. What bacterial pathogens might be present in frozen foods? 








4. What harm can result from repeated thawing and freezing of foods? 
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Bacterial Counts of Foods 


5. What precautions are taken to prevent the spoilage of foods? 


(©The г 
Campanian, 201 








6. Which methods in question 5 are most effective? 





Least effective? 
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Ex. 70 Microbial Spoilage of Canned Food 




















A. Results 
Record your observations of the effects of each organism on the cans of vegetables. Share results with other 
students. 

ORGANISM PEAS CORN 

Gas Production. ‘Odor ‘Gas Production Oder 
Ecol 
^B coagulans 








В. stearotharmonhius 














C sporogenos | 








T потонат 

















B. Microscopy 
After making gram-stained and spore-stained slides of all organisms from the canned food extracts, sketch in 














representatives of each species: 
Eco В coaguans В stearothernephiue C. сорала С. потоне 
батут 

С. Questions 


1. Which organisms, if any, caused “flat sour spoilage"? 





2. Which organisms, if any, caused “Т.А. spoilage”? 





3. Which organisms, if any, caused “stinker spoilage”? 





4. Does “flat sour” cause a health problem? 
5. Describe how typical spoilage resulting in botulism occurs. 
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Microbial Spoilage of Refrigerated Meat 


Ex. 71 Microbial Spoilage of Refrigerated Meat 





A. Results 
1 


After performing the colony count on your best plates, how many psychrophilic-psychrotrophic bacteria. 
do you find were present in each gram of the meat sample? 


Describe the appearance of the organism that you stained with Gram's stain 





В. Questions 


388 


1 


Differentiate between the following: 
Psychrophile: 








Psychrotroph: 








Why was it necessary to incubate the plates for 2 weeks? 





List some genera of bacteria that might be psychrophilic or psychrotrophic in the meat sample: 
Gram-negative types: 








Gram-positive types: 








List three or four pathogenic psychrotrophs that might be found in refrigerated meat: 








What are the probable sources of psychrophilic microbes found growing in meat? 








What types of measures can be taken to prevent spoilage of meats by psychrophilic-psychrotrophic 
bacteria? 
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Ex. 72 Microbiology of Fermented Beverages 





A. Results 
Record here your observations of the fermented product: 
Aroma: 
pH: 
HS production: 











В. Questions 
1. Why must the fermentor be sealed? 








Why with a balloon? 
2. What compound in the grape juice is being fermented? 
3. Why would production of hydrogen sulfide by the yeast be of importance? 











4. Why are we concerned about the pH of the fruit juice and the wine? 








5. What happens to wine if Acetobacter takes over? 





6. What process can be used to prevent the action of Acetobacter in the production of wine and beer? 





Ex. 73 Microbiology of Fermented Milk Products 





A. Results 

1. Record here your observations of the fermented product: 
Color: 

Aro 
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Microbiology of Fermented Milk Products 


2. In the space provided below sketch in the microscopic appearance of the organisms as seen on the slide 
stained with methylene blue, 


В. Questions 
1. What type of fermentation is involved in the production of yogurt? 





2. What is the nutritional value of yogurt? 
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Ex. 74 Mutant Isolation by Gradient Plate Method 





A. Results 
1. How many colonies of E. coli did you count in the high concentration area of the plate? 





2. When the streptomycin-resistant colonies were smeared with a loop toward the high concentration side 
and reincubated, did they continue to grow in the new area? 





What does this result indicate? 








Ex. 75 Mutant Isolation by Replica Plating 





A. Tabulation of Results 
Count the colonies that occur on both plates and record the information on the chalkboard on a table similar 
to the one below, After all students have recorded their counts, complete this table. 
























































‘STUDENT NUMBER OF COLONIES ‘STUDENT NUMBER OF COLONIES: 
INITIALS - INITIALS 1 
Nutrient Streptomycin Nutrient Streptomycin 
DEM Agar Agar Agar Agar 
Tomis тотаз 
AVERAGE AVERAGE 
PER PLATE PER PLATE 
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Mutant Isolation by Replica Plating 


В. Questions 


1. After determining the average number of streptomycin-resistant colonies per plate, calculate the muta- 
bility rate of the organisms, assuming that there were 100,000,000 organisms per milliliter in the origi- 
nal culture, Show your mathematical computations 


Mutability rate: 


What does replica plating of mutants attempt to prove that is not established by the gradient plate method? 











3. How can the frequency of mutation in bacteria be increased? 

















4. In what way does the presence of an antibiotic increase the numbers of resistant forms of bacteria? 
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Bacterial Mutagenicity and Carcinogenesis: 
The Ames Test 





A. Tabulation of Results 
Record the results of your tests in the following table and on a similar table on the chalkboard. Also record 
the results of substances tested by other students. A positive result will exhibit a zone of colonies similar to 
the zone shown on the plate in illustration 5, figure 76.1. 





TEST SUBSTANCE | RESULT | TEST SUBSTANCE RESULT | TEST SUBSTANCE | RESULT 





















































В. Questions 


1. Did you observe a zone of inhibition between the growing colonies and the impregnated disk on your 
positive plates? 


What is the cause of such a zone? 











2. Differentiate between the following: 
Prototroph: 
Auxotroph:. 

3. Define back mutation: 

















4. List two characteristics of the Ames test that made this test so much superior to previous mutagenesis 
tests: 
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Bacterial Mutagenicity and Carcinogenesis: The Ames Test 


5. Does the fact that a chemical substance is carcinogenic in animals necessarily mean that it is also 
carcinogenic in humans? 





394 





| menson: Mtersigen Г Backe maner Tuer T O Tre Metrai 
Applications Lab Manual Companies, 2001 
ight Elton 


‘Student: 
Desk No. Section: 


LABORATORY REPORT 


77 


A Synthetic Epidemic 





A. Tabulation of Results 
Record in the table below the information that has been tabulated on the chalkboard. The SHAKER is the 
person designated by the instructor to shake hands with another class member. The SHAKE is the individ- 
ual chosen by the shaker. For Procedure A а blue color is positive; yellow or brown is negative. For 
Procedure В red colonies ($. marcescens) is positive; no red colonies is negative. 





‘SHAKER | RESULT | SHAKEE | RESULT | SHAKER | RESULT | SHAKEE | RESULT | 
Roundi | +or- | Roundt | +or- | Round2 | +or- | Round2 | +0г- | 




































































E 





E 








22 











z 




















2 
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A Synthetic Epidemic 


В. Questions 


396 


1 


Who in the group was "patient zero," the starter of the epidemic? 
How many carriers resulted after 
Round 1? Round 2? 


If this were a real infectious agent, such as a cold virus or influenza, list some other factors in transmis- 
sion besides the ones we tested: 








How would it have been possible to stop this infection cycle? 
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The Staphylococci 


Isolation and Identification 





A. Tabulation 
At the beginning of the third laboratory period, the instructor will construct a chart similar to this one on the 
chalkboard. After examining your mannitol salt agar and staphylococcus medium 110 plates, record the pres- 
ence (+) or absence (—) of staphylococcus growth in the appropriate columns. After performing coagulase 
tests on the various isolates record the results also as (+) or (=) in the appropriate columns. 














NOSE FOMITES 
TON C amome o na Г шмш 
MSA | змио MSA SM110 a 
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The Staphylococci: Isolation and Identification 


В. Microscopy 
Provide drawings here of the various isolates as seen under oil immersion (gram staining). 





UNKNOWN-CONTROL Nose 





FOMITE 











С. Percentages 


From the data in the table on the previous page, determine the incidence (percentage) of individuals and 
fomites that harbor coagulase-positive and coagulase-negative staphylococci in this experiment. 











[Source | тоте | тот | PERCENTAGE | TOTAL | PERCENTAGE 
| TESTED POSITIVE POSITIVE NEGATIVE NEGATIVE 
EEE 

E 

| 

















D. Record of Test Results 


Record here the results of each test performed in this experiment. Under GRAM STAIN indicate cellular 
arrangement as well as Gram reaction, 





ISOLATE GRAM STAIN | ALPHA TOXIN | MANNITOL 
(ACID) 


COAGULASE 





бтиловт Conte No — 








Nose Isolate No. 1 





Noga Isolate No. 2 





Forte нове 




















E. Final Determination 


Record here the name of your unknown-control. If API Staph-Ident miniaturized multitest strips are avail- 
able, confirm your conclusions by testing each isolate. See Exercise 55, 


Name of unknown-control: 
Staph-Ident results: 








Е Questions 


1. What are nosocomial infections? 








2. What bacterial organism causes most nosocomial infections? 
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Desk No. Section: 





The Streptococci 
Isolation and Identification 





A. Tabulation of Pharynx Isolates 
‘The instructor will construct a chart similar to this one on the chalkboard. After examining the blood араг 
plates that were inoculated with pharynx organisms, record the types and size range of colonies that are pres- 
еш on your plates. Record these data first on this table, then on the chalkboard, After all students have 
recorded their results on the board, complete the tabulation of their results here, also. The names of the or- 
ganisms will not be recorded until all tests are completed. 





‘STUDENT TYPE OF HEMOLYSIS. SIZE RANGE NAMES OF ORGANISMS 
INITIALS. (ALPHA, ALPHA-PRIME, OF COLONIES 
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The Streptococci: Isolation and Identification 


В. Microscopy 
Provide drawings here of the various pharyngeal isolates as seen under oil immersion (gram staining), 


OOO 


С. Percentages 


From the data in the table on the previous page, calculate the percentages for each type of streptococci that 
were isolated from classmates. 








S. pyogen: Group C streptococci: 
S. agalactiae: Group D enterococci: 
S. pneumoniae: Group D nonenterococci: 





Viridans streptococci 


D. Record of Test Results 
Record here all information pertaining to the identification of pharyngeal isolates and unknowns. 








Ws 


SOURCE OF UNKNOWN 



























































E. Final Determination 
Record here the identities of your various isolates and unknowns: 


Pharyngeal isolates: 


Unknowns: 
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The Streptococci: Isolation and Identification. 





F. Questions 
Record the answers for the following questions in the answer column. Answers 


1. What two physiological tests are significant in the identification of 


S. agalactiae? 1a 

2. Ian alpha hemolytic streptococcus is able to hydrolyze bileesculin, | 5- 
‘what test сап be used to tell whether the organism is an enterococ | „ 
cus? 


3. What test is used for differentiating group A from group C strepto- | ® 
cocci if both organisms are bacitracin-susceptible? 

4. What two tests are used to differentiate pneumococci from the virid- 
ians group? 

5. What test is used for differentiating S. pyogenes from other betahe- | 9 
molytic streptococci? Ф 

6. Hemolysis in streptococci can only be evaluated when the colonies 
develop. — (aerobically or anaerobically) in blood agar. 





7. Which streptococcal species is frequently present in the vagina of 
third-trimester pregnant women? 


8. Only one beta hemolytic streptococcus is primarily of human origin. 
Which one is it? 


9. Who developed the system of classifying streptococci into groups A, | 11 
B, C, etc.? 


so 


LS 

10. Who is credited with grouping streptococci according to the type of 
hemolysis? 

11. Which streptococcal species is seen primarily as paired cells (diplo- | 13. 
cocci)? 

E 

12. Name two species of streptococci that are implicated in dental caries. 

13. Where in the body can S. bovis be found? 

14. After performing all physiological tests, what type of tests must be 
performed to confirm identification? 

15. Which hemolysin produced by S. pyogenes is responsible for the 
beta-type hemolysis that is characteristic of this organism? 


а 
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8 0 Desk No.: Section: 


Gram-Negative Intestinal Pathogens 





A. Unknown Identification 
1. What was the genus of your unknown? 


Genus No. 
2. What problems, if any, did you encounter? 




















3. Now that you know the genus of your unknown, what steps would you follow to determine the species? 











В. General Questions 


1. Why are bile salts and sodium desoxycholate used in certain selective media in this exercise? 








2. How can one identify coliforms on MacConkey agar? 








3. How does one differentiate Salmonella from Shigella colonies on XLD agar? 








4, What characteristics do the salmonella and shigella have in common? 
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Gram-Negative Intestinal Pathogens 
5. How do the salmonella and shigella differ? 














6. What restrictions might be placed on a person who is a typhoid carrier? 
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Urinary Tract Pathogens 





A. Quantitative Evaluation 
After counting the colonies on the TSA plate, record the count as follows: 


Number of colonies: 





Dilution: 
No. of organisms/ml of urine: 


Gram-Stained Slide. If organisms are seen on а gram-stained slide of an uncentrifuged sample, sketch in 
color in the circle below. 








Conclusion: Do the plate count and gram-stained slide of the 
uncentrifuged sample provide presumptive evidence of a uri- 
nary infection? 





B. Microscopic Study (Centrifuged Sample) 
lustrate in the circle below the microscopic appearance of a centrifuged sample. 


Conclusion: Describe here the morphological appearance of 
the predominant organism seen: 














С. Culture Analyses 
After studying the organisms on the three plates and thioglycollate medium, what organism do you believe 
is causing the infection? 


Organism: §=— 
What further testing should be performed for confirmation? 
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Ex. 82 Slide Agglutination Test: 
Serological Typing 





1. Record the unknown number that proved to be a salmonella. 
2. Why was phenolized saline used instead of plain physiological saline? 








3. If your results were negative for both cultures, what might be the explanation? 








Ex. 83 Slide Agglutination (Latex) Test: 


For S. aureus Identification 





1. If your test turned out to be positive for S. aureus, record the degree of positivity here: 

2. What other test for S, aureus is highly correlated with this test? 

3. What two kinds of antibodies are attached to the latex particles in the Difco latex reagent? 
а. [1 





4. What role, if any, do the staphylococci cells play in this reaction? 
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84, 85 Desk No.: Section: 


Ex. 84 Tube Agglutination Test: 
The Heterophile Antibody Test 





weer 


What was the titer of the serum that you tested? 
For what disease is this diagnostic test used? 

Below what titer would this test be considered to be negative? 
What is the name of the virus that causes this disease? 

What is unusual about a heterophile antibody? 





If you are not going to perform the Widal test (Ex. 85), answer all the questions below except for ques- 
tion 1. It may be necessary for you to read the introduction to Ex. 85 for some of the answers. 


Ex. 85 Tube Agglutination Test: 
The Widal Test 





1. What was the titer of the serum that you tested? 


What is the exact meaning of the “titer” of a serum? 








Differentiate between the following: 
Serum: 








Antiserum: 








Antitoxin: 








How would you prepare antiserum for an organism such as E. coli? 
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Tube Agglutination Test: The Widal Test 


5. Indicate the type of antigen (soluble protein, red blood cells, or bacteria) that is used for each of the fol- 
lowing serological tests: 














6. For which one of the above tests is complement necessary? 
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Phage Typing 





1. To which phage types was this strain of S. aureus susceptible? 





2. To what lytic group does this strain of staphylococcus belong? 





3. In what way can bacteriophage alter the genetic structure of a bacterium? 
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87-89 Desk No.: Section: 


Ex. 87 White Blood Cell Study: 
The Differential WBC Count 





A. Tabulation of Results 
As you move the slide in the pattern indicated in figure 87.4, record all the different types of cells in the fol- 
loving table. Refer to figures 87.1 and 87.2 for cell identification, Use this method of tabulation: Ltt ЦАТ 
11. Identify and tabulate 100 leukocytes. Divide the total of each kind of cell by 100 to determine percentages. 





NEUTROPHILS | LYMPHOCYTES | MONOCYTES | EOSINOPHILS | BASOPHILS 






































В. Questions 
1. Wore your percentages for each type within the normal ranges? 





2. What errors might one be likely to make when doing this count for the first time? 











3. Differentiate between the following: 
Cellular immunity: 
‘Humoral immunity: 

4. Do cellular and humoral immunity work independently? Explain: 
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Total WBC Count and Blood Grouping 
Ex. 88 Total WBC Count 





A. Calculations 
Using the formula provided on page 295, calculate the number of leukocytes per cubic millimeter. 
‘Total Count: 
В. Questions 


1. What is the normal WBC count range? 





2. List several causes of a high WBC count: 

















Ex. 89 Blood Grouping 





1. On the basis of this test, what is your blood type? 
‘What antibodies are present in each type of blood? 

‘Type A: ‘Type B: ‘Type AB: Type O: 

3. Why does a person of type A blood go into a transfusion reaction when given type B blood? 














4. Why can Rh-positive blood be given only once to a person who is Rh-negative? 
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The Snyder Caries Susceptibility Test 





1. What degree of caries susceptibility was indicated for you as a result of this test? 





2. Ls this substantiated by the amount of dental work you have had or should have had on your teeth? 





3. What factors could affect the reliability of this test? 











4. To increase the validity of this test how many times should it be performed and at what time of the day? 
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Descriptive Chart 
STUDENT: | Habitat Culture No; — — — 
Source: ص‎ 


LAB SECTION: 


Organism: 








MORPHOLOGICAL CHARACTERISTICS 


PHYSIOLOGICAL CHARACTERISTICS 

















Nutrient Agar: 








Сей Shape: TESTS RESULTS 
Glucose а 
Arrangement: В 
Size: i Е 
Spores: 2 
Grams Stain: ; 
| Motility: B 
E 
Capsules: = 
Ы- 
Special Stains: lo 
E 
Е 
CULTURAL CHARACTERISTICS I 
Colonies: 











Urea 
Catalase 
Oxidase 

















DNase 

















карш Руша] 
Agar Slant: ү" IUE ————— — 
Nutrient Broth: _ REACTION. 
Gelatin Stab: = Acid E 
я line 
‘Oxygen Requirements: АВ | 
E ‘Coagulation = | 
3| Reduction 
Peptonization ++ 
No Change. 
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utente Беа 
= 
Descriptive Chart 
STUDENT TT Habitat Culture Nos 
Source: — 


LAB SECTION: 


Organism: 








‘MORPHOLOGICAL CHARACTERISTICS 


PHYSIOLOGICAL CHARACTERISTICS 

















Nutrient Agar: 








Сей Shape: TESTS RESULTS 
Glucose А 
Arrangement: В 
Size: i Е 
Spores: 2 
Grams Stain: J 
| Motility: Ši 
E 
Capsules: B 
B 
Special Stains: lo 
E 
Е 
CULTURAL CHARACTERISTICS I 
Colonies: 











Urea 
Catalase 
Oxidase 

















DNase 

















ones Руша] 
Agar Slant: ү" EM ————— — 
Nutrient Broth: _ REACTION. 
Gelatin Stab: = Acid E 
я line 
‘Oxygen Requirements: Атав | 
E Coagulation = | 
3| Reduction 
Peptonization ++ 
No Change. 
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Descriptive Chart 





Habitat. Culture No: 









































STUDENT: 
Source: — 
LAB SECTION: puni 
MORPHOLOGICAL CHARACTERISTICS PHYSIOLOGICAL CHARACTERISTICS 
Сей Shape: TESTS RESULTS 
‘Arrangement: H 
Size: i 
‘Spores: | 
Gram’s Stain: Д 
| мови Bl 
$ 
Capsules: Ж Ress = = 
Indole 
Special Stains: indole в 
Ке oaks S Methi Red —— zx 
ЕГУ-Р (acetylmethylearbinol) — 
CULTURAL CHARACTERISTICS "| Citrate Utilization Е — 
Nitrate Reduction 
Colonies: И 


Nutrient Agar: 








Blood Agar 





xnylalanase 














‘Agar Slant: 
Nutrient Broth: EU RN 
Gelatin Stab: a| Add a 
E 
Alkaline mn 
‘Oxygen Requirements: 4 | 
E| Coagulation Se | 
Optimum Temp.: Е Reduction | 
Peptonization 
No Change 
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Descriptive Chart 


STUDENT... Habitat: 
Source: 
LAB SECTION: 6, 
rganism: —— 











MORPHOLOGICAL CHARACTERISTICS 


PHYSIOLOGICAL CHARACTERISTICS. 





TESTS 


RESULTS 








| Glucose — - 
[Lactose 























Nutrient Agar: 


Blood Agar: 





Cell Shape: 
Arrangement: k 
Size: Е 
IH 
‘Spores: = 
Gram’s Stain: 3 
| Motility: B 
Capsules: ig 
Special Stains: io 
El 
CULTURAL CHARACTERISTICS 8 

Colonies: 








Methyl Red 
Ё iylmethylcarbinol) 

Citrate Utilization 
Nitrate Reduction 






































Agar Slant: zm 
Nutrient Broth: REACTION TIME 
Gelatin Stab: «| ома 
s 
‘Oxygen Requirements: ү ehe | 
É| Coagulation 
Optimum Temp.: 5] Reduction Ess 
Peptonization 
No Change 
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LAB SECTION: 


Descriptive Chart 


Habitat 
Source: 
Organism: 








Culture №: 














MORPHOLOGICAL CHARACTERISTICS 


PHYSIOLOGICAL CHARACTERISTICS 

















Nutrient Agar: 











Catalase 
‘Oxidase 








Сей Shape: TESTS RESULTS 
Glucose Б = 
‘Arrangement: (| Lactose 
жи  ___ 
Size: i Manto 
‘Spores: á = = 
Grams Stain: Е 
| Motility: p 
3 
Capsules: (8 
EE 
Special Stains: m 
Е 
Е 
CULTURAL CHARACTERISTICS В 
Colonies: 














“DNase 




















Blood Agar: 
Agar Slant: 
Nutrient Broth: = ч ] MU 
Gelatin Stab: «| Acid = 
3 
Alkaline 
‘Oxygen Requirements: | 
8 Coagulation | 
Optimum Temp.: 3| ^ Reduction 
Peptonization = 
No Change 
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Table! Intemational Atomic Weights 




















‘Atomic Atomic 

Element Symbol — Number Weight 

Анни А 132697 

Antimony Sh 5112176 

Arenie As mo num 

Barium Ba 137.38 

Berlin в n 

smth " жөлө 

ог в ws 

Bromine в, төне 

Саат ca nza 

Calcium Ca dons 
c 12010 
a 35457 
Б] 5201 

Cobalt © ET 

Copper seers} 6354 

Flow Е 19.00 

Gold Au 1872 

Hal n 1000 

тайне 1 12892 

p Fe 5555 

Таа Th 207.21 

Magnesi Me 

Manganese Mn 

Матну не 

Nickel N 

Nitrogen. х ШТ 

Owes o 16.0000 

Palladian Fa 1067 

Phosphoros т 30.98 

ен н 195.23 

Potassium к 30.006 

Radium Ra 

Selenium se 

Silicon s 

Silver Ак 

Sodium ШИШ № 

Strontium sr 

Sulfur 5 

Ti E] 

Titanium т 

Tungsten w 

Uranium v 

Vanadium Y 2 

Zinc ius + p 

Е а ^ 
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Appendix A © Tables 
Table ll FourPlace Logarithms 
N v Y Н з 3 5 в т * g 
10 | 009 юз ою ogs ош | олт оза 
i | O4lt бз — 0492 бп osea | обот 0755 
12 | 0792 osas 08а — 0808 003: | ouen 1108 
їз | пз 1098 1906 вю 187] | 1308 1430 
1а | мы 14928 1502 1з asst | 16 1732 
15 | пы 1790 з даат ass | gen E 
16 | 202 — 3068 2095 2122 зың | 2175 273 
17 | 2904 230 2355 озю мот | 2450 2529 
18 | 2553 эт сп 2825 ин | 2672 2785 
19 | 2788 080 з 2850 280 | 3900 2959 
20 | 3010 — 362 — 30x — 395 зов | ans зю 
a1 | 322 заз 3089 гы зум | 3324 3404 
2) ma мы мм зз озю | 3522 ass 
23 | т 3508 з 2671 3692 | уп зы 
24 | зш 320 ams — з® озы | 2892 3902 
as | 3979 зт шм soar 408 | anes шю аә ams 
26 | 4150 з вз з 4233 m o 1285 4298 
т | он 4380 (46 4362 їз ноо зз зв 
à | из epo 4502 ин вв 1584 2579 E 
39 | 4624 бз 4651 ез 460 оз о ams ar 
30 | ап ae аво ава LE EE 4900 
зі | don эв юз 2955 ins от бп 5038 
32 | 5051 5065 soa 5092 Su» saz 5145 5172 
эз | sms 58 эп 5224 3250 — 5985 5976 E 
за | из 5928 smo 5053 буз 5900 40 5125 
as | ми зз мб ss so su So Уу 
3s | 5563 59758 558 5509 бюз 5095 ser 5670 
эт | % 54 505 бт Suo 5752 5763 E] 
зв | 5708 — sso зп sus 5855 5488 5877 E] 
зә | son 322 з 59и 5966 507 sn 6010 
40 | emi өш бз өз өш: | eos coss вит 
ai | оз Өз бм бю ео | вю бш 8222 
38 | ems биз Өз бїз gom | ems 629 6225 
13 | з 65 65 6% 6375 | 6385 6305 6425 
и ез бм мм 601 Baa | ва: 693 6522 
as | exo выш esi вы вәт | esso Бю выю — ns 
46 | бв бз бв ввп eas | бз б LONE 
зт | em бз бз 6749 6758 | ep тте 6794 6603 
16 | M2 бп аво бз быз | Өй oss бз бз 
4) | б: бп өш бөз бз | быб 6955 6m2 exl 
so | өз sos тот zme тю: | тз оты? 7059 707 
я | 707 това тоз па то | Tus 7126 тз опу 
še | me пе тїт 7185 тз | 72027210 тив 7235 
за | mao пи тз 7267 7075 | T24 7202 7908 7216 
м | Оч їз тю тив 7358 | 7361 7372 Тю 738 739 
N o 1 2 з 4 5 6 1 8 О 
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Table И (continued) 
N П 1 2 3 4 5 в т D 9 
s таз 7419 тыз i 1б тата 
56 7480 7497 1520 1529 тиз nu 
Б T366 — T5 797 ТӨМ 1819 тет 
38 7427019 7672 1679 1894 7701 
Li тв 7723 тиз ns пе 774 
в пю төв зш тёз тин тёш 
E] TROO тёз Tes — Dos Tio 797 
Га Teal 1938 959 7068 т9в0 7987 
63 B00 т MER — Bas Б 8055 
в ^o) BUTS ws s102 B116 8122 
es зв выз из во S12 вво 
% s202 8209 Ms 5235 mus юн 
@ BT вота 33 8209 эр sus 
Li 5 8398 357 sm mus mm 
Lj киз or B20 вов B9 sus 
FEET ыз dass Moo 508 
559 8525 виз 3549 B561 8587 
FEE S эз see neat sor 
360 sers 8553 нева BASI бв 
нз 6704 ЭП В ЮЗ Ыз 8745 
ws] sso sss ётё зз окп т 802 
78 | эв ми юш 582 вз 8854 BASS 
17 | оюб TE 8876 8409 в 800 BI5 
| эл wm o нз Sasa 8000 Вз ӨП 
79 | 8976 мю вәвт эю юй бюз 9020 8025 
so | жп 9038 эмт з 9063 — 9009 9074 9079 
| эз өю 9098 э эпт 9 9128 39133 
ю| es из ома 9165 жю эз 9180 9186 
s| эл ов яш 9217 9222 өш 9232 — was 
4 | 9243 948 9253 9269 90709 0270 908 eno 
ву | эм ою эюм o30 955 930 995 омо 
56 | 935 9250 9355 pao 8575 930 у 9390 
57 | 9395 9100 эю 94» 9405 9180 0135 9140 
Bs] sns 90 9455 Bi — 94 эу 0481 94 
5 | эн 949 озм 9518 9523 9508 9543 9538 
до | 952 бш 9550 9597 эп 9978 95а 9586 
91 | 9590 9995 ою 9905 0619 оз 9628 9633 
92 | 963 з т 9652. 9668 Фп 9675 88 
93 | 9685 у жи ово їз 9 97929 9727 
$ | S731 97358 п 9745 9159 бз өт 9773 
os| orm oma эш э 9805 аме ова osis 
96 | ®з б 080 836 9850 9554 9859 оваз 
9T | в 9872 от выт 3894 989999039908 
gs | om 0917 юп 9928 9910 9943 9948 9952 
29 | 9935 эт 9905 9969 9983 Өт 0901 9000 
100 | ош 0005 0000 юз бт ов бою бз 0039 
N ° 1 2 a4 5 в 1 О » 
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Table Ш. Temperature Conversion Table Centigrade to Fahrenheit. 
els 1 2 3 4 5 в т s 9 
ЕЯ sox | -e16 | вза |652 | -67.0 | вв | os | -724 
0 Zas | 436 | 454 |-472 | 400 | -sos | -s28 | -544 
зо -238 | -256 | -274 |-392 | aro | -328 | -346 | заз 
20 Сув | - 76 |—94 |12. | -i30 | —148 | -166 | -18.4 
Zio +з | +104 | + 86 |+ 68 |+80 | 232 | j 14 | os 
m fone | $284 | +266 |1248 |1230 | i212 | 4194 | 4176 
о | 320 | зав | sso | зта | эз | ао | 428 | 446 | 464 
w | soo | 518 | 536 | 554 | 572 0| вов | eze | ва 
2 | eo | es | тв | таа | 752 758 | вов | 824 
30 | вво | 575 | soe | 914 | 932 | oso | 988 | 988 | 1004 
40 | 1040 | 1058 | 1076 | 1094 | ni2 | изо | пав | 1166 | ива 
50 | 1220 | 1238 | 1256 | 1274 | 1292 | 1з10 | 1328 | 1346 | 1364 
во | 1400 | 1418 | 1436 | 1454 | 1472 | 1490 | 1508 | 1526 
то | 1580 | 1508 | 1616 | 1634 | 1652 | 1670 | 1688 | 1706 
во | 1760 | 1778 | 1796 | 1814 | 1832 | 1850 | 1868 | 1586 
90 | 1940 | 1958 | 1976 | 1994 | 2012 | 2030 2086 
100 | 2120 | 2188 | 2156 | 2174 | 202 | 2210 mae 
шо | 2300 | эз1з | 2936 | 2354 | 2272 | 2390 | 2408 | 2426 | 2444 
120 | 2480 | 2498 | 2516 | 2534 | 2552 | 2570 | 2585 | 2606 | 2624 
130 | 2060 | 2678 | 2696 | 2714 | 2732 | 2750 | 2768 | 2786 | 2804 
140 | звао | 2855 | 2876 | 2894 | 2912 | 2930 | 2928 | 2956 | 2984 
150 | 3020 | зозя | 3056 | 307.4 | 3092 | sino | 3128 | 3146 | 3164 
160 | 3200 | зая | a236 | 3254 | зз | 3:90 | ззов | 3326 | 3344 | 3382 
170 | 3380 | 3395 | 3416 | заза | 3452 | зато | завв | 3506 | 3524 | 3542 
180 | 3560 | 3578 | 3596 | 384 | 3632 | 3650 | 3668 | 3686 | 3704 | 3722 
190 | 3740 | 3738 | 3776 | 3794 | 981.2 | 3830 | звів | 3866 | 3884 | ams 
200 | 3920 | 3938 | 3956 | 397.4 | 3992 | 4010 | 4028 | 4046 | 4064 | 1082 
no | s00 | as | азе | а54 | s72 | 4190 | 4205 | 4226 | ама | 4262 
290 | 4280 | 4208 | 4318 | 4334 | 4352 | азто | азвв | 4406 | 4424 | 4442 
230 | 4460 | 44758 | 4496 | 4514 | 4532 | 4550 | 4568 | 4586 | 4604 | 4622 
240 | 464.0 | 4658 | 467.6 | 4494 | 4712 | 4730 | 4748 | 4766 | 4784 | 4503 
250 4838 | 4855 | авта | 4892 | 4910 | 4928 | 4916 | 4954 | 4982 
"Cox 9/5 + 32 "© = °F -2@ x 5/9 
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Appendix A 






























































Steam Steun 
Pressure Temperature Pressure Temperature 
љ/д љ/д 
m c c 
v 1000 
1 1019 u 1164 1269 2504 
2 1026 12 m ws 262.0 
3 1053 їз 1158 1247 367 
4 1089 и 199 120.0 3653 
5 1084 15 1210 55 1904 3687 
в 109.8 16 1220 1313 
Y nia 17 1230 1321 
8 иге 18 141 1329 
9 изә E 19 1250 1337 
10 us2 2394 20 1280 w 1345 mal 














Figures are for steam pressure only and the presence uf any aii 
ings from the above table, 


їп the autoclave invalidates temperature read- 
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Table V Autoclave Temperatures as Related to the Presence of Air 























Gauge | Pure steam, One-half One-third 
Pressure,| complete air air discharge, air discharge, No air 
Th | discharge lim varom | 10sin. vacuum discharge 
€ |= a|r c T c [+ 
5 we | 228 | wo | zs м | om: * | as c | ıe 
10 из | эю | صر‎ | zm | ws | эю | س‎ | 2 » | № 
15 mi | зю | us | ze | n2 | эм | ко | 2 | ore | эш 
m ив | aso | am | э | us | ose | пз | zm | ore | ов 
5 10 | 267 | в | ою | м | ом | ш | s | из | cw 
155 | ms | 190 | æ | ыз | æ | в | w | im | 250 
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‘Table VI MPN Determination from Multiple Tube Test 
NUMBER OF TURES GIVING 95 PERCENT 
POSITIVE RFACTION OUT OF boul CONFIDENCE LIMITS. 
3 of 10 зи! 3 of OF per 
тї each ml each ml each 100 mi Lower Upper 
n ° i з <05 » 
D i ° з <05 з 
0 o i 05 ET 
° 1 1 a 
П o T 1 E 
П 1 u a эв 
2 0 n $ зв 
0 ° 9 1 an 
D П и 3 т 
1 o E 3 а 
т 1 m T 
2 ° 4 a 
2 2 П У 10 
3 ° ° эз ' 
3 o 1 » um 
a ° 2 в i5 эю 
з o т aw 
3 1 m E 
з 2 im w E 
a o m 15 зю 
з 1 150 un 
3 2 an as am 
з ° ЕТ 3 E 
3 1 п aam 
3 з з 110 m 


























From Standard Methods for the Examination of Wafer and Wastewater Tush ection, New York: The American Publio 


Health Association, Inc) p 608. 
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Table Vii Significance of zones of inhibition in Kirby-Bauer Method of antimicrobic sensitivity testing (1995) 



































Antimierebiet Disk я 1 5 
"Agent potency | Resistant | intermediate | Sensitive 
“Amikacin Er E [x EZ 
Amoxicilliniclavatinie Acid 30m 
Staphylococci E] 14-17 m 
ier gram-positive organism E m E 
Amplellün. 75 meg 
Gram-negative enterics аз 14-16 Ed 
Staphylococci E x 
Enteracocti 26 E 
Sieptococc: [not 8. pneumoniae) P 22-29 E 
e. E 19-21 E 
Listeria monocyioganes 38 E 
loci {Pseudomonas aeruginosa) 76m; <7 >в 
Carbenicilin (P. aeruginosa) 100 meq эз pese E 
Oirer gram-nogati organisms BJ 20-22 EJ 
Catactor зот 4 15-17 эш 
Cophalatnin 30mg <и 15-17 эта 
Chloramphenicol dome <2 13-17 зв 
$ paoumoniae E E 
Ciarlthromycin СЯ aa 14-17 >18 
`$ pneumonio E] 17-20 in 
lindamyein ато BH 15-20 m 
3 pneumonias 2 m 
Erythromyein 9 m wem 523 
S. рештою zs p] E 
Gentamicin tomes Bd EJ 
Impanem doma EJ 1475 216 
Binomophius spp. E 
Xaamyeln Зотов E 14-17 258 
Lomatioxacin jones E 19-21 22 
Loracarbot 30 meg ae ver эв 
мелей (P. aeruginosa] 75 mea as e 
'Olher gram-nogaive organisme m 18-20 Ej 
Minoeyeline 50 meg za 15-18 $m 
Moxalactam a0 meg ou 15-22 >23 
мает те E see ES 
апае Acid затор ES De ES 
метте отеу, а 13-14 E 
Nortioxacin iom 22 13-16 эт 
цене Smog E 13-15 E 
Penicillin @ (Staphylococci) 10 ones E x» 
Enterococci X EJ 
‘Stteptocoes (not S. pneumoniae) zs ж-т Е 
‘Neiseora gonorrhoea 2 27-46 El 
L monocylogenes E E 
Plparacillin/Tazobactam 100/10 meg 
"Staphylococci E ne 
Р, aeruginosa 27 RH 
Other gram-nogalive organisms РА 15-10 El 
Ritampin sme Fe Я кз 
Haomaphilus spp, ч "ms эю 
S. pneumonia Ej Ds 518 
straptonivein 10 Am xeu 28 
Suillsorazole 300 me B 13-18 17 
Ere 28 15-18 ЕЧ 
a7 sent 2 
E I pen us 
Trimeinoprim/Sultamethoxazole | 1257295 Bj Tas m 
Vancomycin 30 meg B" 35-18 >17 
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Table VIII Indicators of Hydrogen lon Concentration. 





Many of the following indicators are used in the media of certain exercises in this manual. This table indicates 
the pH range of each indicator and the color changes that occur, To determine the exact pH within a particular 
range one should use a set of standard colorimetric tubes that are available from the prep room. Consult your lab 
instructor, 











Indicator FullAcid | FutlAtkatine | РН Range 
Color Color. 

Cresol Red red yellow 02-18 

Metacresol Purple (acid range) та yellow 12-28 

‘Thymol Blue rd yellow 12-28 

Bromphenol Blue yellow blue 

Bromeresot Green yellow ме 

Chlorcresol Green yellow blue 

Methyl Red red yellow 

Chlorphenol Red yellow red 

Bromcresol Purple yellow purple 

Bronihymol Blue yellow blue 

‘Neutral Red red amber 

Phenol Red yellow red 

Cresol Red yellow red 

Metacresol Purple (alkaline range) yellow purple 

Thymol Blue (alkaline range) yellow ме 

Cresolphihalein colorless red 

Phenolphihalein colorless red 83-100 
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Appendix 


Indicators, Stains, Reagents 


INDICATORS 


All the indicators used in this manual can be made by (1) dissolving a measured amount of the indicator in 95% 
ethanol, 2) adding a measured amount of water, and (3) filtering with filter paper. The following chart provides 
the correct amounts of indicator, alcohol, and water for various indicator solutions 















































Indicator 95% Ethanol | Distilled H,0 
Indicator Solution (am) т) | (mt) 
| вотот groon м “w | E 
оттоо рәте oa E] E) 
Ботіпут bue 04 E E] 
[ET] а эю эю 
Meth red з эю эю 
Prenoonnaisn 7 E] 3 
Phenol red 22 эш 

Г м | 











STAINS AND REAGENTS 


Acid-Alcohol (for Ziehl-Neelsen stain) 
З mi concentrated hydrochloric acid in 100 ml of 


95% ethyl alcohol. 
Acid-Alcohol (for fluorochrome staining) 
HCI 25 ml 
Ethyl alcohol, 70% 5000 ml 
NaCl 25 gm 
Alcohol, 70% (from 95%) 
Alcohol, 95% 368.0 ml 
Distilled water 1320 ml 
Auramine-Rhodamine Stain 
(for mycobacteria) 
‘Auramine 0 3.0 gm 
Rhodamine B 1.5 gm 
Glycerol .. 1500 ml 
Phenol crystals (liquefied at 50° 5 20.0 ml 
Distilled water 1000 ml 


Clarify by filtration with iias wool or 
Whatman #2 filter paper. Do not heat. Store at 
room temperature. 


Barritt's Reagent (Voges-Proskauer test) 
Solution A: 6 gm alpha-naphthol in 100 ml 95% 
ethyl alcohol. 
Solution B:16 gm potassium hydroxide in 100 ml 
water. 
Note that no creatine is used in these reagents as 
is used in O'Meara's reagent for the V.P test. 


Carbolfuchsin Stain (Ziehl's) 

Solution A: Dissolve 0.3 gm of basic fuchsin 
(90% dye content) in 10 ml 95% ethyl 
alcohol. 

Solution B: Dissolve 5 gm of phenol in 95 ml of 
water. 


Mix solutions A and B. 


Crystal Violet Stain (Hucker modification) 


Solution A: Dissolve 2.0 gm of crystal violet 
(85% dye content) in 20 ml of 95% ethyl 
alcohol 

Solution B: Dissolve 0.8 gm ammonium oxalate 
їп 80,0 ml distilled water. 


Mix solutions A and В. 
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Diphenylamine Reagent (nitrate test) 

Dissolve 0.7 gm diphenylamine in a mixture of 60 
ml of concentrated sulfuric acid and 28.8 ml of 
distilled water. 

Cool and add slowly 11.3 ml of concentrated 
hydrochloric acid. After the solution has stood for 
12 hours some of the base separates, showing that 
the reagent is saturated. 


Ferric Chloride Reagent (Ex. 77) 


FeCly-6H,0 ...... n бра, 
256 Aqueous НСТ 100 ml 


Make up the 2% aq. HCI by adding 5.4 ml of con- 
centrated HCl (37%) to 94.6 ml H;O. Inoculate 
with two or three colonies of beta hemolytic 
streptococci, incubate at 35° C for 20 or more 
hours. Centrifuge the medium to pack the cells, 
and pipette 0.8 ml of the clear supernate into а 
Kahn tube. Add 0.2 ml of the ferric chloride 
reagent to the Kahn tube and mix well. Ifa heavy 
precipitate remains longer than 10 minutes, the 
test is positive. 


Gram's Iodine (Lugol's) 
Dissolve 2.0 gm of potassium iodide in 300 ml of 
distilled water and then add 1.0 gm iodine crystals. 


Todine, 5% Aqueous Solution (Ex. 41) 
Dissolve 4 gm of potassium iodide in 300 ml of 
distilled water and then add 2.0 gm iodine crystals. 


Kovacs’ Reagent (indole test) 





n-amyl alcohol . 150 
Hydrochloric acid (conc). 250 ml 
p-dimethylamine-benzaldehyde 50gm 

Lactophenol Cotton Blue Stain 
Phenol crystals. . 20 gm 
Lactic acid 20 ml 
Glycerol 40 ml 
Cotton blue . : 0.05 gm 


Dissolve the phenol crystal in the oer ingredi 
ents by heating the mixture gently under a hot wa- 
ter tap. 


Leifson's Flagellar Stain 
Prepare three separate solutions as follows: 
Solution A: Dissolve 0.9 gm of pararosaniline ac- 
etate and 0.3 gm of pararosaniline hydrochlo- 
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ride in 100 ml of 95% ethyl alcohol. Let stand 
overnight at room temperature to complete 
dissolution. 

Solution B: Dissolve 3 gm of tannic acid in 100. 
mi of distilled water. 

Solution С: Dissolve 1.5 gm of sodium chloride 
in 100 ml of distilled water. 


Mix equal volumes of solutions A, B, and C and let 
stand for 2 hours, Store in a stoppered bottle in a re- 
frigerator (up to 2 months). Disregard precipitate 
that forms in bottom of bottle. Do not filter. Will 
store indefinitely, if frozen. Frozen stain solution 
must be thoroughly mixed after thawing since the 
‘water separates from the alcohol. After mixing, the 
precipitate should be allowed to settle to the bottom. 
Note: Pararosaniline compounds should be certi- 
fied for flagellar staining. 


Malachite Green Solution (spore stain) 


Dissolve 5.0 gm malachite green oxalate in 100. 
ml distilled water. 


‘McFarland Nephelometer Barium 
Sulfate Standards (Ex. 55) 
Prepare 1% aqueous barium chloride and 1% 
aqueous sulfuric acid solutions. 

‘Add the amounts indicated in table 1 to clean, 
dry ampoules. Ampoules should have the same 
diameter as the test tube to be used in subsequent. 
density determinations, 

Seal the ampoules and label them. 


Table 1 Amounts for Standards 



































1 ол 29 эю 
2 02 D 3 
з оз эт 3 
4 04 эв 3200 
5 ов эз 189 
D ов 94 1800 
7 or эз zu 
П ов эз 2400 
з оз 270 
10 10 so E3 
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‘Methylene Blue (Loeffler’s) Preferably, the reagent should be made up 


Solution A: Dissolve 0.3 gm of methylene blue 
(00% dye content) in 30.0 ml ethyl alcohol 
(95%). 

Solution В: Dissolve 0.01 gm potassium hydrox- 
ide in 100.0 ml distilled water. Mix solutions 
Aand B. 


Naphthol, alpha 
5% alpha-naphthol in 95% ethyl alcohol 
Caution: Avoid all contact with human tissues. 
Alpha-naphthol is considered to be carcino- 
жешс. 





Nessler's Reagent (ammonia test) 
Dissolve about 50 gm of potassium iodide in 35 
ml of cold ammonia-free distilled water. Add a 
saturated solution of mercuric chloride until а 
slight precipitate persists. Add 400 ml of a 50% 
solution of potassium hydroxide. Dilute to 1 liter, 
allow to settle, and decant the supernatant for use. 


Nigrosine Solution (Dorner's) 
Nigrosine, water soluble 10 gm 
Distilled water . 100 ml 


Вой for 30 minutes. Add as a preservative 0.5 ml 
formaldehyde (40%). Filter twice through double 
filter paper and store under aseptic conditions. 


Nitrate Test Reagent 
(see Diphenylamine) 


Nitrite Test Reagents 

Solution A: Dissolve 8 gm sulfanilic acid in 1000 
ml SN acetic acid (1 part glacial acetic acid to 
2.5 parts water). 

Solution В: Dissolve 5 gm dimethyl-alpha-naph- 
thylamine in 1000 ml SN acetic acid. Do not 
mix solutions. 

(Caution: Although at this time itis not known for 
sure, there is a possibility that dimethyl-o- 
naphithylamine in solution B may be carcino- 
genic. For reasons of safety, avoid all contact 
with tissues 





drochloride in 100 ml of distilled water. 


fresh, daily. It should not be stored longer than 
опе week in the refrigerator, Tetramethyl-p- 
phenylenediamine dihydrochloride (1%) is even 
more sensitive, but is considerably more expen- 
sive and more difficult to obtain. 


Phenolized Saline 


Dissolve 8.5 gm sodium chloride and 5.0 gm phe- 
nol in 1 liter distilled water. 


Physiological Saline 
Dissolve 8.5 gm sodium chloride in 1 liter dis- 
tilled water, 


Potassium permanganate 
(for fluorochrome staining) 

KMnO, 2.5 gm 

Distilled water 5000 ml 
Safranin (for gram staining) 

Safranin O (2.5% sol'n in 95% ethyl 

alcohol) -+--+ ++ +- 100ml 
Distilled water 1000 ml 


‘Trommsdorf’s Reagent (nitrite test) 


Add slowly, with constant stirring, 100 ml of a 
20% aqueous zinc chloride solution to a mixture 
of 4.0 gm of starch in water. Continue heating un- 
til the starch is dissolved as much as possible, and 
the solution is nearly clear. Dilute with water and 
add 2 gm of potassium iodide. Dilute to 1 liter, fil- 
ter, and store in amber bottle. 


Vaspar 
Melt together 1 pound of Vaseline and 1 pound of 
paraffin. Store in small bottles for student use. 


Voges-Proskauer Test Reagent 
(see Barritt’s) 


White Blood Cell (WBC) Diluting Fluid 
Hydrochloric acid зш 
Distilled water 495 ml 


Add 2 small crystals of thymol as a preservative. 
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Conventional Media The following media are used in the experiments of this manual. All of these media are 
available in dehydrated form from either Difco Laboratories, Detroit, Michigan, or Baltimore Biological 
Laboratory (BBL), a division of Becton, Dickinson & Co., Cockeysville, Maryland. Compositions, methods of 
preparation, and usage will be found in their manuals, which are supplied upon request at no cost. The source of 


‘each medium is designated as (В) for BBL and (D) for Difco. 


Bile esculin (D) Nutrient broth (B,D) 

Brewer's anaerobic agar (D) Nutrient gelatin (B,D) 
Desoxycholate citrate agar (B.D) Phenol red sucrose broth (B,D) 
Desoxycholate lactose agar (B,D) Phenylalanine agar (D) 

DNase test agar (B,D) Phenylethyl alcohol medium (B) 
Endo agar (B,D) Russell double sugar agar (B,D) 
Eugonagar (B,D) Sabourand's glucose (dextrose) agar (D) 
Fluid thioglycollate medium (B,D) ‘Semisolid medium (B) 

Heart infusion agar (D) ‘Simmons citrate agar (B,D) 
Hektoen Enteric Agar (B,D) Snyder test agar (D) 

Kligler iron agar (B,D) Sodium hippurate (D) 

Lead acetate agar (D) Spirit blue agar (D) 

Levine EMB agar (B,D) SS agar (B,D) 

Lipase reagent (D) m-Staphylococcus broth (D) 
Litmus milk (B.D) Staphylococcus medium 110 (D) 
Lowenstein-Jensen medium (B,D) Starch agar (D) 

MacConkey Agar (B.D) Trypticase soy agar (B) 

Mannitol salt agar (B,D) ‘Trypticase soy broth (B) 

МЕ-УР medium (D) Tryptone glucose extract agar (B,D) 
Mueller-Hinton medium (B,D) Urea (urease test) broth (B,D) 
Nitrate broth (D) Veal infusion agar (B,D) 

Nutrient agar (B,D) Худое Lysine Desoxycholate Agar (B,D) 


‘Special Media The following media are not included in the manuals that are supplied by Difco and BBL; there- 


fore, methods of preparation are presented here. 


Ammonium Medium (for Nitrosomonas) 


Bile Esculin Slants (Ex. 79) 


(NH,),S0, -20gm Hear infusion араг. 400 gm 
MgSO, THO озеп Eslin з ыс. 1.0 gm 
FeSO, ЛЬ Об gm Ferric chloride ШШ sm 
мас оза Distilled water лоот 
Mgco; i0.0 gm Dispense into sterile 15 128 mm screw-capped. 
K,HPO, 1.0 gm tubes, sterilize in autoclave at 121° С for 15 min- 
Water 1000.0 mi тез, and slant during cooling. 

For the isolation of Nitrosomonas from soil, steriliza- 

tion is not necessary if the inoculations are made as Blood Agar 

soon as the medium is made up. The рН should be ad- ‘Trypticase soy agar powder .. 40 gm 

justed to 7.3. 1f sterilization is desirable for storage or Distilled water 1000 ml 

‘other reasons, adjust the pH aseptically after steriliza- Final pH of 73 

tion with sterile IN HCL Defibrinated sheep or rabbit blood... .50 ml 
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Liquefy and sterilize 1000 ml of trypticase soy 
agar in a large Erlenmeyer flask. While the TSA 
is being sterilized, warm up 50 ml of defibrinated 
blood to 50° C. After cooling the TSA to 50° C, 
aseptically transfer the blood to the flask and mix 
by gently rotating the flask (cold blood may cause 
lumpiness). 

Pour 10-12 ml ofthe mixture into sterile Petri 
plates. If bubbles form on the surface of the 
medium, flame the surface gently with a Bunsen 
burner before the medium solidifies. It is best to 
have an assistant to lift off the Petri plate lids 
while pouring the medium into the plates. A full 
flask of blood agar is somewhat cumbersome to 
handle with one hand. 


Bromthymol Blue Carbohydrate Broths 


Make up stock indicator solution: 
Bromthymol blue .....................Врш 
95% ethyl alcohol 250 ml 
Distilled water 250 ml 


Indicator is dissolved first in alcohol and then wa- 
ter is added. 


Make up broth: 


Suc bue rte, sons lone ae) S gm 
Tryptone 

Yeast extract 
Indicator solution 
Distilled water . 


Final pH 7.0 





Deca-Strength Phage Broth (Ex. 28) 


Peptone ... 100 gm. 

Yeast extract, 221,50 gm 

NaCl * 25 gm 

K,HPO, 22.80 gm 

Distilled water 1000 ml 
Final pH 7.6 


Emmons’ Culture Medium for Fungi 
C. W. Emmons developed the following recipe 
as an improvement over Sabouraud's glucose 
agar for the cultivation of fungi. Its principal ad- 
vantage is that а neutral pH does not inhibit cer- 
tain molds that have difficulty growing on 
Sabouraud's agar (pH 5.6). Instead of relying on. 


a low pH to inhibit bacteria, it contains chlor- 
amphenicol, which does not adversely affect the 
fungi. 


Glucose. 20gm 
Neopeptone E 10 gm 
Agar 20 gm 
Chloramphenicol 40 mg 
Distilled water 1000 ml 


‘After the glucose, peptone, and agar are dis- 
solved, heat to boiling, add the chloramphenicol 
which has been suspended in 10 ml of 95% alco- 
hol and remove quickly from the heat. Autoclave 
for only 10 minutes, 


Glucose-Minimal Salts Agar 

(Ex. 76, Ames test) 
This medium is made from glucose, agar, and 
‘Vogel-Bonner medium E (50%), 


Vogel-Bonner Medium E (50%) 


Distilled water (45° C) 670 ml 
‘MgSO, - THO 10 gm 
Citric acid monohydrate 100 gm 
K;HPO, (anhydrous) 500 gm 
‘Sodium ammonium phosphate 

(NaHNH,PO, + 4H,0) 175 gm 


Add salts in the order indicated to warm water 
(45° С) in a 2-liter beaker or flask placed on а 
‘magnetic stirring hot plate, Allow each salt to dis- 
solve completely before adding the next. Adjust 
the volume to 1 liter. Distribute into two 1-Шег 
glass bottles. Autoclave, loosely capped, for 20 
minutes at 121° C. 


Plates of Glucose-Minimal Salts Agar 





Agar. ии ео 
Distilled water 930 ml 
50X V-B salts 20ml 
40% glucose 50 ml 


Add 15 gm of agar to 930 ml of distilled water in 
a 2-liter flask. Autoclave for 20 minutes using 
slow exhaust When the solution has cooled 
slightly, add 20 ml of sterile 50x V-B salts and 50. 
ml of sterile 40% glucose. For mixing, a large 
‘magnetic stir bar can be added to the flask before 
autoclaving. After all the ingredients have been 
added, the solution should be stirred thoroughly. 
Pour 30 ml into each Petri plate. Important: The 
50x V-B salts and 40% glucose should be auto- 
claved separately. 
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Glucose 10 gm. 
Peptone .... ея 
Monopotassium phosphate lgm 
Magnesium sulfite (MgSO, TH) ... 05 gm 
Agar .15 gm 
Water 1000 ml 


While still liquid after sterilization, add sufficient 
sulfuric acid to bring the pH down to 4.0. 


Glycerol Yeast Extract Agar 
Glycerol coe Sl 
Yeast extract k 2gm 
Dipotassium phosphate - im 
ar n gm 
Water M Eden 1000 ml 


m Endo MF Broth (Ex. 64) 


This medium is extremely hygroscopic in the de- 
hydrated form and oxidizes quickly to cause dete- 
rioration of the medium after the bottle has been 
‘opened. Once a bottle has been opened it should 
be dated and discarded after one year. If the 
‘medium becomes hardened within that time it 
should be discarded. Storage of the bottle inside a 
larger bottle that contains silica gel will extend 
shelf life. 

Failure of Exercise 64 can often be attributed 
to faulty preparation of the medium. It is best to 
make up the medium the day it is to be used. It 
should not be stored over 96 hours prior to use. 
‘The Millipore Corporation recommends the fol- 
lowing method for preparing this medium. (These 
steps are not exactly as stated in the Millipore 
‘Application Manual AM302.) 


1. Into a 250 ml screw-cap Erlenmeyer flask place 
the following: 


Distilled water 50ml 
95% ethyl alcohol... .... Паш 
Dehydrated medium ( Endo MF 

broth) 48 gm 


Shake the above mixture! ty swirling the flask un- 
til the medium is dissolved and then add another 
50 ml of distilled water. 

2. Cap the flask loosely and immerse it into a pan of 
boiling water. As soon as the medium begins to 
simmer, remove the flask from the water bath. Do 
not boil the medium any further. 
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3. Cool the medium to 45° C, and adjust the pH to 
between 7.1 and 7. 

4. Ifthe medium must be stored fora few days, place 


itin the refrigerator at 2°-10° C, with screw-cap 
tightened securely. 


Milk Salt Agar (15% NaCl) 
Prepare three separate beakers of the following 
ingredients: 
|. Beaker containing 200 grams of sodium chloride. 
2. Large beaker (2000 ml size) containing 50 grams 
of skim milk powder in 500 ml of distilled water. 
3. Glycerol-peptone agar medium: 


MgSO, - THO 5.0m 
MENO, - 6H0 лов 
FeCl, 70. 0025 gm 
Dico роо peptone в. 5.0 gm 
Glycerol . 4 10.0 gm 
А. 300 gm 
Distled water 500.0 ml 


Sterilize the above three beakers separately. The 
milk solution should be sterilized at 113°-115° 
C (8 Ib pressure) in autoclave for 20 minutes. 
‘The salt and glycerol-peptone agar can be steril- 
ized at conventional pressure and temperature. 
After the milk solution has cooled to 55° C, add 
the sterile salt, which should also be cooled 
down to a moderate temperature. If the salt is too 
hot, coagulation may occur. Combine the milk- 
salt and glycerol-peptone agar solutions by gen- 
Чу swirling with a glass rod. Dispense asepti- 
cally into Petri plates. 





Nitrate Broth 
Beef extract . gm 
Peptone Е 5m 
Potassium nitrate. Слав 
Distilled water + 1000 ml 


Final pH 7.0 at 25° C. 


Nitrate Agar 
Beef extract 
Peptone > 
Potassium nitrate 
Agar... 
Distilled water 


Final pH 68 at 25° C. 
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Nitrate Succinate-Mineral Salts Broth 
(Ex. 62) 
‘This medium is used as an enrichment medium 
for isolating denitrifying bacteria from soil. Note 
that two stock solutions (A and B) should be made 


up before attempting to put together the complete 
medium. 





Solution A (Trace Mineral Salts) 
FeSO, + THO . 300 mg 
MnCl, - 41,0 180 mg 
Co(NO3)2 -7н,0 130 mg 
2050: THO 40 mg 
ВМО, а 20mg 
CuSO, “SHO .. ET 
CaCl, 1000 mg 


‘This solution should be stored at 4° C until used, 


Solution B 
S ERU 
Na HPO, 214 gm 
КНР, 109 gm 
MgSO, ` 7H,0 02 gm 
‘Trace mineral salts (Sol A) 10 ml 
Water to 1000 ml 
Complete Medium 
Solution B. КИШКЕ" ml 
Sodium succinate... 2gm 
Potassium nitrate 3gm 


Adjust the pH to 6.8, dispense into bottles, and 
autoclave at standard conditions. 


Nitrate Succinate-Mineral Salts Agar 
(Ex. 62) 
‘Add 15 g agar to 1000 ml of the above complete 


medium. Dispense into Petri plates and sterilize їп the 
autoclave, 


442 


Nitrite Medium (for Nitrobacter) 


NaNO; N 10gm 
MgSO, -7H)O ... 05 gm 
FeSO,- THO М (0.03 gm 
NaCl... 03 gm 
NaCO, 10 gm 
X;HPO, 10 gm 
Water 10000 ml 


For the isolation of Nitrobacter from soil, steril- 
ization is not necessary if the inoculations are 
‘made as soon as the medium is made up. The pH 
should be adjusted to 7.3. If sterilization is desir- 
able for storage or other reasons, adjust the pH 
‘aseptically after sterilization with sterile IN HCI. 


Nitrogen-Free Glucose Agar (Ex. 59) 

‘Add 15 grams of agar to the basal salts portion of 
the above recipe, bring to a boil, and sterilize in 
the autoclave at 121° C for 15 minutes. The glu- 
cose is dissolved in 100 ml of water and sterilized 
separately in similar manner. Mix the two solu- 
tions aseptically, and dispense into sterile Petri 
plates. 





Nitrogen-Free Medium 

(Ex. 59, Azotobacter) 
K,HPO, ... 
MgSO, THO 
FeSO," THO 005 gm 
CaCl 21,0 0.1 gm 
Na MoO, -2H,0 0.001 gm 
"Glucose 100 gm 
Distilled water 1000 ml 
*Sterilize separately. 
Adjust pH to 72. 


If this medium is to be used immediately to iso- 
late Azotobacter from зой, sterilization is not nec- 
essary. When it must be stored for any length of 
time, it should be sterilized. 

Tf it is to be sterilized, the glucose should be 
dissolved separately in 100 ml of water and ster- 
ilized at 121° C for 15 minutes. The remainder of 
the medium is sterilized in a similar manner. 

‘After sterilization, the two solutions are 
mixed aseptically and dispensed into sterile 8-02 
prescription bottles (50 ml per bottle. 
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KH,PO, КЕ 
NasHPO, 130gm 
NH,CI 10gm 
MgSO, 70 02 gm 
Glycerol 100 gm 
Acid-hydrolyzed casein 50 gm 
‘Tryptophan 001 gm 
Gelatin. ‘0.02 gm 
‘Tween-80 .... 1.02 gm 
Distilled water 1000.0 ml 


Sterilize in autoclave at 121° C for 20 minutes. 


Phage Lysing Medium (Ex. 29) 

‘Add sufficient sodium cyanide (NaCN) to the 
above growth medium to bring the concentration 
upto 0.02M. For 1 liter of lysing medium this will 
amount to about | gram (actually 0.98 gm) of 
NaCN. When an equal amount of this lysing 
‘medium is added to the growth medium during 
the last 6 hours of incubation, the concentration of 
NaCN in the combined medium is 0.01M. 


Rhodospirillaceae Medium (Ex. 27) 
"This culture medium is used for the enrichment 
and culture of anaerobic phototrophic bacteria. To 
make up this medium you need to first prepare 
three stock solutions (A, B, and C) before putting 
together the entire batch. 


A. Iron Citrate Solution 


Ammonium ferrous sulfate . 748 mg 
Sodium citrate 1180 mg 
Water to 500 ml 


Store this stock solution at 4° C until needed. 


B. Vitamin By» Solution 


Certain strains require this vitamin. To make up 
100 ml of this solution add 1 mg to 100 ml of wa- 
ter, Store at 4° С until needed. 


С. Trace Metals Solution 


HBO, . 2.86 em 
MnCl, - H,0 .. 1.81 gm 
ZnSO, ` THO 0222 gm 
Ма,Мо0, -2H,0 0390 gm 
CuSO, ЭН, 0.079 gm 
Co(NOs). 60 0.0494 gm 
Water to 1000 ml 
Store at 4° C until needed, 
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Complete Enrichment Medium 


‘The final batch of this medium has the following 
ingredients. The succinate provides the organic 
carbon and the yeast extract provides essential vi- 
tamins for certain strains. 


KHjPO, ... 05 em 
MgSO, - THO 02 gm 
Маб... 104 gm 
NHC 04gm 
CaCl, -2H,0 005 gm 
Sodium succinate 1.0 gm 
Yeast extract 02 gm 
Iron citrate solution (A) 5ш 
Vitamin B,a solution (B) .. LU ml 
Trace elements solution (C) .............1ml 
Water to 1121000 ml 


Adjust the pH to 6.8, dispense into bottles and au- 
toclave at standard conditions. 


Russell Double Sugar Agar (Ex. 80) 
Beef extract 
Proteose Peptone No. 3 (Difco) 
Lactose 
Dextrose 
Sodium chioride . 
Араго. 
Phenol red (Difco) . 
Distilled water 
Final pH 7.5 at 25° C 


Dissolve ingredients in water, and bring to boil- 
ing. Cool to 50°-60° C, and dispense about 8 ml 
per tube (16 mm dia tubes). Slant tubes to cool. 








Butt depth should be about ¥”. 
Skim Milk Agar 
Skim milk powder 100 gm 
Aga ince 115gm 
Distilled water 1000 ml 


Dissolve the 15 gm of agar into 700 ml of distilled 
water by boiling. Pour into a large flask and ster- 
ilize at 121° C, 15 Ib pressure. 

In a separate container, dissolve the 100 gm 
of skim milk powder into 300 ml of water heated 
to 50° C. Sterilize this milk solution at 113*-115* 
С (8 Ib pressure) for 20 minutes. 

After the two solutions have been sterilized, 
cool to 55° С and combine in one flask, swirling 
gently to avoid bubbles. Dispense into sterile 
Petr plates. 
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Sodium Chloride (6.5%) Tolerance 
Broth (Ex. 79) 


Heart infusion broth 25 gm 
NaCl ‘60 gm. 
Indicator (1.6 gm bromcresol purple in 100 ml 
95% ethanol) dm 
Dakine сз eoria некен 
Distilled water . 1000 ml 


Add all reagents together up to 1000 ml (final vol- 
ume). Dispense in 15x125 mm screw-capped 
tubes and sterilize in an autoclave 15 minutes at 
121°C. 

А positive reaction is recorded when the indi- 
cator changes from purple to yellow or when 
growth is obvious even though the indicator does 
not change. 


Sodium Hippurate Broth (Ex. 79) 


Heart infusion broth .25gm 
Sodium hippurate . ЛО gm 
Distilled water . `. 1000 ml 


Sterilize in autoclave at 121° C for 15 minutes af- 
ter dispensing in 15 X 125 mm screw-capped 
tubes. Tighten caps to prevent evaporation, 


Soft Nutrient Agar (for bacteriophage) 


Dehydrated nutrient broth Bgm 
Agar dem 
Distilled water 1000 ml 


Sterilize in autoclave at 121° С for 20 minutes. 


Spirit Blue Agar (Ex. 49) 
This medium is used to detect lipase production 
by bacteria. Lipolytic bacteria cause the medium. 
to change from pale lavender to deep blue. 


Spirit blue agar (Difco) 35 gm 
Lipase reagent (Difco) aS ml 
Distilled water . £1000 ml 


Dissolve the spirit blue agar in 1000 ml of water 
by boiling. Sterilize in autoclave for 15 minutes at 
15 psi (121° C). Cool to 55° C and slowly add the 
35 ml of lipase reagent, agitating to obtain even 
distribution. Dispense into sterile Petri plates. 





Streptomycin Agar (Ex. 74) 
To 1000 ml sterile liquid nutrient agar (50° C), 
aseptically add 100 mg of streptomycin sulfate. 
Pour directly into sterile Petri plates. 
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Тор Agar (Ех. 76, Ames test) 


‘Tubes containing 2 ml of top agar are made up 
just prior to using from bottles of top agar base 


and his/bio stock solution. 
His/Bio Stock Solution 

D-Biotin (FW. 2473) 30.9 mg 

1 Histidine HCI EW. 1917) 240mg 

Distilled water <... . ı250 ml 


Dissolve by heating the MM point. 
‘This can be done in a microwave oven. Sterilize 
by filtration through 0.22 jum membrane filter, or 
autoclave for 20 minutes at 121° C. Store in a 
glass bottle at 4° C. 


Тор Agar Base 
Agar .. sees gm 
Sodium chloride (NaCl) ............. 58m 
Distilled water 1000 ml 


The agar may be dissolved in a steam bath or mi- 
crowave oven, or by autoclaving briefly. Mix 
thoroughly and transfer 100-ml aliquots to 250- 
ml glass bottles with screw caps. Autoclave for 20. 
‘minutes with loosened caps. Slow exhaust. Cool 
the agar and tighten caps, 

Just before using, add 10 ml of the his/bio 
stock solution to bottle of 100 ml of liquefied top 
agar base (45° С). After thoroughly mixing, dis- 
tribute, aseptically, 2 ml of this mixture to sterile 
tubes (13 mm X 100 mm). Hold tubes at 45° С 
until used. 


‘Tryptone Agar 
‘Tryptone se 10gm 
Agar. sear 
Distilled water 1000 ml 

‘Tryptone Broth 
Турове ...10 gm 
Distilled water 1000 ml 

‘Tryptone Yeast Extract Agar 
‘Tryptone M 10gm 
Yeast extract... ded ci gi 
Dipotassium phosphate. 3 gm 
Sucrose 1111150 gm 
Agar 15gm 
Water 1000 mi 


pHTA 
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MCROCUPULE INTERPRETATION OF REACTIONS, 
no | suestaare postive NEGATIVE | COMMENTS AND REFERENCES 
ШЕГШ A positive result shouldbe recorded only атат color 
development hae occured (3) 
2 | me [PuplatoRed — YoloworYelon- | Phenol red nas been added io the urea formulation 10 allow 
orange Orange detection of alkaline en products resulting rom wea и 
a | as ую Clear or siram- [A postive result should be recordad oniy sean! color 
colored evelopment has occured 
a | me [юны Red or orange | Craso rod nas been added to cach carbohydrate о alow 
5 | MAN | Yolow-oranae дне vf acid production i the respective carbohydrates are 
в | me ies. 2) 
z| sa 
в | ac (өю ©з or straw Та postive result ansu be recordad олу I signitcent color 
olores [development has occured 
9 | ARG Purple Red Yellow or Yellow: [Phenol rod has been added to ho arginine formulation to allow 
Orange orange |dataction of акай ond products resulting rom arginine 
тимол) 
10 | мав |Add 1-2 drops ot SYAPHIDENT | Color development wil begin within 30 seconda of reagent 
REAGENT aditam. (157 
PmPupie Venom ar 
Mauve) aloes 
Courtesy ot Anata Products, Painem. NX. 
Abbreviation Test 
PHS Phosphatase 
URE Urea utilization 
GLS B-Glucosidase 
MNE Mannose utilization 
MAN Mannitol utilization 
TRE Trehalose utilization. 
SAL Salicin utilization. 
GLC B-Glucuronidase 
ARG Arginine utilization 
МОР B-Galactosidase 
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MCROCUPULE 
No [sunsrmarE CHEMICAL /PHYSICAL PRINCIPLES REACTIVE INGREDIENTS | QUANTITY 
1 | Pis аду ot pamophenyanospnate, soot salt, Бу | pnwroprenyr phosphate, oan 
alkaline phosphatase releases yellow parantrapheral | вобл sat 
om the colorless substrate 
э | URE Гомане releases ammonia wom ures; ammonia causes Urea E 
үе phi tora and changes tho ам on yellow to 
a | ав [řyaroiysis ot patropnenyi?-0-alicopyranoside by û. | patropreny #0 ог 
glucosidase тавара yellow para‘nttephenal fon the | dlcopyranonde 
солона substrato 
+ | ume [избы of corbonyatate results in acid tomato and а | Mannose n 
5 | wan (consequent pH drap. Tho indicator changes trom red lo | Матто 10% 
e | me rew. Tohalose 10% 
7 | зл зшен лоч 
а | ас неона of prntraphenyis.Diucronie Бу. Pntphanyi-0-gucwonde Гоз 
glucuronidase releases yellow pars irophonol rom the 
ris subeat 
ә | ana [Untzation or arginine produces amanna and procucts | arainn ТУ 
wich change the indenter om yellow бо тве 
10 | мер Hytrolyais of 2-naphtho ¢D-galactopyranosie by d- —2 xs 
galactosidase releases free naphthol which complexes | gatactopyranoside 
чаң STAPHDENT REAGENT lo produce а pum purple 
rate) colar. 
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The Streptococci: Classification, Habitat, 


Pathology, and Biochemical Characteristics 


‘To fully understand the characteristics of the various 
species of medically important streptococci, this appen- 
dix has been included as an adjunct to Exercise 79. The 
table of streptococcal characteristics on this page is the 
same one that is shown on page 267 of Exercise 79. Itis 
also the basis for much of the discussion that follows, 
‘The first system that was used for grouping the 
streptococci was based on the type of hemolysis and 
was proposed by J. Н. Brown in 1919. In 1933, R. C. 
Lancefield proposed that these bacteria be separated 
into groups A, В, C, etc, on the basis of precipitation- 
type serological testing. Both hemolysis and serolog- 
ical typing still play predominant roles today in our 


Table 1 Physiological Tests for Streptococcal Differentiation. 


classification system. Note below that the Lancefield 
groups are categorized with respect to the type of he- 
molysis that is produced on blood agar. 


Beta Hemolytic Groups 

Using a streak-stab technique, a blood agar plate is in- 
cubated aerobically at 37° C for 24 hours. Isolates that 
have colonies surrounded by clear zones completely fre of 
тей blood cells are characterized as being beta hemolytic. 

‘Three serological groups of streptococci fall in this cate- 
gory: groups A, B, and С; afew species in group D are also 
beta hemolytic. 





GROUP 


М MY, 24277 





Group A 
S. pyogenes __ | 





Group В 
S. agalactiae | 





Group C 
S. equi 

S. equisimiis 

S, zooepidemicus 











Group о" 
(emerococci) 
S faacals. 
faecium 
ete. 


aipha 
bota 





Group 0" 
(ponenterococciy 
S bavis 

eto. 


aipha 





Viridans 
S'miis 

5 salvarius 
S. mutans 
etc. 


alpha 








pneumococci 


alpha 
S` pneumoniae. 



































“Exceptions occur occasionally "See comments on pp. 457 and 488 conceming corect penus. 


Notez A= resistant: 8 = sensitive; blank = not significant 
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Group A Streptococci 
This group is represented by only one species 
Streptococcus pyogenes. Approximately 25% of all 
"upper respiratory infections (URIs) are caused by this 
species; another 10% of URIs are caused by other 
streptococci; most ofthe remainder (65%) are caused 
by viruses. Since no unique clinical symptoms can be 
used to differentiate viral from streptococcal URIs, 
and since successful treatment relies on proper identi- 
fication, it becomes mandatory that throat cultures be 
taken in an attempt to prove the presence or absence 
of streptococci. It should be added that if streptococ- 
cal URIs are improperly treated, serious sequelae 
such as pneumonia, acute endocarditis, rheumatic 
fever, and glomenilarnephritis can result, 

S. pyogenes is the only beta hemolytic strepto- 
coccus that is primarily of human origin. Although the 
pharynx is the most likely place to find this species, it 
may be isolated from the skin and rectum. 
Asymptomatic pharyngeal and anal carriers are not 
‘uncommon, Outbreaks of postoperative streptococcal 
infections have been traced to both pharyngeal and 
anal carriers among hospital personnel. 

These coccoidal bacteria (0.6-1.0 um diameter) 
‘occur as pairs and as short to moderate-length chains 
in clinical specimens; in broth cultures, the chains are 
often longer. 

"When grown on blood agar, the colonies are small 
(0.5 mm dia.), transparent to opaque, and domed; they 
have a smooth or semimatte surface and an entire 
edge; complete hemolysis (beta-type) occurs around 
each colony, usually two to four times the diameter of 
the colony. 

S. pyogenes produces two hemolysins: strep- 
tolysin $ and streptolysin О. The beta-type hemolysis 
on blood agar is due to ће complete destruction of red 
blood cells by the streptolysin S. 

There is no group of physiological tests that can 
be used with absolute certainty to differentiate $. pyo- 
genes from other streptococci; however, if an isolate 
is beta hemolytic and sensitive to bacitracin, one can 
be 95% certain that the isolate is S. pyogenes. The 
characteristics of this organism are the first ones tab- 
ulated in table 1 on the previous page. 


Group В Streptococci 
The only recognized species of this group is S. 
‘agalactiae. Although this organism is frequently 
found in milk and associated with mastitis in cattle, 
the list of human infections caused by it is as long as 
the one for S. pyogenes: abscesses, acute endocarditis, 
impetigo, meningitis, neonatal sepsis, and pneumonia 
are just a few. Like S. pyogenes, this pathogen may 
also be found in the pharynx, skin, and rectum; how- 
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ever itis more likely to be found in the genital and in- 
testinal tracts of healthy adults and infants, It is not 
unusual to find the organism in vaginal cultures of 
third-trimester pregnant women. 

Cells are spherical to ovoid (0.6-1.2 wm dia) and 
occur in chains of seldom less than four cells; long 
chains are frequently present. Charactristically, the 
chains appear to be composed of paired cocci. 

Colonies of $. agalactiae on blood agar often pro- 
duce double zone hemolysis. After 24 hours incuba- 
tion colonies exhibit zones of beta hemolysis. After 
cooling, a second ring of hemolysis forms which is 
separated from the first by a ring of red blood cells. 

Reference to table I emphasizes the significant 
characteristics of S. agalactiae. Note that this organ- 
ism gives a positive CAMP reaction, hydrolyzes hip- 
purate, andis not (usually) sensitive to bacitracin, Iis 
also resistant to SXT. Presumptive identification of 
this species relies heavily on a positive CAMP test or 
hippurate hydrolysis, even if beta hemolysis is not 
clearly demonstrated. 


Group С Streptococci 

Three species fall in this group: 5. equisimilis, S 
equi, and S. zooepidemicus. Although all of these 
species may cause human infections, the diseases are 
not usually as grave as those caused by groups A and 
В. Some group C species have been isolated from im- 
petiginous lesions, abscesses, sputum, and the phar- 
ynx. There is no evidence that they are associated 
with acute glomerularnephritis, rheumatic fever, or 
even pharyngitis. 

Presumptive differentiation of this group from 5 
pyogenes and S. agalactiae is based primarily on (1) 
resistance to bacitracin, (2) inability to hydrolyze hip- 
purate or bile esculin, and (3) a negative CAMP test. 
‘There are other groups that have some of these same 
characteristics, but they will not be studied here. 
Tables 12.16 and 12.17 on page 1049 of Bergey's 
Manual, vol. 2, provide information about these other 
groups. 


Alpha Hemolytic Groups 
Streptococcal isolates that have colonies with zones of 
incomplete lysis around them are said to be alpha he- 
molytic. These zones are often greenish, sometimes 
they are confused with beta hemolysis. The only way 
to be certain that such zones are not beta hemolytic is 
to examine the zones under 60X microscopic magni 
cation, Figure 79.4, page 265, illustrates the differ- 
ences between alpha and beta hemolysis, If some red 
blood cells are seen in the zone, the isolate is classified 
as being alpha hemolytic. 
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The grouping of streptococci on the basis of alpha 
hemolysis is not as clear-cut as it is for beta hemolytic 
groups. Note in table I thatthe bottom four groups that 
have alpha hemolytic types may also have beta he- 
molytic or nonhemolytic strains. Thus, we see that he- 
molysis in these four groups can be a misleading char- 
acteristic in identification. 

‘Alpha hemolytic isolates from the pharynx are 
usually 5. pneumoniae, viridans streptococci, or 
group D. Our primary concern here in this experiment 
is to identify isolates of $. pneumoniae, To accom- 
plish this goal, it will be necessary to differentiate any 
alpha hemolytic isolate from group D and viridans 
streptococci. 


Streptococcus pneumoniae 
(Pneumococcus) 


This organism is the most frequent cause of bacterial 
pneumonia, a disease that has a high mortality rate 
among the aged and debilitated. It is also frequently 
implicated in conjunctivitis, otitis media, pericarditis, 
subacute endocarditis, meningitis, septicemia, 
‘empyema, and peritonitis. Thirty to 70% of normal in- 
dividuals carry this organism in the pharynx. 

Spherical or ovoid, these cells (0.5-1.25 um dia) 
‘occur typically as pairs, sometimes singly, often in 
short chains. Distal ends of the cells are pointed or 
lancet-shaped and are heavily encapsulated with poly- 
saccharide on primary isolation, 

Colonies on blood agar are small, mucoidal, 
opalescent, and flattened with entire edges sur- 
rounded by a zone of greenish discoloration (alpha 
hemolysis). In contrast, the viridans streptococcal 
colonies are smaller, gray to whitish gray, and opaque 
with entire edges. 

Presumptive identification of S. pneumoniae can 
‘be made with the optochin and bile solubility tests. On 
the optochin test, the pneumococci exhibit sensitivity 
to ethylhydrocupreine (optochin). With the bile solu- 
bility test, pneumococci are dissolved in bile (2% 
sodium desoxycholate). Table I reveals that except for 
bacitracin susceptibility (+), 5. pneumoniae is nega- 
tive on all other tests used for differentiation of strep- 
tococci. 


Viridans Group 

Streptococci that fall in this group are primarily alpha 
hemolytic; some are nonhemolytic, Approximately 10 
species are included in this group. All of them are 
highly adapted parasites of the upper respiratory tract. 
‘Although usually regarded as having low pathogenic- 
ity, they are opportunistic and sometimes cause seri- 
‘ous infections. Two species (S. mutans and S. sanguis) 
are thought to be the primary cause of dental caries, 
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since they have the ability to form dental plaque. 
iridans streptococci are implicated more often than 
any other bacteria in subacute bacterial endocarditis. 

When it comes to differentiation of bacteria of this 
group from the pneumococci and enterococci, we will 
"use the optochin, bile solubility, and salt-tolerance 
tests. See table 1. 


Group D Streptococci (Enterococci) 
Members of this group are, currently, considered by 
most taxonomists to belong to the genus 
Enterococcus. During the preparation of volume 2 of 
Bergey's Manual Schleifer and Kilper-Balz presented 
conclusive evidence that $. faecalis, S. faecium, and S. 
bovis were so distantly related to the other groups of 
streptococci that they should be transferred to another 
genus. Since the term Enterococcus had been previ- 
ously suggested by others, Schleifer and Kilper-Balz 
recommended that this be the name of a new genus to 
include all of the Group D streptococci, nonentero- 
cocci included. The fact that these papers came too 
late for Bergey's Manual to include this new genus 
caused the genus Streptococcus to be retained. To 
avoid confusion in our use of Bergey's Manual, we 
have retained the same terminology used in Bergey's 
Manual. 

The enterococci of serological group D may be al- 
pha hemolytic, beta hemolytic, or nonhemolytic. The 
principal species of this enterococcal group are 5. fae- 
calis, S. faecium, 5. durans, and 5. avium. 

Subacute endocarditis, pyelonephritis, urinary 
tract infections, meningitis, and biliary infections are 
caused by these organisms. All five of these species 
have been isolated from the intestinal tract. 
Approximately 20% of subacute bacterial endocardi- 
tis and 10% of urinary tract infections are caused by 
‘members of this group. Differentiation of this group 
from other streptococci in systemic infections is 
‘mandatory because $. faecalis, S. faecium, and $. du- 
rans are resistant to penicillin and require combined 
antibiotic therapy. 

Since $. faecalis can be isolated from many food 
products (not connected with fecal contamination), it 
сап be a transient in the pharynx and show up as an 
isolate in throat cultures. Morphologically, the cells 
are ovoid (0.5-1.0 pum dia) occurring as pairs in short 
chains. Hemolytic reactions of 5. faecalis on blood 
agar will vary with the type of blood used in the 
medium. Some strains produce beta hemolysis on 
agar with horse, human, and rabbit blood; on sheep 
blood agar the colonies will always exhibit alpha he- 
molysis. Other streptococci are consistently either 
beta, alpha, or nonhemolytic. 

Cells of S. faecium are morphologically similar to 
S. faecalis except that motile stains are often encoun- 
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tered, A strong alpha-type hemolysis is usually seen 
around colonies of S faecium on blood agar. 

Although presumptive differentiation of group D 
enterococcal streptococci from groups A, B, and C is 
not too difficult with physiological tests, itis more la- 
borious to differentiate the individual species within 
group D. As indicated in table 1, the enterococci (1) 
hydrolyze bile esculin, (2) are CAMP negative, and 
Ө) grow well in 6.5% NaC! broth. 

Differentiation of the five species within this 
group involves nine or ten physiological tests. 
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Group D Streptococci (Nonenterococci) 
The only medically significant nonenterococcal 
species of group D is S. bovis. This organism is found 
in the intestinal tract of humans as well as in cows, 
sheep, and other ruminants. It can cause meningitis, 
subacute endocarditis, and urinary tract infections. On 
blood agar, the organism is usually alpha hemolytic; 
occasionally, it is nonhemolytic, The best way to dif- 
erentiate it from the group D enterococci is to test its 
tolerance to 6.5% NaCl. Note in table 1 that S. bovis 
will not grow in this medium, but all enterococci will. 
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As stated in Exercise 51, Identibacter interactus is a 
‘computer program designed to assist students in iden- 
tifying unknown bacterial cultures. This CD-ROM 
program, which is distributed by WCB/McGraw-Hill 
Co. in Dubuque, is a powerful program that includes 
more than 50 tests to run on assigned bacterial un- 
knowns. The organism data base includes about 60 
species of chemoheterotrophic bacteria, 

‘Torun this program, you will select each test from 
pull-down menus. A color image of each test result 
will be displayed on the computer screen, and you 
must be able to correctly interpret the test result that 
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is shown, Once you have tabulated sufficient infor- 
‘mation, you can identify your unknown by typing in 
the name of the organism. An audit trail of your 
choices can be saved to disk which can be evaluated 
by your instructor. 

Before you attempt to use this program, read over 
the following pages of this Appendix. These twelve 
pages are the first portion of a 59 page instructional 
‘manual that can be accessed from the CD-ROM. This 
information will explain more in detail how the pro- 
gram functions. A full copy of the manual should be 
available to you in the laboratory. 
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